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The  Board  of  Gas  and  Electric  Light  Commissioners  respect- 
fuDy  submits  its  thirty-third  annual  report. 

Returns  for  the  year  ending  June  30,  1917,  have  been  made 
to  the  Board  by  sixty-one  incorporated  gas  companies,  fifty- 
seven  incorporated  electric  companies,  including  two  hydro- 
electric companies,  and  from  persons,  associations  or  manu- 
facturing corporations  to  the  number  of  fourteen  engaged  in 
making  or  selling  gas  or  electricity,  including  two  associations  and 
one  manufacturing  corporation  doing  an  hydro-electric  business. 
Of  the  gas  companies  making  returns,  twenty-one  supplied  both 
gas  and  electricity.  Of  the  persons,  associations  or  manufac- 
turing corporations  mentioned  above,  six  were  engaged  in  man- 
ufacturing gas  only,  and  eight  in  supplying  electricity  only. 
One  gas  company  made  a  return,  but  did  no  business  during  the 
year.  Of  those  making  returns,  one  gas  company,  one  electric 
company  and  two  individuals  ceased  doing  business  dunng  the 
year. 

Returns  for  the  year  ending  June  30,  1917,  have  been  re- 
ceived from  forty-seven  privately  owned  water  companies  and 
one  educational  institution  incidentally  engaged  in  the  distribu- 
tion and  sale  of  water. 

Returns  for  the  same  period  have  been  made  to  the  Board 
by  four  cities  and  thirty-five  towns  owning  municipal  lighting 
plants.  Of  the  municipal  plants  in  question,  four  supply  both 
gas  and  electricity,  and  the  others  electricity  only. 

L.  Sidney  Atwood,  who  formerly  supplied  acetylene  gas  in 
the  town  of  Chatham,  ceased  doing  business  about  Jan.  24, 
1917. 

The  Hyannis  Lighting  Company,  also  an  acetylene  gas  com- 
pany, owned  by  Eugenie  Carpenter,  supplying  the  village  of 
Hyannis  in  the  town  of  Barnstable,  oea9ed  doing  business  on 
Jan.  1,  1917. 

Digitized  by  VjOOQ IC 


8  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

On  April  1,  1917,  the  Hadley  Lighting  Company,  an  acety- 
lene gas  company,  ceased  doing  business. 

The  Deerfield  River  Electric  Light  Company,  its  property 
having  been  purchased  by  the  Greenfield  Electric  Light  and 
Power  Company,  made  a  final  return  to  the  Board  for  the 
period  ending  Oct.  31,  1916. 

James  F.  Bossidy,  who  supplies  57  customers  with  electricity 
in  West  Stockbridge,  this  year  made  a  return  to  the  Board  for 
the  first  time. 

THE  WAR* 

Prior  to  the  declaration  of  war,  but  when  it  became  inevitable, 
the  Board,  foreseeing  that  the  government  would  have  to  rely 
on  the  gas  companies  of  the  country  for  its  supply  of  toluol, 
called  the  officers  of  the  gas  companies  in  conference  and  laid 
the  matter  before  them.  It  is  a  pleasure,  and  the  Board  feels  it 
a  duty,  to  report  that  the  companies  at  once  declared  and 
notified  the  government  of  their  readiness  to  give  all  the  support 
in  their  power  and  without  reward  above  cost. 

As  the  war  preparations  of  the  government  have  progressed, 
and  difficulties  of  transportation,  shortage  of  fuel  and  increased 
prices  have  developed,  the  vital  relation  of  the  gas  and  electric 
companies  not  only  to  the  community  but  also  to  the  industrial 
life  of  the  Commonwealth  has  become  more  clearly  manifest 
than  ever  before.  The  necessity  for  conserving  the  capital  as 
well  as  the  natural  fuel  resources  of  the  country  has  made 
evident  the  desirability  of  tying  together  the  existing  sources  df 
power,  both  steam  and  water,  and  so  co-ordinating  their  opera^ 
tion  as  to  utilize  all  plants  to  their  utmost  capacity.  Substan- 
tial steps  in  this  direction  have  been  taken  upon  the  initiative 
of  different  companies  involved.  More  may  still  be  accom- 
plished as  necessity  and  a  broader  spirit  of  co-operation  de- 
velops. In  any  event  the  present  exigency  has  amply  justified 
the  encouragement  given  during  the  past  ten  years  to  the  im- 
portant hydro-electric  developments  supplying  power  to  the  in- 
dustries of  the  Commonwealth. 

The  stimulated  industrial  activity  of  1915  and  1916  en- 
couraged many  of  the  electric  and  certain  of  the  gas  companies 
to  make  substantial  extensions  of  their  plants.    The  declaration 
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of  war  found  them  engaged  in  or  committed  to  such  under- 
takings and  other  companies  with  floating  debt  representing 
capital  expenditures  which  had  not  been  permanently  financed. 
The  paramount  claim  of  the  government  upon  the  financial  re- 
sources of  the  nation,  the  steady  increase  in  interest  rates,  the 
correspondingly  steady  decline  in  the  selling  price  of  gas  and 
electric  stocks,  and  the  growth  of  a  feeling  of  uncertainty  and 
distrust  with  respect  to  all  public-service  securities,  have  em- 
barrassed such  companies  in  making  suitable  provision  for 
capital  requirements.  It  is  gratifying  to  note  that  while  re- 
adjustments in  prices^  and  in  operating  conditions,  due  to  ex- 
ceptional costs  beyond  the  companies'  control  and  unusual  de- 
mands for  heat  and  power,  have  been  necessary,  yet  net 
earnings  have  been  on  the  whole  well  sustained,  and  no  occasion 
exists  for  alarm  on  the  part  of  individual  holders  of  shares  ap- 
proved by  the  Board  as  to  the  intrinsic  worth  of  their  invest- 
ments and  the  favorable  prospects  for  increased  business  and  for 
the  permanency  of  reasonable  dividends. 

RECOMMENDATIONS  FOR  LEGISLATION* 

1.    Gas  Standards. 

The  Legislature  of  1916  by  chapter  167  of  the  General  Acts 
of  that  year  passed,  upon  the  Board's  recommendation,  an 
act  authorizing  it  to  establish  a  calorific  standard  for  gas. 
This  step  was  taken  after  the  Board  had  become  convinced 
that  the  candle-power  standard  had  accomplished  its  purpose 
and  should  be  supers^ed  by  the  morje  scientific  method  of 
valuing  gas  and  controlling  its  production  which  had  been 
adopted  virtually  throughout  this  country  and  Europe.  In 
order  that  this  step  might  be  taken  only  after  an  investi- 
gation designed  to  ascertain  the  most  efficient  gas  for  the 
consumer  in  view  of  its  use  and  the  conditions  under  which 
it  is  made,  a  provision  was  introduced  for  the  suspension  of 
the  candle-power  standard  with  respect  to  such  plants  as 
might  be  designated  for  experimental  purposes.  This  investi- 
gation has  been  completed  and  on  Dec.  10,  1917,  the  Board 
established  a  calorific  standard,  in  accordance  with  the  terms 
of  the  act,  to  becomfe  effective  on  and  after  Jan.  1,  1918.    A 
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copy  of  the  Board's  statement  and  action  is  submitted  here- 
with. The  result  finally  reached  by  the  Board  has  been  in- 
fluenced by  the  imperative  need  of  the  Federal  government 
for  toluol  for  high  explosive  shells  and  its  dependence  upon 
the  gas  companies  of  the  country  for  as  much  of  this  material 
as  can  reasonably  be  recovered  from  their  gas.  A  dual  stand- 
ard is  inexpedient  under  any  conditions.  It  is  impracticable 
if  the  gas  companies  are  to  do  their  duty  to  the  government  in 
the  present  crisis.  The  Board  therefore  recommends  the  im- 
mediate repeal  of  the  candle-power  standard.  In  this  connec- 
tion authority  should  be  given  the  Board  to  establish  rules  and 
regulations  governing  the  quality  of  the  gas  supplied  in  partic- 
ulars not  prescribed  by  statute.  An  amendment  should  also 
be  made  to  section  182,  defining  the  unit  of  measure  for  the 
sale  of  gas,  in  order  to  bring  it  into  strict  conformity  with  the 
present  practices  followed  by  the  Bureau  of  Standards  at  Wash- 
ington. These  recommendations  are  embodied  in  the  bill  printed 
as  House  Document  No.  272. 

2.    Municipal  Lighting  Plants. 

A  municipal  lighting  plant  is  engaged  in  a  distinctively  busi- 
ness undertaking.  The  major  portion  of  the  gas  and  electricity 
distributed  is  for  the  use  of  private  customers.  On  the  other 
hand,  the  amount  furnished  to  public  buildings  and  especially 
of  electricity  for  street  lighting  is  substantial  in  every  instance. 
Under  the  present  law  (Acts  of  1914,  chapter  742,  section  114) 
a  city  or  town  owning  a  municipal  lighting  plant  is  required 
annually  to  appropriate  and  include  in  the  tax  levy  the  excess 
of  the  estimated  current  expenses  of  the  plant  (including  de- 
preciation, interest  on  the  outstanding  debt,  sinking  fund  and 
maturing  debt  requirements  and  the  loss,  if  any,  of  the  pre- 
ceding year)  over  the  estimated  receipts  from  private  cus- 
tomers. The  expenses  necessarily  include  the  costs  occa3ioned 
by  the  street  lighting  and  the  supply  of  municipal  buildings. 
But  the  appropriations  may  and  usually  have  no  relation 
either  to  the  commercial  value  or  even  the  actual  cost  of  the 
gas  or  electricity  supplied  to  the  street  lights  or  municipal 
buildings.  In  the  following  section  (115)  careful  provision  is 
made  that  the  price  to  private  customers  shall  be  not  less  than 

Digitized  by  VjOOQ IC 


1918.]  PUBLIC  DOCUMENT  — No.  35.  11 

cost  as  therein  defined,  and,  in  order  that  all  costs  may  not  be 
loaded  into  the  price  to  private  customers,  it  is  expressly  stip- 
ulated that  "The  gas  and  electricity  used  by  the  city  or  town 
shall  be  charged  to  it  at  cost."  lUs  same  idea  should  be  in- 
troduced into  the  preceding  i^ction  governing  the  annual  ap- 
propriation. If  in  the  second  section  in  place  of  interest  on  the 
investment  the  phrase  were  changed  to  interest  on  the  out- 
standing debt,  thie  city  or  town  would  be  requir^  to  make  an 
appropriation  not  primarily  for  the  plant  but  for  the  service 
rendered  the  municipality  by  the  plant,  and  this  would  be  based 
upon  the  actual  current  expenses  excluding  any  theoretical 
interest  on  investment  but  still  allowing  the  city  or  town  the 
latitude  of  earning  not  exceeding  8  per  cent,  on  the  investment 
m  addition  to  the  cost.  Furthermore,  the  accounts  of  the  plant 
would  then  more  nearly  exhibit  its  affairs  as  an  independent 
publicly  owned  business  enterprise.  The  Board  recommends 
such  amendment  of  sections  114  and  115  as  will  accomplish 
this  result. 

In  section  114  the  provision  for  annual  depreciation  is  ex- 
pressed as  a  "per  cent  of  the  cost  of  the  plant  exclusive  of  land 
and  any  water  power  appurtenant  thereto."  "Cost  of  plant" 
is  later  defined  as  "the  total  amount  expended  on  the  plant 
to  the  b^inning  of  the  fiscal  year  for  any  purpose  for  which 
bonds,  notes  or  certificates  of  indebtedness  may  be  issued  under 
section  ninety^ight  of  this  act."  A  further  provision  of  the 
section  limits  the  use  of  the  depreciation  fund  to  "renewals  in 
excess  of  ordinary  repairs,  extensions,  reconstruction,  enlarge- 
ments and  additions,"  and  expressly  stipulates  that  "no  debt 
shall  be  incurred  under  section  ninety-eight  for  any  extension, 
reconstruction  or  enlargement  of  the  plant  in  excess  of  the 
amount  needed  for  the  purpose  in  addition  to  the  amount  then 
on  hand  in  said  depreciation  fund."  The  result  of  these  vari- 
ous provisions  is  that  substantial  additions  to  the  plant  may  be 
made  from  the  depreciation  fund,  and,  although  in  fact  subject 
to  physical  deterioration,  will  not  be  taken  into  account  in  reck- 
oning the  annual  charge  for  depreciation  because  not  coming 
within  the  definition  of  "cost  of  plant"  already  quoted.  The 
Board  recommends  that  this  arbitrary  definition  of  "cost  of 
plant"  be  changed. 
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A  year  ago  the  Board  recommended  that  the  managers  of 
all  mimicipal  lighting  plants  should  be  brought  under  the 
civil  service.  The  proposed  act,  however,  failed  of  passage. 
The  Board  has  had  no  reason  to  change  its  views  and  renews 
its  recommendation. 

These  three  recommendations  relative  to  municipal  lighting 
plants  are  embodied  in  the  bill  printed  as  House  Document 
No,  273. 

3.    Emergency  Connections  between  Gas  and  Electric 

COBiPANIES. 

The  shortage  of  coal  and  its  high  cost  have  revealed  as 
never  before  the  importance  of  cheap  and  reliable  power  to  the 
industrial  as  well  as  the  community  life  of  the  Commonwealth. 
Considerable  progress  has  been  made  by  the  companies  in  tjing 
together  the  electric  generating  stations,  but  in  a  great  national 
emergency  a  matter  so  vital  to  the  public  interest  should  not 
rest  entirely  on  the  initiative  of  the  companies.  What  has 
been  said  of  power  plants  applies  with  equal  force  to  gas  works. 
With  a  view  to  prevent  unnecessary  duplication  of  investment 
and  to  conserve  natural  fuel  resources,  the  Board  recommends 
that  it  be  given  authority,  after  proper  proceedings,  to  require 
the  physical  connection  of  power  stations  and  gas  works,  the 
supply  of  gas  or  electric  energy  to  other  companies  and  munici- 
pal lighting  plants,  and  the  shutting  down  of  such  power  plants 
and  gas  works  as  may  be  unnecessary,  upon  such  terms  and  for 
such  periods  as  may  be  just  and  reasonable,  and  to  exercise  the 
right  of  eminent  domain  wherever  essential  to  this  end.  This  rec- 
ommendation is  embodied  in  the  bill  printed  as  House  Document 
No.  274. 

4.    Conservation  of  Stream  Flow. 

Two  of  the  companies  imder  the  Board's  supervision  trans- 
mit and  deliver  to  the  indui^tries  of  the  Commonwealth  power 
generated  by  hydroelectric  developments  on  the  Connecticut  and 
Deerfield  rivers.  The  power  so  furnished  during  the  past  year 
would  have  required  over  450,000  tons  of  coal  to  produce.  It 
appeared  at  the  hearings  relative  to  an  issue  of  securities  that 
a  projected  stream-flow  conservation  undertaking  on  the  Deer- 
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field  River  would  increase  the  hydraulic  energy  developed  by 
that  stream  to  an  equivalent  of  over  150,000  more  tons  of  coal. 
It  also  appeared  that^  if  the  spring  freshets  were  impoimded 
near  the  principal  sources  of  the  Connecticut  River  and  the 
flow  of  the  stream  equalized  throughout  the  year,  the  output  of 
the  three  developments  on  the  main  stream,  which  are  furnishing 
power  for  the  industries  of  the  Commonwealth,  might  be  in- 
creased over  15  per  cent.,  and  over  58,000  tons  of  coal  saved. 
A  similar  undertaking  on  the  Millers  River  should  add  to  such 
saving  over  8,400  tons.  Steps  have  already  been  taken  by  the 
two  companies  mentioned  to  investigate  the  feasibility  of  stor- 
age basins  upon  certain  of  the  tributaries  of  the  Connecticut 
River  in  New  Hampshire  and  Vermont.  But  any  treatment 
of  the  full  development  of  rivers  as  sources  of  power  requires 
the  exercise  of  governmental  powers,  and,  in  the  case  of  the 
Connecticut  River,  co-operation  of  the  Federal  government,  as 
well  as  of  the  four  States  which  border  upon  the  river  or 
through  which  it  flows.  The  Board  therefore  recommends  that 
steps  be  taken  to  investigate  the  feasibility  and  the  legal  and 
political  questions  involved  in  this  project  and  the  possibility  of 
a  similar  treatment  of  smaller  streams  whose  sources  lie  within 
the  Commonwealth.  This  resolve  is  embodied  in  the  bill  printed 
as  House  Document  No.  275. 

5.    Coupon  Notes. 

The  so-called  anti-stock  watering  law,  restricting  the  issue 
of  stock  and  bonds  by  gas  and  electric  companies  to  such 
amounts  as  the  Board  finds  is  "reasonably  necessary  for  the 
purpose  for  which  such  issue  of  stock  or  bonds  has  been  author- 
ized," has  never  been  applicable  to  coupon  notes.  On  the  other 
hand,  a  similar  restriction  has  for  over  twenty  years  been  appli- 
cable to  the  issue  of  "coupon  notes  and  other  evidences  of  in- 
debtedness payable  at  periods  of  more  than  twelve  months  after 
the  date  thereof"  by  railroad  and  street  railway  companies. 
Small  issues  of  coupon  notes  have  been  made  in  past  years  from 
time  to  time  by  gas  and  electric  companies,  rarely,  however,  to 
meet  capital  requirements  but  rather  to  finance  debt  not  prop- 
erly convertible  into  permanent  securities  which  it  was  incon- 
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venient  to  carry  as  floating  debt.  During  the  past  two  years, 
however,  and  especially  the  past  year,  this  form  of  temporarily 
financing  debt  incurred  for  capital  purposes  has  been  largely 
resorted  to.  The  financial  conditions  have  been  such  as  to 
invite,  and  even  to  render  necessary,  this  form  of  financing. 
If  the  public  interest  calls  for  lodging  power  in  the  Board  to 
restrain  the  amount  of  securities  which  the  companies  under 
its  supervision  shall  issue,  it  is  difficult  to  escape  the  conclu- 
sion that  its  authority  is  considerably  weakened,  provided  such 
companies  may,  without  restraint,  issue  notes  which  to  the 
ordinary  investor  and  even  to  the  lawyer  are  indistinguishable, 
save  in  name,  from  imsecured  bonds.  Moreover,  after  they 
have  been  absorbed  by  investors,  without  criticism  or  comment 
by  the  Board,  it  may  prove  embarrassing  to  their  holders,  and 
even  disastrous  to  the  companies,  to  deny  them  recognition  in 
the  permanent  securities  of  the  companies  as  they  mature.  The 
Board  therefore  recommends  that  it  be  given  the  same  authority 
with  respect  to  coupon  notes  as  it  has  with  respect  to  bonds. 
This  recommendation  is  embodied  in  the  bill  printed  as  House 
Document  No.  276. 

6.    Street  Lighting  Contracts. 

During  the  past  two  years  the  Board  has  devoted  one  hun- 
dred and  twenty-seven  days  of  hearings  to  an  arbitration  of 
the  price  of  street  lights  furnished  by  the  Edison  Electric  Illu- 
minating Company  of  Boston  to  the  city  of  Boston,  imder  a  ten- 
year  agreement  concluded  between  the  parties  on  Dec.  7,  1914. 
Its  trial  involved  a  very  large  expense  both  to  the  city  and  the 
company,  all  of  which  must  sooner  or  later  be  borne  by  the 
public.  If,  on  the  other  hand,  prices  tentatively  reached  or 
considered  by  the  parties  in  such  negotiations  required  the  ap- 
proval of  the  Board  before  contracts  for  a  term  of  years  became 
effective,  such  extraordinary  expenses  would  be  avoided,  and 
such  matters  might  be  disposed  of  more  summarily  and  with  as 
close  an  approximation  to  justice  to  all  concerned  as  after  an 
exhaustive  trial  of  the  many  disputed  factors  which  may  affect 
costs  but  with  respect  to  the  meaning  of  which,  even  if  an 
agreement  be  reached  as  to  facts,  men  will  honestly  differ. 
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Moreover,  the  local  authorities  enter  upon  such  a  negotiation 
at  a  considerable  disadvantage,  rarely  having  had  any  experi- 
ence with  the  problem.  The  Board  therefore  recommends  that 
contracts  for  street  lighting  for  periods  of  more  than  one  year 
require  its  approval  before  becoming  effective  and  has  embodied 
this  recommendation  in  the  bill  printed  as  House  Document 
No.  277. 

7.    Returns  of  Municipal  Lighting  Plants. 

Some  confusion  and  misunderstandings  in  the  administra- 
tion of  the  municipal  lighting  plants  result  from  the  require- 
ment of  returns  of  their  financial  affairs  to  this  Board  as  of  the 
year  ending  on  June  30^  a  period  not  coincident  with  their  own 
fiscal  years.  The  fiscal  year  of  all  towns  is  now  the  calendar 
year.  Some  differences  still  exist  among  the  cities,  but  of  the 
four  cities  owning  such  plants  the  fiscal  years  of  two  end  No- 
vember 30  and  of  the  other  two  December  31.  This  occasion 
for  confusion  and  misimderstandings  may  be  removed  by  re- 
requiring  returns  to  the  Board  for  the  fiscal  years  of  the  cities 
or  towns  owning  such  plants  instead  of  for  the  June  30  year. 
If  this  is  done,  it  will  be  impracticable  for  the  Board  to  make 
its  report  to  the  General  Court  on  the  first  Wednesday  in  Jan- 
uary and  to  include  in  it  the  information  contained  in  the 
returns  of  the  municipal  lighting  plants  for  the  preceding  fiscal 
year,  and  it  would  be  inexpedient  to  postpone  the  publication 
of  such  information  to  the  succeeding  report.  The  Board 
recommends  that  the  present  law  be  changed  to  permit  such 
returns  to  be  made  for  the  mimicipal  fiscal  years,  and  to  allow 
the  Board  to  submit  its  annual  report  on  or  before  the  first 
Wednesday  in  March.  This  recommendation  is  embodied  in 
the  bill  printed  as  House  Document  No.  278. 

8.    Contracts  for  the  Purchase  of  Gas  and 

ELECTRICriY. 

The  tendency  to  concentrate  the  production  of  gas  and 
especially  electricity  into  large,  well-located  generating  plants 
has  made  many  companies  distributors  merely  and  not  pro- 
ducers of  gas  and  electricity.    The  terms  upon  which  such  dis- 
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tributmg  companies  purchase  gas  or  electricity  are  becoming  a 
matter  of  vital  interest  to  the  customers  dependent  upon  them. 
Where  the  companies  involved  are  independently  owned  self- 
interest  may  well  be  relied  upon  to  ensure  proper  terms.  Where, 
however,  the  selling  and  purchasing  companies  have  a  common 
ownership,  this  element  is  wanting  and  serious  injustice  may 
result  not  only  to  the  consumers  but  also  to  one  or  the  other 
of  the  companies  who  are  parties  to  such  transactions.  The 
Board  therefore  recommends  that  contracts  for  the  purchase 
and  sale  of  gas  and  electricity  between  companies  having  a 
common  ownership  require  its  approval  and  has  embodied  this 
recommendation  in  the  bill  printed  as  House  Document  No.  279. 


ORDERS  AND  DECISIONS* 
Priee. 

PETrrioN  OF  THE  Newburtport  Gas  and  Electric  Company. 

This  is  a  petition  by  the  Newburyport  Gas  and  Electric  Com- 
pany, under  the  provisions  of  section  163  of  chapter  742  of  the 
Acts  of  the  year  1914,  to  revise  the  former  action  of  the  Board 
relative  to  the  price  of  gas  sold  and  delivered  by  said  company. 

After  notice  by  publication  and  by  personal  service  upon  the 
mayor  of  Newburyport,  the  Board  gave  a  public  hearing  in  New- 
buryport to  the  petitioner,  the  city  and  all  other  persons  in- 
terested. 

This  company  supplies  both  gas  and  electricity.  It  is  charging 
for  gas  $1.25  net  a  thousand  cubic  feet.  On  Nov.  22,  1910, 
upon  complaint  under  the  statute  by  the  mayor  of  Newburyport, 
the  Board  found  that  the  price  of  gas  might  reasonably  be  re- 
duced from  $1.40  to  $1.35  net,  and  its  recommendation  to  that 
effect  was  accepted  by  the  company  without  the  necessity  for  an 
order.  On  Aug.  1,  1913,  the  price  was  reduced  voluntarily  by 
the  company  from  $1.35  to  $1.25  net.  The  purpose  of  the  pres- 
ent petition  is  for  authority  to  increase  the  price  beyond  the 
limit  fixed  by  the  Board  in  1910  to  $1.50,  in  order  primarily  to 
meet  the  increased  costs  of  production  due  to  the  existing  ab- 
normal war  conditions. 

The  Board  has  not  felt  that  it  is  in  the  public  interest  to  at- 
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tempt  to  determine  in  any  final  way  the  fair  and  reasonable 
price  of  gas  in  Newbur^port  or  elsewhere  at  a  time  when  the 
cost  of  even''  item  entering  into  the  construction,  operation  and 
financing  of  gas  plants  has  reached  exceptional  and  unprece- 
dented levels.  It  may  be  confidently  hoped  that  this  abnormal 
situation  will  not  outlast  the  war.  When  normal  conditions  are 
restored  it  will  then  be  possible  to  reach  just  conclusions,  resting 
on  reasonable  and  stable  grounds.  Meantime  some  relief  should 
be  granted,  although  both  consumer  and  stockholder  must  real- 
ize that  in  a  time  of  great  stress  and  in  meeting  conditions  for 
which  neither  are  responsible  there  must  be  sacrifice  and  self- 
denial  on  both  sides.  In  the  opinion  of  the  Board  the  price 
hereinafter  named  will  give  the  company  a  reasonable  measure 
of  relief,  which  in  conjunction  with  all  the  business  of  the  com- 
pany will  tide  it  over  the  present  emergency.  Should  experi- 
ence demonstrate  that  a  higher  or  a  lower  price  is  called  for  to 
discharge  the  natural  obligations  of  the  consimiers,  a  modifica- 
tion of  this  order  will  be  made. 

In  view  of  the  foregoing  considerations,  the  following  order 
has  been  adopted:  — 

On  the  petition  of  the  Newburyport  Gas  and  Electric  Company,  under 
the  provisions  of  section  163  of  chapter  742  of  the  Acts  of  the  year  1914,  for 
a  revision  of  the  former  action  of  the  Board,  whereby  on  Nov.  22, 1910,  the 
I»ioe  of  gas  thereafter  sold  and  delivered  by  said  company  was  fixed  at  not 
exceeding  SI. 35  net  a  thousand  cubic  feet,  and  for  authority  to  increase 
its  price  to  SI. 50,  after  notice  by  publication  and  by  personal  service  upon 
the  mayor  of  Newburyport  and  a  public  hearing,  it  is  — 

Ordered,  That  the  former  action  of  the  Board  on  Nov.  22,  1910,  fixing 
the  price  of  gas  thereafter  sold  and  delivered  by  said  company  at  not  ex- 
ceeding S1.35  a  thousand  cubic  feet,  is  hereby  revised,  and  said  company 
authorized  to  charge  for  gas  sold  and  delivered  after  Oct.  1,  1917,  not  ex- 
ceeding SI  .40  net  a  thousand  cubic  feet  for  the  duration  of  the  war,  unless 
meantime  otherwise  ordered  upon  complaint  or  petition,  as  provided  by 
law,  or  upon  the  Board's  own  motion  after  notice  and  a  public  hearing. 
(Oct.  26,  1917.) 

A''.  N.  Jones,  for  the  company. 

H.  I.  BartleU,  for  city  of  Newburyport. 
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Capital  Stock  and  Bondi. 

Twenty-one  applications  for  approval  of  an  issue  of  stock  or 
bonds  have  been  decided  during  the  year.  The  par  value  of 
the  securities  asked  for  was  $12,525,200,  and  the  par  value  of 
the  amount  approved  was  $12,051,500.  In  10  cases  the  full 
amount  asked  for  was  approved. 

The  following  table  shows  the  securities  approved  by  the 
Board  for  the  several  companies  applying  therefor,  giving  both 
the  par  value  of  the  capital  stock  and  the  issue  price  thereof, 
determined  as  required  by  law.  In  the  pages  following  will  be 
found  the  several  orders  and  votes  of  the  Board  relating  thereto. 


CAprrAL  Stock  appboykd. 

Bonda 
approved 

COMPANT. 

Amount 
at  Par. 

Issue 
Price. 

Value 

at  Issue 

Price. 

Date. 

Ameabury  Electric  Light  Company. 

S70.000 

$135 

$94,600 

- 

July     3 

Fitchburs  Gas  and  Electric  Light  Ck>m- 

120,000 

100^ 

240,000 

- 

Feb.   16 

pany. 
Greenfield  Gas  Light  Company,      . 

- 

- 

- 

$142,000 

Mar.  13 

Haverhill  Electric  Company,   . 

171.400 

176 

200.060 

- 

Feb.  16 

Ludlow  Electric  Light  Company,    . 

15,000 

100 

16,000 

- 

Dec.  31 

Marlborough  Electric  Company. 

61,000 

100 

07,600 

- 

Aug.  29 

Milford  Electric  Light  and  Power  Corn- 

30,000 

100 

30.000 

Nov.    2 

New  Bedford  Gas  and  Ediaon  Light  Com- 

- 

- 

- 

1.500.000« 

June  12 

pany. 
Newburyport  Gashnd  Electric  Company, 

171,000 

130 

222.300 

- 

July   26 

New  England  Power  Company, 

2.000.000* 
2,000,000 

100 
100 

2,000,000 
2,000.000 

3.000.000 

July  28 

PitUfield  Electric  Company,    . 

225,000 

125 

281,250 

- 

Nov.    2 

Plymouth  Electric  Light  Company, 

130.000 

100 

130,000 

- 

Mar.    2 

Randolph  ft  Holbrook  Fbwer  and  Electric 

Company. 
Salem  G&s  Light  Company,     . 

40,000 
310.000 

100 
130 

40,000 
403.000 

^ 

May  29 
May  21 

Shirley  Electric  Company, 

8.8S0> 
8.350 

60» 
60» 

8.360 
8.350 

1 

Mar.    6 

Springfield  Gas  Light  Company,     . 

242,900 

226 

646.625 

- 

Feb.  16 

Turners  Falls  Power  and  Electric  Com- 

1,032,600 

100 

1,032,500 

- 

July  10 

United  Electric  Light  Company  of  Spring- 
field. 
Wannaoomet  Water  Company, 

400,000 

186 

740,000 

- 

June  28 

16.000 

25* 

16,000 

- 

Aug.    8 

Weymouth  Light  and  Power  Company,  . 

144,000 

160 

230.400 

- 

June    8 

Winchendon  Electric  Light  and  Power 
Company. 

216,000 

100 

216.000 

- 

Mar.  IS 

1  Pw  value.  $60.  *  Debenture  bonda. 


*  Preferred  stock.  «  Par  value,  $S6i 
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Petition  of  the  Haverhill  Electric  Company. 

This  is  an  application  by  the  Haverhill  Electric  Company  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par 
value  of  $231,200,  the  proceeds  thereof  to  be  used  in  paying 
floating  indebtedness  already  incurred  for  new  construction, 
extensions  and  permanent  improvements,  and  for  needed  addi- 
tions to  and  permanent  improvements  of  its  plant,  distribution 
system  and  equipment. 

On  June  30,  1916,  the  company  had  outstanding  promissory 
notes  to  the  amount  of  $130,000.  Additions  to  its  plant  since 
March  31,  1913,  not  covered  by  the  proceeds  of  stock  hereto- 
fore approved  or  otherwise  provided  for,  may  to  the  extent  of 
$95,000  be  properly  converted  into  permanent  capital.  The 
estimated  cost  of  completing  work  in  progress  on  June  30,  1916, 
including  the  installation  of  an  additional  generating  unit  of 
5,000  kilowatt  capacity,  was  over  $176,000.  Extensions  of  the 
distribution  system  during  the  past  summer  and  fall  were  esti- 
mated to  cost  over  $18,000,  and  for  the  coming  summer,  $31,000 
more. 

The  directors  of  the  company  have  fixed  the  price  at  which 
the  new  shares  shall  be  offered  to  the  stockholders  at  $130  a 
share  on  a  par  value  of  $100  a  share.  For  a  period  of  four 
years  the  company  has  paid  regular  dividends  at  the  rate  of  10 
per  cent,  and  recent  sales  of  the  stock  appear  to  have  been  at 
prices  in  excess  of  $210  a  share.  In  the  opinion  of  the  Board 
the  price  fixed  by  the  directors  is  materially  low^er  than  will  in- 
sure a  ready  market  for  the  stock,  and  is  so  low  as  to  be  in- 
consistent with  the  public  interest. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Haverhill  Electric  Company,  pursuant  to  the 
pro\Tsions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value  of 
$231,200  for  the  objects  named  in  said  petition,  after  public  notice  and 
hearing,  it  being  deemed  by  the  Board  that  the  amount  of  stock  herein- 
after named  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Haverhill 
Electric  Company,  in  conformity  with  all  the  requirements  of  law  relat- 
ing thereto,  at  the  price  of  $175  a  share,  as  determined  by  the  Board  under  |^ 
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the  provisions  of  section  43  of  said  chapter,  of  1,714  shares  of  new  capital 
stock  of  the  par  value  of  SlOO  each,  the  proceeds  thereof  to  be  applied  to 
the  following  purposes  and  to  no  other,  to  wit:  the  proceeds  of  543  shares 
to  the  payment  and  ca!ncellation  of  an  equal  amount  of  the  obligations 
of  the  company  represented  by  its  promissory  notes  outstanding  on  June 
30,  1916,  and  the  proceeds  of  1,171  shares  to  the  payment  of  the  cost  of 
additions  to  plant  made  subsequent  to  said  date. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
time  and  place  of  such  sale  shall  be  published  in  the  ''Boston  Daily  Ad- 
vertiser," the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (Feb.  16,  1917.) 

Petition  of  the  Fitchburg  Gas  and  Electric  Light 

Company. 

This  is  an  application  by  the  Fitchburg  Gas  and  Electric 
Light  Company  for  the  approval  of  an  increase  of  capital  stock 
of  the  par  value  of  $148,000  for  the  purpose  of  paying  floating 
indebtedness  already  incurred  for  new  construction,  extensions 
and  permanent  improvements,  and  for  needed  additions  to  and 
permanent  improvements  of  its  plant,  distribution  system  and 
equipment. 

Between  March  31,  1913,  and  June  30,  1916,  the  company's 
net  expenditures  for  permanent  additions  to  and  improvements 
of  its  fixed  property,  for  which  no  stock  has  been  issued  or  ap- 
proved and  which  may  be  converted  into  capital,  is  in  the  neigh- 
borhood of  $200,000.  This  sum  was  represented  in  its  promis- 
sory notes  which  were  outstanding  on  the  latter  date  to  the 
amount  of  $340,000.  Work  in  progress  on  that  date  was  esti- 
mated to  cost  over  $17,000.  Further  extensions  of  both  the 
gas  and  electric  distribution  systems  during  the  balance  of  the 
calendar  year  1916  and  the  coming  season  were  estimated  to 
cost  over  $40,000. 

The  directors  of  the  company  have  fixed  the  price  at  which 
the  new  shares  shall  be  offered  to  the  stockholders  at  $85  a 
share  on  a  par  value  of  $50  a  share.  For  a  period  of  seven  years 
the  company  has  paid  regular  dividends  at  the  rate  of  10  per 
cent.,  and  recent  sales  of  the  stock  appear  to  have  been  at 
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prices  in  excess  of  $115  a  share.    In  the  opinion  of  the  Board 
the  price  fixed  by  the  directors  is  materially  lower  than  will 
insure  a  ready  market  for  the  stock,  and  is  so  low  as  to  be  in- 
consistent with  the  public  interest. 
The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Fitchburg  Gas  and  Electric  Light  Company, 
pursuant  to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the 
year  1914,  for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  S148,000  for  the  objects  named  in  said  petition,  after  public 
notice  and  hearing,  it  being  deemed  by  the  Board  that  the  amount  of 
stock  hereinafter  named  is  reasonably  necessary  for  the  piu*pose  for  which 
such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Fitchburg 
Gas  and  Electric  Light  Company,  in  conformity  with  all  the  requirements 
of  law  relating  thereto,  at  the  price  of  SlOO  a  share,  as  determined  by  the 
Board  under  the  provisions  of  section  43  of  said  chapter,  of  2,400  shares 
of  new  capital  stock  of  the  par  value  of  S50  each,  the  proceeds  thereof  to 
be  applied  to  the  following  purposes  and  to  no  other,  to  wit:  the  proceeds 
of  2,000  shares  to  the  payment  and  cancellation  of  an  equal  amount  of 
the  obligations  of  the  company  represented  by  its  promissory  notes  out- 
standing on  June  30, 1916,  and  the  proceeds  of  400  shares  to  the  payment 
of  the  cost  of  additions  to  plant  made  subsequent  to  said  date. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
farther  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
time  and  place  of  such  sale  shall  be  published  in  the  '^  Boston  Daily  Ad- 
vertiser," a  newspaper  published  in  the  city  of  Boston,  and  in  the  "Fitch- 
buig  Sentinel"  and  the  "Fitchburg  News,"  newspapers  published  in  the 
city  of  Fitchburg.    (Feb.  16,  1917.) 

Petition  of  the  Springfield  Gas  Light  Company. 

This  is  an  application  by  the  Springfield  Gas  Light  Company 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  $296,200  to  pay  floating  indebtedness  already  in- 
curred for  new  construction,  extensions  and  permanent  im- 
provements, and  in  paying  for  needed  additions  to  and  per- 
manent improvements  of  its  plant,  distribution  system  and 
equipment. 

The  company's  promissory  notes  outstanding  on  June  30, 
1916,  amounted  to  $500,000.    Its  net  expenditures  upon  addi- 
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tions  to  plant  have  been  substantially  $286,000  in  excess  of  the 
provisions  made  therefor  in  the  last  approval  of  stock.  Work 
in  progress,  or  authorized  on  June  30,  1916,  was  estimated  to 
cost  over  $225,000,  and  extensions  of  the  distribution  system 
during  the  coming  season  are  expected  to  cost  $89,000  more. 

The  directors  of  the  company  have  fixed  the  price  at  which 
the  new  shares  shall  be  offered  to  the  stockholders  at  $200  a 
share  on  a  par  value  of  $100  a  share.  For  a  period  of  nine 
years  the  company  has  paid  regular  dividends  at  the  rate  of  12 
per  cent.,  and  recent  sales  of  the  stock  appear  to  have  been  at 
prices  in  excess  of  $260  a  share.  In  the  opinion  of  the  Board 
the  price  fixed  by  the  directors  is  materially  lower  than  w^ill 
insure  a  ready  market  for  the  stock,  and  is  so  low  as  to  be  in- 
consistent with  the  public  interest. 

The  following  is  therefore  adopted:  — 

'  On  the  petition  of  the  Springfield  Gas  Light  Company,  pursuant  to  the 
provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value  of 
$296,200  for  the  objects  named  in  said  petition,  after  public  notice  and 
hearing,  it  being  deemed  by  the  Board  that  the  amount  of  stock  herein- 
after named  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Springfield 
Gas  Light  Company,  in  conformity  with  all  the  requirements  of  law  re- 
lating thereto,  at  the  price  of  $225  a  share,  as  determined  by  the  Board 
under  the  provisions  of  section  43  of  said  chapter,  of  2,429  shares  of  new 
capital  stock  of  the  par  value  of  $100  each,  the  proceeds  thereof  to  be 
applied  to  the  following  purposes  and  to  no  other,  to  wit:  the  proceeds 
of  1,274  shares  to  the  payment  and  cancellation  of  an  equal  amount  of 
the  obligations  of  the  company  represented  by  its  promissory  notes  out- 
standihg  on  June  30, 1916,  and  the  proceeds  of  1,155  shares  to  the  payment 
of  the  cost  of  additions  to  plant  made  subsequent  to  said  date. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Springfield,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily 
Advertiser,"  a  newspaper  published  in  the  city  of  Boston,  and  in  the 
"Springfield  Daily  Republican"  and  the  "Springfield  Dally  Union," 
newspapers  published  in  the  city  of  Springfield.    (Feb.  16, 1917.) 
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Petition  of  the  Plymouth  Electric  Light  Company. 

This  is  an  application  by  the  Plymouth  Electric  Light  Com- 
pany for  the  approval  of  an  issue  of  additional  capital  stock  of 
the  par  value  of  $130,000  to  pay  its  floating  indebtedness  in- 
curred in  the  extension  of  its  plant. 

On  June  30,  1916,  the  company  had  outstanding  promissory 
notes  to  the  amount  of  $160,000.  It  has  recently  increased  the 
capacity  of  its  station,  and  has  made  substantial  extensions  of 
its  distribution  system  in  Pljmiouth  and  the  neighboring  towns 
of  Duxbury,  Kingston  and  Marshfield.  It  has  also  built  a  high 
tension  hne  for  the  supply  of  electricity  to  the  municipal  light- 
ing plant  of  Middleborough.  Upon  these  extension  and  addi- 
tions its  expenditures  have  exceeded  the  provision  made  there- 
for in  stock  heretofore  approved  by  more  than  $130,000. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Plymouth  Electric  Light  Company,  pursuant 
to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914, 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value  of 
$130,000  for  the  objects  named  in  said  petition,  after  public  notice  and 
heariiig,  it  being  deemed  by  the  Board  that  said  amount  of  stock  is  reason- 
ably necessary  for  the  purpose  for  which  such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Plymouth 
Electric  Light  Company,  in  conformity  with  all  the  requirements  of  law 
relating  thereto,  at  the  price  of  $100  a  share,  as  determined  by  its  directors, 
of  1,300  shares  of  new  capital  stock  of  the  par  value  of  $100  each,  the  pro- 
ceeds thereof  to  be  applied  to  the  payment  and  cancellation  of  an  equal 
amount  of  the  obligations  of  the  company  represented  by  its  promissory 
notes  outstanding  on  June  30, 1916,  and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily  Ad- 
vertiser," the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (March  2, 1917.) 

Arthur  Lord,  for  the  company. 
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Petition  of  the  Shirley  Electric  Company. 

This  is  an  application  by  the  Shirley  Electric  Company  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par 
value  of  $27,500,  of  which  one-half  shall  be  common  and  one- 
half  preferred,  the  proceeds  of  which  are  to  be  used  for  the 
payment  of  its  outstanding  indebtedness. 

On  Dec.  22,  1916,  the  Board  approved  of  an  issue  of  stock 
to  the  amount  of  $27,500,  the  proceeds  of  which  were  to  be 
applied  towards  the  payment  of  its  floating  debt  outstanding 
on  Sept.  18,  1916.  This  was  insuflBlcient  by  approximately 
$14,500  to  take  care  of  its  expenditures  upon  its  property, 
which  might  then  have  been  fairly  represented  in  permanent 
securities.  Meantime  further  expenditures  upon  its  plant  have 
amounted  to  somewhat  more  than  $2,200.  Its  notes  outstand- 
ing on  Jan.  31,  1917,  were  $37,635. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Shirley  Electric  Company,  pursuant  to  the  pro- 
visions of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  for  the 
approval  of  an  issue  of  additional  capital  stock  of  the  par  value  of  $27,500, 
of  which  one-half  shall  be  common  and  one-half  preferred,  for  the  objects 
named  in  said  petition,  after  public  notice  and  hearing,  it  being  deemed 
by  the  Board  that  the  amount  of  stock  hereinafter  named  is  reasonably 
necessary  for  the  purpose  for  which  such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Shirley 
Electric  Company,  in  conformity  with  all  the  requirements  of  law  relating 
thereto,  at  the  price  of  $50  a  share,  as  determined  by  its  directors,  of  167 
shares  of  common  and  167  shares  of  preferred  new  capital  stock  of  the 
par  value  of  $50  each,  the  proceeds  thereof  to  be  applied  to  the  payment 
and  cancellation  of  an  equal  amount  of  the  obligations  of  the  company 
represented  by  its  promissory  notes  outstanding  on  Jan.  31,  1917,  and 
to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  imder  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
time  and  place  of  such  sale  shall  be  published  in  the  ''Boston  Daily  Ad- 
vertiser," the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (March  5, 1917.) 
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Petition  of  the  Greenfield  Gas  Light  Company. 

This  is  an  application  by  the  Greenfield  Gas  Light  Company 
for  the  approval  of  an  issue  of  bonds  of  the  par  value  of  $166,000 
for  refunding  its  present  funded  indebtedness  and  for  the  pay- 
ment of  its  outstanding  notes,  and  for  additions  and  extensions 
of  its  works  already  completed  and  to  be  completed. 

On  Sept.  30,  1916,  the  company  had  outstanding  5  per  cent, 
first  mortgage  bonds  to  the  amount  of  $75,000,  unsecured  prom- 
issory notes  to  the  amount  of  $110,000,  and  capital  stock  to 
the  amount  of  $166,000.  The  purpose  of  the  proposed  issue 
of  bonds  is  to  refund  the  existing  bonds,  to  pay  $50,800  of  its 
outstanding  notes,  and  to  provide  $16,300  for  additions  to  its 
plant  already  contracted  for  or  about  to  be  undertaken. 

At  the  time  of  the  last  approval  of  stock  for  this  company 
in  1913,  of  its  expenditures  for  additions  to  plant  there  re- 
mained in  its  floating  debt  a  balance  of  $5,800  unprovided  for. 
Between  Sept.  30,  1913,  and  the  same  day  of  1916  its  net  ex- 
penditures upon  plant  appear  to  have  been  approximately 
$45,000.  Meantime  it  has  made  some  extensions  of  its  distri- 
bution system,  and  is  about  to  make  further  extensions  of  the 
same  and  to  increase  the  capacity  of  its  generating  plant,  at  an 
aggregate  estimated  cost  of  $16,300. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Greenfield  Gas  Light  Company,  pursuant  to  the 
provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  for  the 
approval  of  an  issue  of  bonds  of  the  par  value  of  $166,000  for  the  objects 
named  in  said  petition,  after  public  notice  and  hearing,  it  being  deemed 
by  the  Board  that  the  amount  of  bonds  hereinafter  named  is  reasonably 
necessary  for  the  purpose  for  which  such  issue  is  authorized,  it  is  — 

Ordered  J  That  tiie  Board  hereby  approves  of  the  issue  by  the  Greenfield 
Gas  light  Company,  in  conformity  with  all  the  requirements  of  law  re- 
lating thereto,  of  bonds  at  not  less  than  par  and  accrued  interest  to  the 
amount  of  $142,000,  said  bonds  to  be  a  part  of  a  total  issue  of  $166,000, 
payable  at  not  exceeding  twenty  years  from  the  date  thereof,  and  bearing 
interest  at  a  rate  not  exceeding  5  per  cent,  per  annum  and  secured  by  a 
first  mortgage  of  the  company's  franchise  and  property,  the  proceeds 
thereof  to  be  applied  to  the  following  purposes  and  to  no  other,  to  wit: 
the  proceeds  of  bonds  of  the  par  value  of  $75,000  to  the  payment  and 
cancellation  of  the  $75,000  5  per  cent,  first  mortgage  bonds  now  outstand- 
ing; the  proceeds  of  bonds  of  the  par  value  of  $50,800  to  the  payment  and 
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canoellatioQ  of  an  equal  amount  of  the  obligations  of  the  company  repre* 
sented  by  its  unsecured  promissory  notes  outstanding  on  Sept.  30,  1916; 
and  the  proceeds  of  bonds  of  the  par  value  of  S16,200  to  the  payment  of 
an  equal  amount  of  the  obligations  of  the  company  incurred  subsequent 
to  said  date  for  additions  to  its  plant;  and  it  is  further  — 

Ordered,  That  the  consideration  of  said  petition  be  continued  for  the 
approval  of  such  further  issues  of  said  bonds,  not  exceeding  in  the  aggre- 
gate the  sum  of  S166,000,  including  the  bonds  hereinbefore  approved,  as 
may  appear  from  time  to  time  hereafter  to  be  reasonably  necessary  for 
the  purposes  for  which  the  issue  of  said  bonds  may  be  authorized.  (March 
13,  1917.) 

Dana  Mahne,  for  the  company. 


Petition  of  the  Winchendon  Electric  Light  and  Power 

Company. 

,  This  is  an  application  by  the  Winchendon  Electric  Light  and 
Power  Company  for  the  approval  of  an  issue  of  additional  cap- 
ital stock  of  the  par  value  of  $258,000  for  the  purpose  of  raising 
money  to  be  applied  to  the  payment  of  debts  incurred  for  ex- 
tensions, additions  and  improvements  to  its  plant  and  property. 
This  company  was  incorporated  in  1888.  On  June  30,  1916, 
it  had  outstanding  capital  stock  to  the  amount  of  $12,000, 
issued  at  the  time'  of  its  organization,  and  bonds  to  th*e  amount 
of  $4,500,  the  balance  of  an  original  issue  of  $12,000  in  1892. 
For  a  considerable  period  of  years  prior  to  June,  1916,  the  com- 
pany was  owned  and  controlled  by  Baxter  D.  Whitney  &  Son, 
manufacturers  of  machinery,  who  also  owned  a  mill  and  water 
power  in  Winchendon  and  storage  rights  on  and  at  the  sources 
of  the  Millers  River.  Some  years  ago  the  Whitneys  purchased 
an  old  mill  site  about  a  mile  below  the  village  of  Winchendon 
on  the  Millers  River,  built  a  new  dam  and  installed  hydraulic 
and  electric  equipment  with  a  capacity  of  250  kilowatts,  from 
which  electricity  was  supplied  to  the  electric  company.  In  1910 
the  Whitneys  sold  to  the  electric  company  this  hydro-electric 
plant,  known  as  the  Centreville  plant,  and  an  interest  in  the 
reservoirs  and  ponds  owned  or  controlled  by  them  proportionate 
to  the  relative  uses  made  thereof  by  the  electric  company  at 
Centreville  and  the  owners  at  their  mill  in  Winchendon.  At 
the  time  of  the  purchase  the  electric  company  issued  in  pay- 
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ment  its  notes  in  the  aggregate  amount  of  $100,000^  and  after- 
wards operated  and  treated  the  plant  as  its  own  property^ 
although  the  transaction  was  not  fully  consummated  by  legal 
conveyances  of  the  property  until  June,  1916.  At  that  time  the 
control  of  the  company  passed  to  the  present  owners,  and  in 
connection  therewith  the  company  also  acquired  from  the  Whit«- 
neys  the  hydraulic  development  and  power  plant  at  their  mill 
at  the  outlet  of  Whitney  Pond  on  the  Millers  River,  and  the 
remaining  power  and  storage  rights  owned  or  controlled  by 
them,  subject  to  the  use  of  the  water  by  the  Whitneys  for  cer- 
tain mill  purposes.  For  the  additional  property  so  acquired  the 
electric  company  gave  its  notes  for  $82,600,  and  at  the  same 
time  entered  into  an  agreement  to  sell  electricity  to  the  Whitney 
Mill  for  a  period  of  years,  and  the  Whitneys  made  certain  guar- 
antees of  the  amount  of  electrical  energy  to  be  produced  by  the 
plants  owned  and  acquired  by  the  company. 

On  June  30,  1916,  the  company  had  outstanding  promissory 
notes  to  the  amount  of  $203,000.  Prior  to  the  foregoing  trans- 
actions, the  company  had,  during  a  considerable  period  of  years, 
made  from  time  to  time  extensions  of  its  distribution  system, 
and  had  on  June  30,  1916,  accumulated  a  floating  debt  of 
$20,400  therefor.  It  is  proposed  to  devote  an  equivalent 
amount  of  the  proceeds  of  the  stock,  for  whose  issue  approval 
is  sought,  to  the  payment  of  the  outstanding  bonds  and  notes, 
and  the  balance  towards  increasing  the  capacity  of  the  two 
power  stations  mentioned  above  and  extending  the  lines  at 
estimated  costs  of  $60,000  and  $10,000,  respectively. 

The  fact  that  the  stock  and  bonds  now  out  were  issued  before 
the  approval  of  the  Board  was  required,  and  the  relationship 
of  the  parties  at  the  times  when  the  existing  floating  debt  was 
chiefly  incurred,  have  made  it  necessary  to  rely  not  merely  on 
the  apparent  cost  of  the  property,  but  also  on  its  fair  structural 
value.  In  support  of  its  application  the  company  submitted 
the  appraisal  of  a  competent  engineer.  Included  in  this  ap- 
praisal is  the  so-called  commercial  value  of  the  water  rights 
used  in  connection  with  these  properties  exclusive  of  their  im- 
provement. This  value,  which  is  substantial  in  the  amount 
assigned,  is  dependent  upon  the  power  which  can  be  developed 
in  an  average  year  with  a  reasonable  load  factor,  due  largely  to 
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the  control  of  the  reservoirs  at  the  sources  of  the  stream  abeady 
mentioned.  If  the  theory  on  which  this  value  is  based  is  correct, 
it  exceeds  considerably  the  amount  which  the  water  rights  in  ques- 
tion have  cost  the  company.  A  sufficient  time,  however,  has  not 
yet  elapsed  to  demonstrate  the  soimdness  of  this  estimate  of  value, 
and  it  has*,  therefore,  seemed  wiser  to  the  Board  to  postpone 
the  final  consideration  of  this  question  until  more  experience  in 
the  actual  operation  of  these  powers  is  available.  But  to  the 
extent  hereibafter  named  the  company's  property  may  now  be 
represented  in  permanent  capital. 
The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Winchendon  Electric  Light  and  Power  Company, 
pursuant  to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the 
year  1914^  for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  S258,00Q  for  the  objects  named  in  said  petition,  after  public 
notice  and  hearing,  it  being  deemed  by  the  Board  that  the  amount  of  stock 
hereinafter  named  is  reasonably  necessary  for  the  purpose  for  which  such 
issue  is  authorized,  it  is  — 

Ordered ,  That  the  Board  hereby  approves  of  the  issue  by  the  Winchendon 
Electric  Light  and  Power  Company,  in  conformity  with  all  the  require- 
ments of  law  relating  thereto,  at  the  price  of  $100  a  share,  as  determined 
by  its  directors,  of  2,150  shares  of  new  capital  stock  of  the  par  value  of 
$100  each,  the  proceeds  thereof  to  be  applied  to  the  following  purposes 
and  to  no  other,  to  wit:  the  proceeds  of  45  shares  to  the  payment  and 
cancellation  of  an  equal  amount  of  the  obligations  of  the  company  repre- 
sented by  its  bonds  outstanding  on  June  30,  1916;  the  proceeds  of  1,450 
shares  to  the  payment  and  cancellation  of  an  equal  amoimt  of  the  obliga- 
tions of  the  company  represented  by  its  promissory  notes  outstanding  on 
said  thirtieth  day  of  June;  the  proceeds  of  100  shares  to  the  cost  of  addi- 
tions to  its  distributing  83rstem  subsequent  to  said  thirtieth  day  of  June; 
and  the  proceeds  of  555  shares  to  the  cost  of  increasing  the  capacity  of  its 
power  station. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily  Ad- 
vertiser," the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.     (March  13,  1917.) 

E.  C.  Mason,  for  the  company. 
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Amendment  of  Obbek  relating  to  the  Amesbury  Electric 
Light  Company. 

Wherects,  By  an  order  adopted  on  Nov.  21,  1913,  the  Board 
approved  of  the  issue  by  the  Amesbury  Electric  Light  Com- 
pany at  1,500  shares  of  additional  capital  stock  at  the  price 
of  $100  a  share,  of  which  the  proceeds  of  600  shares  were  to  be 
applied  "to  the  payment  of  an  equal  amount  of  the  cost  of 
additions  to  the  generating  equipment  made  subsequent  to 
June  30,  1913,"  and  to  no  other  purpose;   and 

Whereas,  After  the  issue  of  said  600  shares,  but  before  the 
devotion  of  the  proceeds  to  the  purpose  specified  in  said  order, 
the  company  entered  into  arrangements  for  the  purchase  rather 
than  the  generation  of  the  electricity  supplied  to  its  customers, 
and  abandoned  its  contemplated  additions  to  its  generating 
equipment;  and 

Whereas,  Subsequent  to  June  30,  1913,  and  prior  to  Jan.  1, 
1917,  the  company  expended  more  than  $60,000  upon  exten- 
sions of  its  distribution  system,  which  expenditures  were  repre- 
sented in  its  floating  debt  outstanding  on  the  latter  date;   and 

Whereas,  The  company  has  requested  the  Board  to  amend 
said  order  of  Nov.  21,  1913,  so  as  to  permit  the  company  to 
apply  the  proceeds  of  said  600  shares  to  its  floating  debt:  — 

Now,  Therefore,  it  is  — 

Ordered,  after  notice  and  a  public  hearing,  that  so  much  of  said  order 
of  Nov.  21,  1913,  as  requires  the  application  of  the  proceeds  of  600  shares 
therein  approved  "to  the  payment  of  an  equal  amount  of  the  cost  of 
additions  to  its  generating  equipment  made  subsequent  to  June  30,  1913," 
is  hereby  rescinded,  and  that  said  Amesbury  Electric  Light  Company 
shall  apply  the  proceeds  thereof  to  the  payment  and  cancellation  of  an 
equal  amount  of  the  notes  of  the  company  outstanding  on  Jan.  1,  1917, 
and  to  no  other  purpose.    (March  22,  1917.) 

E.  C.  Mason,  for  the  company. 


Petition  op  the  Salem  Gas  Light  Company. 

This  is  an  application  by  the  Salem  Gas  Light  Company  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par 
value  of  $409,300  for  the  purpose  of  providing  funds  ^P^^^^Xlp 
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tions  to  the  plant  and  property  of  the  company  and  improve- 
ments and  changes  therein,  and  for  paying  indebtedness  already 
incurred  in  making  extensions. 

After  due  notice  public  hearings  have  been  held  at  which  the 
company  was  represented  by  its  counsel,  and  the  cities  of  Salem 
and  Peabody  by  their  respective  city  solicitors. 

Since  the  last  approval  of  stock  for  this  company,  it  has  made 
substantial  expenditures  upon  its  works  for  the  purpose  of  in- 
creasing their  capacity  and  eflSciency,  in  the  purchase  of  land 
and  the  erection  thereon  of  an  office  building  and  a  repair  shop 
and  stockroom,  and  in  extensions  of  its  distributing  system. 
These  expenditures  have  aggregated  $403,000  in  excess  of  the 
provision  made  in  the  last  issue  of  stock  and  of  certain  other 
small  amounts  directly  available  therefor,  and  are  represented 
in  the  company's  promissory  notes  which  were  outstanding  on 
June  30,  1916,  to  the  amount  of  $433,000.  Other  additions  to 
plant  which  have  been  determined  upon  are  estimated  to  cost 
over  $95,000,  but  it  was  stated  that,  in  view  of  the  prevailing 
prices  of  materials  and  labor,-  such  work  will  not  be  undertaken 
at  present. 

In  opposing  the  company's  application  no  serious  questions 
were  raised  by  the  cities  as  to  the  pippriety  and  reasonableness 
of  the  company's  expenditures  upon  its  property.  It  was 
claimed,  however,  and  supported  by  a  painstaking  exhibit  and 
earnest  argument,  that  the  cost  of  the  existing  plant  and  prop- 
erty of  the  company  actually  used  and  necessary  for  the  pro- 
duction and  distribution  of  gas,  less  the  depreciation  which 
such  plant  and  property  has  suffered,  exceeds  the  outstanding 
capital  stock  and  the  debt  which  the  company  now  desires  to 
convert  into  additional  capital  stock.  This  depreciated  cost 
was  stated  to  be  $798,000  as  against  the  company's  book  value 
of  $1,079,907.  And  it  was  urged  that  only  the  excess  of  the 
former  figure  over  the  outstanding  capital  stock  of  $499,600  and 
the  premium  of  $74,800  paid  in  thereon  should  be  capitalized. 

The  theories  of  depreciation  commonly  used  in  valuations  of 
public  utilities  are  so  flexible  that  the  great  differences  in  the 
resulting  figures  tend  in  many  instances  to  confound  rather  than 
confirm  the  judgment  in  giving  full  reliance  to  any  of  them. 
Without  passing  upon  the  reasonableness  of  the  rates  of  depre- 
ciation applied  to  the  property  in  question,  or  discussing  the 
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vital  business  issues  involved  in  the  determination  of  an  im- 
pairment of  capital,  the  history  of  the  company  discloses  that 
for  a  period  of  thirty  years,  namely,  from  1874  to  1904,  this 
company  raised  no  additional  capital,  although  during  this 
period  its  profits  were  such  as  to  enable  it  not>  only  to  pay  fair 
dividends,  but  also  to  purchase  the  site  for  and  erect  a  sub- 
stantial part  of  its  present  works,  coal  wharf  and  shed,  and  to 
make  considerable  extensions  of  its  mains;  that  when  the 
Board  in  1907  gave  a  hearing  relative  to  a  reduction  in  price, 
the  representatives  of  the  city  urged  that  the  provision  for  re- 
pairs and  renewals  charged  to  operating  accounts  were  and  had 
been  excessive,  aiid  that  the  consumers  should  no  longer  con- 
tribute in  the  price,  in  addition  to  a  fair  return,  the  capital 
necessary  for  their  own  supply;  and  that  since  1904  the  output 
of  the  company  has  more  than  doubled,  and  the  expenditures 
on  generating  and  distribution  systems,  which  had  to  be  made 
to  meet  the  demands  of  this  growing  output  and  not  covered 
in  prior  stock  issues,  were  financed  by  the  outstanding  obliga- 
tions. 

It  is  true  that  when  a  company,  which  has  been  in  active 
and  successful  operation  for  a  considerable  period  of  years, 
undertakes  to  convert  its  floating  debt  into  permanent  securi- 
ties, the  question  is  not  to  be  settled  merely  by  the  relation  of 
such  debt  to  expenditures  upon  construction,  but  involves  an 
inquiry  into  the  fair  relation  of  the  assets  and  liabilities  and  the 
adequacy*  of  the  provision  made  for  depreciation  from  the  stand- 
point not  only  of  the  public  but  of  the  stockholders  as  well. 
It  is  equally  true  that  cost  of  property  less  accrued  depreciation 
may  or  may  not  be  equivalent  to  its  "fair  structural  value" 
should  such  an  inquiry  involve  the  question  of  impairment  of 
capital.  While  the  Board  is  satisfied  that  it  is  of  the  utmost 
interest  to  the  consumers,  as  well  as  the  stockholders,  that  the 
capital  of  the  companies  under  its  supervision  shall  be  kept  as 
low  as  circumstances  will  admit,  it  is  also  true  in  the  interest 
of  the  communities  which  they  serve  that  they  shall  be  able 
readily  to  obtain  all  the  money  necessary  for  furnishing  ade- 
quate and  eflScient  facilities  for  such  service,  and  that  they  shall 
not  be  hampered  in  so  doing  save  in  cases  where  the  evidence 
of  impairment  of  capital  or  resources  is  clear  and  convincing. 
On  the  other  hand,  it  is  equally  clear  that  unless  ample  provi-  !c 
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sions  are  made  for  depreciation,  and  a  conservative  policy  as  to 
dividends  be  maintained,  the  duty  must  sooner  or  later  fall  upon 
the  Board  in  deciding  applications  for  approval  of  additional 
stock  to  compel,  through  its  refusal  to  capitalize  obligations, 
the  devotion  of  resources  to  keep  the  capital  good. 

With  these  considerations  in  mind,  and  having  regard  to  all 
the  circumstances  connected  with  the  creation  of  the  present 
debt,  a  majority  of  the  Board  feels  justified  in  the  approval  of 
stock  to  the  amount  hereinafter  mentioned.  In  view  of  the 
company's  position  with  respect  to  the  work  in  contemplation,. 
proNnsion  for  it  by  the  issue  of  stock  may  well  be  postponed. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Salem  Gas  Light  Company,  pursuant  to  the 
provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value  of 
$409,300  for  the  objects  named  in  said  petition,  after  public  notice  and 
hearing,  it  being  deemed  by  the  Board  that  the  amount  of  stock  herein- 
after named  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorized,  it  is  — 

Ordered^  That  the  Board  hereby  approves  of  the  issue  by  the  Salem 
Gas  Light  Company,  in  conformity  with  all  the  requirements  of  law  re- 
lating thereto,  at  the  price  of  S130  a  share,  as  determined  by  its  directors, 
of  3,100  shares  of  new  capital  stock  of  the  par  value  of  $100  each,  the 
proceeds  thereof  to  be  applied  to  the  payment  and  cancellation  of  an 
equal  amount  of  the  obligations  of  the  company  represented  by  its  prom- 
issory notes  outstanding  on  June  30, 1916;  and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
time  and  place  of  such  sale  shall  be  published  in  the  ''Boston  Daily  Ad- 
vertiser," and  the  "Boston  Evening  Transcript,"  newspapers  published 
in  the  city  of  Boston,  and  in  the  "Salem  Evening  News,"  a  newspaper 
published  in  the  city  of  Salem.    (May  21,  1917.) 

Dissenting  Opinion  of  Commissioner  Lewenberg. 

Being  of  the  opinion  that  the  price  of  the  stock  to  be  issued 
by  the  Salem  Gas  Light  Company  is  so  low  as  to  be  inconsist* 
ent  with  the  public  interest,  I  dissent  from  the  order  of  the 
majority  of  the  Board. 
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As  an  inducement  to  the  stockholders  to  put  in  additional 
capital,  it  is  a  proper  practice  to  allow  a  fair  margin  between 
the  market  value  and  the  price  to  be  charged  by  the  corpora- 
tion for  the  new  shares.  Until  the  dividends  on  the  stock  of 
public  utility  corporations  are  limited  by  law  there  will  con- 
tinue to  be  opportunity  in  the  decisions  of  supervisory  boards 
on  new  stock  issues  to  help  stockholders,  to  use  a  popular  ex- 
pression, "to  cut  a  melon."  The  only  question  is  how  big  the 
"melon"  should  be  as  an  inducement  for  new  capital.  In  my 
opinion,  in  this  particular  case,  it  is  about  $60,000  larger  than 
it  ought  to  be. 

The  argument  is  sometimes  urged  that  marking  up  the  price 
of  these  new  issues  of  shares  towards  the  market  value  increases 
the  rate  of  dividends.  A  complete  answer  to  this  is  that  the 
dividends  have  been  already  marked  up  in  the  past  at  a  time 
when  the  stockholders  were  getting  the  new  issues  of  stock  at  a 
very  much  lower  figure  than  the  market  selling  price.  In  this 
company  the  last  issue  of  stock  was  approved  by  the  Board  in 
1910  at  $140  per  share,  although  the  market  selling  price  at 
that  time  was  $200  per  share,  and  the  rate  of  dividends  was 
then  8  per  cent,  and  it  is  not  less  now,  although  in  1912  it  was 
9  per  cent,  and  in  1913  and  1914,  10  per  cent.  Favoring  the 
stockholders  in  this  manner  has  a  tendency  to  keep  the  rates 
high.  It  is  an  encoiuragement  for  high  dividends  rather  than  a 
discouragement. 

The  price  charged  for  gas  by  this  company  is  high.  It  has 
been  $1.20  gross  and  $1  net  since  Oct.  1,  1911.  The  consumers 
are  carrying  a  sufficient  burden  without  being  deprived  of  the 
use  of  such  a  large  part  of  premium  money  which  should  go 
into  the  treasury  of  the  corporation  and  not  into  the  pockets  of 
the  stockholders. 

Solomon  Levstenberg, 

Commissioner. 

A.  E.  PiMsbury,  for  the  company. 

W.  P.  Chappie,  for  city  of  Salem. 

H.  P.  Farnham,  for  city  of  Peabody. 
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Petition   of   the   Randolph   and   Holbrook   Power   and 
Electric  Company. 

This  is  an  application  by  the  Randolph  and  Holbrook  Power 
and  Electric  Company  for  the  approval  of  an  issue  of  additional 
capital  stock  of  the  par  value  of  $40,000  for  the  purpose  of 
raising  money  to  be  applied  to  the  payment  of  debts  incurred 
or  to  be  incurred  for  extensions,  additions  and  improvements 
to  its  plant  and  property. 

On  March  10,  1916,  the  Board  approved  of  an  issue  by  this 
company  of  capital  stock  of  the  par  value  of  $100,000.  The 
proceeds  to  the  amount  of  $95,000  were  to  be  applied  "to  the 
purchase,  free  and  clear  of  all  encumbrances,  of  the  plant  and 
property  of  the  Randolph  Light  and  Power  Associates  described 
in  a  lease  from  Charles  W.  Sabine,  Jr.,  executor  of  the  will  of 
Charles  Doughty,  to  Harold  L.  Daggett,  dated  Nov.  29,  1911, 
a  copy  whereof  is  filed  with  the  Board,  and  all  additions 
thereto,  and  for  a  working  capital."  The  balance  of  the  pro- 
ceeds was  to  be  applied  to  the  purchase  from  the  Weymouth 
Light  and  Power  Company  of  certain  transformers  and  meters 
owned  by  it  but  installed  on  the  lines  in  Randolph  and  Hol- 
brook. The  figures  submitted  to  the  Board  upon  which  its 
decision  was  based  were  as  of  June  30,  1915,  but  the  transac- 
tion was  not  consummated  until  May,  1916.  During  this  period 
and  subsequently  expenditures  haVe  been  made  upon  the  dis- 
tribution system  aggregating  over  $56,000.  On  April  1,  1917, 
the  company  had  outstanding  promissory  notes  to  the  amount 
of  $110,000. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Randolph  and  Holbrook  Power  and  Electric 
Comimny,  pursuant  to  the  provisions  of  section  39  of  chapter  742  of  the 
Acts  of  the  year  1914,  for  the  approval  of  an  issue  of  additional  capital 
stock  of  the  par  value  of  $40,000  for  the  objects  named  in  said  petition, 
after  public  notice  and  hearing,  it  being  deemed  by  the  Board  that  said 
amount  of  stock  is  reasonably  necessary  for  the  purpose  for  which  such 
issue  is  authorized,  it  is  — 

Orderedy  That  the  Board  hereby  approves  of  the  issue  by  the  Randolph 
and  Holbrook  Power  and  Electric  Company,  in  conformity  with  all  the 
requirements  of  law  relating  thereto,  at  the  price  of  $100  a  share,  as  de- 
termined by  its  directors,  of  400  shares  of  new  capital  stoc^  of  the  par 
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value  of  SlOO  each,  the  proceeds  thereof  to  be  applied  to  the  payment 
and  cancellation  of  an  equal  amount  of  the  obligations  of  the  company 
represented  by  its  promissory  notes  outstanding  on  April  1,  1917^  and 
to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily  Ad- 
vertdser,"  the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (May  29, 1917.) 

E.  C.  Mason,  for  the  company. 

Petition  op  the  Weymouth  Light  and  Power  Company. 

This  is  an  application  by  the  Weymouth  Light  and  Power 
.'Company  for  the  approval  of  an  issue  of  additional  capital 
stock  of  the  par  value  of  $190,000  for  the  payment  of  debts 
incurred  or  to  be  incurred  for  extensions,  additions  and  im- 
provements to  its  plant  and  property. 

On  Nov.  6,  1913,  the  Board  approved  of  an  issue  of  stock  by 
this  company  at  a  price  to  yield  $45,000,  the  proceeds  to  be 
applied  to  its  notes  outstanding  on  June  30,  1913.  Meantime 
it  has  increased  the  capacity  of  its  generating  station  and  has 
substantially  extended  its  lines.  The  net  increase  in  its  plant 
accounts  because  of  such  expenditures  between  that  date  and 
March  1,  1917,  is  a  little  over  $236,000,  and  this  amount  is 
represented  in  its  floating  debt  of  $373,500  outstanding  on  the 
latter  date.  Some  question  has  arisen  in  the  consideration  both 
of  this  and  the  preceding  case  as  to  the  propriety  of  represent- 
ing the  full  amount  of  the  company's  expenditures  upon  plant 
in  permanent  capital.  In  view  of  the  present  financial  condi- 
tions it  has  seemed  to  the  Board  expedient  to  postpone  this 
question,  but  meantime  to  make  some  provision  for  the  present 
debt  and  for  certain  extensions  of  lines  during  the  present  season 
estimated  to  cost  over  $30,000. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Weymouth  Light  and  Power  Company,  pursuant 
to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914, 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the  par  v^ 
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$190,000  for  the  objects  named  in  said  petition,  after  public  notice  and 
hearing,  it  being  deemed  by  the  Board  that  the  amount  of  stock  herein- 
after named  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Weymouth 
Light  and  Power  Company,  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  at  the  price  of  S160  a  share,  as  determined  by  its 
directors,  of  1,440  shares  of  new  capital  stock  of  the  pax  value  of  $100 
each,  the  proceeds  of  said  stock  to  be  applied  to  the  following  piuposes 
and  to  no  other,  to  wit:  the  proceeds  of  1,250  shares  to  the  payment  and 
cancellation  of  an  equal  amount  of  the  obligations  of  the  company  repre- 
sented by  its  promissory  notes  outstanding  on  March  1,  1917,  and  the 
proceeds  of  190  shares  to  the  payment  of  the  cost  of  additions  to  plant 
made  subsequent  to  said  first  day  of  March. 

And  if  any  shares  shall  remain  imsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the* 
time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily  Ad- 
vertiser," the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (June  5, 1917.) 

E.  C.  Mason,  tor  the  company. 

A,  P.  Worthen,  for  town  of  Weymouth. 


Petition  op  the  New  Bedford   Gas  and   Edison  Light 

Company. 

This  is  an  application  by  the  New  Bedford  Gas  and  Edison 
Light  Company  for  the  approval  of  an  issue  of  debenture  bonds 
of  the  par  value  of  $1,500,000  for  the  purpose  of  providing 
funds  for  the  payment  of  indebtedness  already  incurred  for  per- 
manent additions  to  its  plant. 

The  company's  promissory  notes  which  were  outstanding  on 
April  1,  1917,  amounted  to  $2,210,000.  It  is  erecting  a  new 
electric  generating  station  which,  when  completed,  is  estimated 
to  cost  approximately  $2,000,000.  To  help  meet  its  cost  the 
company  has  already  issued  with  the  Board's  approval  stock 
sufficient  to  raise  $715,500.  The  expenditures  upon  this  un- 
dertaking, however,  since  July  1,  1916,  have  amounted  to 
$1,164,391,  and  upon  other  additions  to  the  company's  plant, 
to  $360,870.    Other  substantial  expenditures  upon  its  property 
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made  prior  to  that  date  are  also  represented  in  its  floating  debt. 
It  is  the  purpose  of  the  company  to  convert  this  floating  debt 
to  the  amount  of  $1,500,000  into  short-term  debenture  bonds 
rather  than  to  issue  permanent  securities,  such  bonds  to  be  un- 
secured by  mortgage  of  the  company's  property  and  franchise, 
but  to  contain  a  covenant  that  no  other  obligations  of  the  com- 
pany shall,  so  long  as  any  of  said  bonds  remain  outstanding,  be 
secured  by  any  lien  upon  the  company's  property  and  franchise 
unless  provision  is  made  in  the  instrument  securing  such  obliga- 
tions whereby  the  issue  of  the  bonds  hereby  authorized  shall  be 
equally  entitled  to  the  security  of  such  property  and  franchise. 
The  Board  approves  this  course  in  view  of  the  existing  abnor- 
mal financial '  conditions.  So  much  of  the  existing  debt  as  is 
left  unprovided  for  by  the  proceeds  of  the  bonds  hereinafter 
approved  and  as  may  properly  be  capitalizable  will  be  dealt 
with  in  future  applications  for  other  securities. 
The  following  is  therefore  adopted:  — 

On  the  petition  of  the  New  Bedford  Gas  and  Edison  Light  Company 
pursuant  to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the 
year  1914,  for  the  approval  of  an  issue  of  debenture  bonds  of  the  par  value 
of  Sl,500,000  for  the  objects  named  in  said  petition,  it  being  deemed  by 
the  Board  that  said  amount  of  bonds  is  reasonably  necessary  for  the  pur- 
pose for  which  such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  New 
Bedford  Gas  and  Edison  Light  Company,  in  conformity  with  all  the  re- 
quirements of  law  relating  thereto,  of  debenture  bonds  at  not  less  than 
par  and  accrued  interest  to  the  amount  of  $1,500,000,  due  not  more  than 
five  years  after  the  date  of  issue,  bearing  interest  at  not  over  6  per  cent, 
per  amium,  tfie  proceeds  of  the  bonds  herein  approved  to  be  applied  to 
the  payment  and  cancellation  of  an  equal  amount  of  the  obligations  of 
the  company  represented  by  its  promissory  notes  outstanding  on  April 
1, 1917,  and  to  no  other  purpose.    (June  12,  1917.) 

PETrrioN  OP  THE  United  Electric  Light  Company  op  Spring- 
field. 

This  is  an  application  by  the  United  Electric  Light  Company 
of  Springfield  for  the  approval  of  an  issue  of  additional  capital 
stock  of  the  par  value  of  $500,000  for  the  payment  of  liabilities 
now^or  hereafter  incurred  for  additions  and  extensions  to  its 
plant  apd  property. 
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Between  Oct.  31,  1914,  and  June  30,  1916,  the  company's 
expenditures  upon  additions  to  its  plant  and  property,  exclu- 
sive of  the  enlargement  of  the  capacity  of  its  generating  station 
mentioned  below,  have  been  substantial.  For  the  most  part, 
they  were  met  by  earnings  and  other  resources  available  there- 
for, and  on  the  latter  date  its  floating  debt  amounted  to  but 
$40,000.  A  year  ago  it  began  the  enlargement  of  its  generating 
station  and  the  installation  therein  of  a  16,000  kilowatt  tmrbine, 
with  the  necessary  boilers  and  accessories.  The  cost  of  this 
work  is  estimated  to  exceed  $880,000,  and  between  June  30  and 
Dec.  31,  1916,  the  company  had  expended  upon  it  $141,913, 
and  upon  other  additions  to  its  plant  and  property  a  little  over 
$97,000.  Its  unsecured  notes  outstanding  on  the  latter  date 
were  $280,000,  and  further  additions  to  plant,  exclusive  of  the 
enlargement  of  the  station,  then  contracted  for  were  estimated 
to  cost  $90,000  more. 

It  appeared  at  the  hearing  that  the  directors  of  the  United 
Electric  Company  distributed  to  its  stockholders  in  the  calendar 
year  1915,  $250,000  par  value  7  per  cent,  preferred  stock  issued 
by  the  Indian  Orchard  Company.  This  preferred  stock  came 
into  the  treasury  of  the  United  Company  through  its  ownership 
of  all  the  common  stock  of  the  Indian  Orchard  Company.  The 
history  of  the  relations  of  the  two  companies  is  briefly  as  fol- 
lows: The  Indian  Orchard  Company  is  a  Massachusetts  corpo- 
ration organized  in  1890  for  the  purpose  "of  manufacturing  and 
selling  all  kinds  of  cotton,  woollen,  silk,  iron  and  wood  mate- 
rials and  products,  and  manufacturing  and  selling  electric  lights 
and  electricity  for  power  and  lighting  purposes,  and  leasing  and 
selling  mechanical  power  for  manufacturing  purposes."  It  owns 
a  tract  of  land  in  the  village  of  Indian  Orchard,  in  the  city  of 
Springfield,  upon  both  sides  of  the  Chicopee  River,  including  a 
developed  water  power.  Upon  this  land  there  are  several  fac- 
tory buildings  in  which  it  operates  a  cotton  mill,  and  leases  to 
other  industries  a  part  of  its  buildings  and  power. 

About  1893  the  United  Company,  having  reason  to  believe 
that  parties  antagonistic  to  its  interests  were  negotiating  for  the 
purchase  of  the  Indian  Orchard  Company  with  a  view  to  the 
conversion  of  its  water  power  privilege  in  whole  or  in  part  to 
the  production  of  electricity,  to  be  sold  in  competition  with  the 
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United  Company  in  Springfield,  bought  a  majority  of  the  Indian 
Orchard  stock.  Upon  coming  into  control  a  contract  was  made 
by  the  United  Company  with  the  Indian  Orchard  Company  for 
the  use  of  its  surplus  water  at  a  fixed  annual  rate  per  horse 
power,  and  further,  the  right  to  build  and  maintain  a  hydro- 
electric station  connected  with  the  main  race  of  the  Indian 
Orchard  Company. 

In  1895  the  United  Company  sought  the  approval  of  the 
Board  to  an  issue  of  bonds  to  the  amount  of  $200,000,  the  pror 
ceeds  of  which  were  to  be  applied  in  part  to  the  company's 
floating  debt  incurred  in  the  purchase  of  the  majority  of  the 
shares  of  the  Indian  Orchard  Company,  and  in  part  to  the  con- 
struction and  equipment  of  the  hydro-electric  station  already 
mentioned.  This  application  was  denied  by  the  Board  on  the 
ground  that  the  purchase  and  permanent  retention  of  the  stock 
of  the  Indian  Orchard  Company  by  the  United  Company  fell 
within  that  class  of  investments  which  the  courts,  in  considera- 
tion of  the  public  interest,  have  declared  unlawful  and  contrary 
to  a  sound  business  policy.  In  1896  the  Legislature,  by  chapter 
386  of  the  acts  of  that  year,  provided  that  the  United  Electric 
Light  Company  might  extend  its  lines  into  towns  adjoining 
Springfield;  and  further,  ''may  hold  the  stock  of  the  Indian 
Orchard  Company  and  may  issue  bonds  in  such  amounts  and 
at  such  times  as  the  board  of  gas  and  electric  light  commis- 
sioners may  determine,  and  may  mortgage  or  pledge  as  security 
for  the  payment  of  such  bonds  its  franchises  and  any  or  all  of 
its  estate,  real  and  personal."  Under  the  terms  of  this  act  the 
Board  authorized  in  1896  an  issue  of  bonds  by  the  United  Com- 
pany to  the  amount  and  for  the  purpose  for  which  such  issue 
had  previously  been  denied.  The  bonds  so  issued  provided  for 
the  establishment  of  a  sinking  fund,  from  which  they  have 
recently  been  paid  and  cancelled. 

Subsequently  the  remainder  of  the  common  stock  of  the 
Indian  Orchard  Company,  which  has  an  aggregate  par  value  of 
$350,000,  was  bought  by  the  United  Company.  Including  its 
original  purchase,  the  United  Company  has  paid  for  the  Indian 
Orchard  stock,  in  all,  $474,803.  The  money  required  from  time 
to  time  for  its  purchase,  and  not  included  in  the  debt  funded 
by  the  bonds  already  mentioned,  was  borrowed  by  the  United 
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Company  and  the  loans  paid  from  its  surplus  earnings.  In 
short,  the  stockholders  of  the  United  Company  never  contrib- 
uted a  dollar  toward  the  purchase  of  the  Indian  Orchard  Com- 
pany. 

Between  1893  and  1909  the  Indian  Orchard  Company  paid 
dividends  to  the  United  Company  to  the  aggregate  amount  of 
$233,589.  No  dividends  were  paid  between  1909  and  1915.  In 
1915  the  Indian  Orchard  Company  paid  a  cash  dividend  of 
$245,000,  and  declared  a  stock  dividend  from  its  surplus  earn- 
ings of  $250,000,  payable  in  7  per  cent,  preferred  shares  of  the 
par  value  of  $100.  When  these  shares  came  into  the  possession 
of  the  United  Company  they  were  divided  proportionately 
among  its  stockholders,  in  addition  to  its  regular  10  per  cent, 
cash  dividenli.  The  directorates  of  the  two  companies  at  the 
time  when  this  stock  dividend  was  declared  and  the  shares  dis- 
tributed to  the  stockholders  of  the  United  Company  were 
practically  identical. 

The  distribution  of  these  preferred  shares  among  the  stock- 
holders of  the  United  Company  raises  questions  of  serious  im- 
portance, not  only  as  affecting  public  policy,  but  the  Board's 
duty  in  view  of  the  language  and  spirit  of  the  legislative  acts 
bearing  upon  the  matter  of  available  resources  in  case  of  an 
application  for  an  approval  of  additional  securities,  and  upon 
the  limitations  expressed  or  implied  as  to  the  maintenance  and 
devotion  of  surpluses.  It  amounted  to  a  division,  not  of  addi- 
tional earnings  of  the  current  year,  but  of  approximately  20 
per  cent,  of  the  company's  accumulated  surplus.  Assuming  the 
future  business  prosperity  of  the  Indian  Orchard  Company,  the 
United  Company's  income  will  be  $17,500  less  a  year  than  as 
if  the  distribution  had  not  been  made.  But,  above  all,  the  cir- 
cumstances surrounding  the  purchase  of  the  Indian  Orchard 
stock  and  the  subsequent  conduct  of  its  affairs  justify  the  be- 
lief that  it  and  the  water  power,  which  it  controlled,  were  re- 
garded, save  in  form,  as  integral  parts  of  the  permanent  invest- 
ment of  the  United  Company.  From  this  standpoint,  even  if 
the  distribution  may  not  in  form  amount  to  a  stock  dividend 
by  the  United  Company  such  as  is  prohibited  by  the  statute, 
yet  in  effect  the  property  theretofore  directly  or  indirectly 
owned  by  the  United  Company  was  by  reason  of  the  distribu- 
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tion  represented  by  a  larger  number  of  shares  in  the  hands  of 
its  stockholders. 

The  law  which  prohibits  stock  dividends  was  passed  in  1868 
to  put  a  stop  to  a  growing  tendency  to  represent  in  capital 
stock  profits  retained  by  public  service  corporations  and  in- 
vested in  property  necessary  for  the  conduct  of  their  business, 
and  to  prevent  placing  contributions  made  by  the  public  upon 
the  same  footing  with  those  made  by  the  stockholders.  It  is 
an  important  and  characteristic  feature  of  a  body  of  legislation, 
deliberately  adopted  and  consistently  pursued  for  more  than 
fifty  years,  restricting  the  issue  of  securities  to  actual  require- 
ments, and  implying  a  definite  limitation  of  the  return  to  stock- 
holders of  such  dividends  as  may  reasonably  be  paid  lipon  its 
duly  authorized  and  issued  capital.  Had  the  Legislature  in 
1896  authorized  in  form  what  it  did  in  substance,  namely,  a 
consolidation  of  the  Indian  Orchard  with  the  United  Company, 
the  transaction  which  has  been  described  would  clearly  have 
come  within  the.  prohibition  of  the  sta^tute.  Even  if  it  be  not 
within  the  prohibition  of  the  statute  (a  question  which  it  is  not 
necessary  to  decide  in  this  case),  its  effect  upon  the  public  in- 
terest is  the  same.  It  has  resolved  the  equities,  which  the  ac- 
cumulation of  such  a  surplus  raises  both  in  the  company  and 
in  the  public,  wholly  in  favor  of  the  former,  by  interposing  the 
stockholders  as  preferred  beneficiaries  between  the  company  and 
its  customers  to  the  first  7  per  cent,  of  the  earnings  of  the 
Indian  Orchard  plant.  In  view  of  all  the  sources  of  justifiable 
dissatisfaction  and  criticism  connected  with  the  issue  of  this 
preferred  stock,  the  Board  trusts  that  the  company  will  enter 
seriously  upon  the  redemption  of  this  issue  as  provided  for  in 
its  terms. 

At  the  time  when  this  preferred  stock  dividend  was  declared, 
the  directors  of  the  United  Company  must  have  realized  the 
need  for  the  enlargement  of  its  generating  station,  for  which 
immediate  and  substantial  provision  would  have  to  be  made. 
In  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  pro- 
viding for  the  issue  of  stock  and  bonds  by  gas  and  electric 
companies,  the  following  language  appears:  "The  board  may 
take  into  consideration  any  resoiu-ces  of  the  companies  available 
or  which  might  have  been  available  for  said  purposes."    To  the 
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extent  of  the  cash  value  of  the  preferred  stock  which  might 
otherwise  have  been  available  for  the  purposes  for  which  the 
present  petition  for  additional  capital  is  made,  the  Board  does 
not  authorize  capital. 
The  following  is  therefore  adopted:  — 

On  the  petition  of  the  United  Electric  Light  Company  of  Springfield, 
pursuant  to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the 
year  1914,  for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  $500,000  for  the  objects  named  in  said  x)etition,  after  public 
notice  and  hearing,  it  being  deemed  by  the  Board  that  the  amount  of 
stock  hereinafter  named  is  reasonably  necessary  for  the  purpose  for  which 
such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  United 
Electric  Light  Company  of  Springfield,  in  conformity  with  all  the  require- 
ments of  law  relating  thereto,  at  the  price  of  $185  a  share,  as  determined 
by  its  directors,  of  4,000  shares  of  new  capital  stock  of  the  par  value  of 
$100  each,  the  proceeds  thereof  to  be  applied  to  such  of  the  cost  of  en- 
larging its  generating  plant  as  has  been  incurred  subsequent  to  Dec.  31, 
1916,  or  may  hereafter  be  incurred,  and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  imder  the  provisions  of  law  relating  thereto,  it  is 
further  — ^ 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Springfield,  and  that  notice 
of  the  time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily 
Advertiser,"  a  newspaper  published  in  the  city  of  Boston,  and  in  the 
"Springfield  Daily  Republican"  and  the  "Springfield  Daily  Union," 
newspapers  published  in  the  city  of  Springfield.    (June  28, 1917.) 


Dissenting  Opinion  of  Commissioner  Lewenberg. 

I  concur  with  the  opinion  of  the  majority  of  the  Board  except 
that  part  of  the  order  approving  the  price  of  $185  per  share. 
This  price,  in  my  opinion,  is  so  low  as  to  be  inconsistent  with 
the  public  interest,  and  I  dissent  therefrom. 

From  the  evidence  obtainable  at  the  hearing,  for  some  time 
prior  thereto  the  stock  had  been  selling  on  the  market  at  $270 
to  $275  a  share.  This  is  from  $85  to  $90  a  share  higher  than 
the  price  approved  by  the  majority  of  the  Board.  In  my  opin- 
ion the  price  per  share  is  about  $25  lower  than  it  should  be. 
At  least  $100,000  additional  should  be  paid  by  the  stockholders 
for  this  new  stock,  and  should  go  into  the  treasury  of  the  cor- 
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poration,  thus  eventually  helping  to  reduce  the  cost  of  service 
to  the  consumers. 

In  one  year  the  company  paid  dividends  to  the  extent  of 
22^  per  cent.,  10  per  cent,  being  in  cash  and  12^  per  cent,  in 
the  form  of  a  7  per  cent,  preferred  stock  dividend  in  a  subsidi- 
ary corporation  more  fully  described  and  commented  on  in  the 
majority  opinion.  It  would  indeed  require  an  extraordinary 
situation  to  justify  permitting  a  public  service  corporation  to 
pay  a  dividend  of  22^  per  cent,  in  one  year.  Such  a.  situation 
is  certainly  not  present  in  this  case.  It  is  no  answer  to  say  that 
the  company  paid  22§  per  cent,  during  the  past  year  only,  and 
for  a  number  of  years  previous  thereto  10  per  cent,  per  year. 

It  was  argued  that,  if  the  price  of  the  new  issue  was  raised, 
the  market  value  of  the  stock  would  be  reduced.  Assuming  it 
would  be  reduced  an  appreciable  amount,  the  difference  between 
the  then  market  value  and  the  price,  which  in  my  opinion  is  a 
proper  price  for  this  new  issue,  would  be  ample  as  a  reasonable 
inducement  to  the  stockholders  of  the  company  to  put  in  addi- 
tional capital. 

In  any  public  service  corporaticm  stock  issue  where  the  mar- 
gin between  the  market  value  and  the  asking  price  of  the  new 
shares  is  from  $85  to  $90  a  share,  to  use  a  popular  expression, 
the  stockholders  Would  be  cutting  too  great  a  "melon"  for  the 
Board  to  approve.  But  when  that  margin  of  about  $85  per 
share  is  considered  with  the  further  facts  recited  above  and  in 
the  majority  opinion,  it  is  peculiarly  an  instance  where  stock- 
holders should  not  be  permitted  to  enrich  themselves  further  at 
the  expense  of  the  consun^ers,  and  the  case  becomes  one  which 
offends  the  conscience  of  the  community  and  should  be  frowned 
upon,  otherwise  public  regulation  fails. 

Solomon  Lewenberg, 

Commissioner, 


Petition  of  the  Amesbury  Blectric  Light  Company. 

Thb  is  an  application  by  the  Amesbury  Electric  Light  Com- 
pany for  the  approval  of  an  issue  of  additional  capital  stock  of 
the  par  value  of  $75,000  for  the  payment  of  liabilities  incurred 
for  extensions,  enlargements  and  additions  to  its  plant  and 
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property  and  of  the  cost  of  other  extensions,  enlargements  and 
additions  thereto. 

On  Nov.  21,  1913,  the  Board  approved  of  the  issue  by  this 
company  of  additional  capital  stock  of  the  par  value  of  $150,000, 
the  proceeds  thereof  to  be  applied  to  the  amount  of  $70,000  to 
retiring  its  bonded  indebtedness,  $20,000  to  its  promissory 
notes  outstanding  on  June  30,  1913,  and  $60,000  to  the  cost  of 
a  proposed  enlargement  of  its  generating  station.  All  of  the 
stock  authorized  was  issued  and  the  proceeds  duly  applied  as 
directed  in  the  Board's  order,  save  the  proceeds  of  the  600 
shares.  Subsequent  to  the  issue  of  the  stock  in  question  op- 
portunity offered  for  the  purchase  of  electricity  developed  by 
the  hydraulic  power  plants  of  the  Merrimac  Valley  Power  and 
Buildings  Company  (formerly  owned  by  the  Hamilton  Woolen 
Mills).  The  Amesbury  company  consequently  abandoned  the 
proposed  enlargement  of  its  generating  station.  Meantime  the 
requirements  of  the  Merrimac  company  for  its  own  use  and  for 
the  supply  of  the  Amesbury  company  have  necessitated  ar- 
rangements for  obtaining  additional  electricity  from  the  New- 
bur^'^port  Gas  and  Electric  Company,  to  be  delivered  to  the 
Merrimac  company  over  lines  furnished  by  the  Amesbury  com- 
pany. The  business  of  the  Amesbury  company  has  also  grown 
meantime,  and  substantial  additions  have  been  made  to  its 
distribution  system.  Its  net  additions  to  its  property  accounts, 
including  the  Newburyport  transmission  line,  between  June  30, 
1913,  and  April  1,  1917,  appear  to  have  been  $147,122.  By  an 
order  dated  March  22,  1917,  the  Board  modified  its  order  of 
Nov.  21,  1913,  directing  that  the  proceeds  of  the  600  shares 
then  approved  and  subsequently  issued  be  applied  to  the  pay- 
ment of  an  equal  amount  of  the  floating  debt  outstanding  on 
Jan.  1,  1917.  This  has  been  done,  and  on  April  1,  1917,  the 
company  had  outstanding  notes  to  the  amount  of  $140,000. 
Extensions  of  lines  during  the  present  season  are  estimated  to 
cost  over  $35,000. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Amesbury  Electric  Light  Company,  pursuant 
to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914, 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value 
of  $75,000  for  the  objects  named  in  said  petition,  after  public  notice  and 
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hearing,  it  being  deemed  by  the  Board  that  the  amount  of  stock  herein- 
after named  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorised,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Amesbury 
Electric  light  Company,  in  conformity  with  all  the  requirements  of  law 
relating  thereto,  at  the  price  of  $135  a  share,  as  determined  by  its  directors, 
of  700  shares  of  new  capital  stock  of  the  par  value  of  $100  each,  the  pro- 
ceeds thereof  to  be  applied  to  the  following  purposes  and  to  no  other,  to 
wit:  the  proceeds  of  445  shares  to  the  payment  and  cancellation  of  an 
equal  amount  of  the  obligations  of  the  company  represented  by  its  prom- 
issory notes  outstanding  on  April  1,  1917,  and  the  proceeds  of  255  shares 
to  the  payment  of  an  equal  amoimt  of  the  obligations  of  the  company 
incurred  subsequent  to  said  date  for  additions  to  its  plant. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of  the 
tune  and  place  of  such  sale  shall  be  published  in  the  ''Boston  Daily  Ad- 
vertiser," the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (July  3,  1917.) 

E.  C.  Mason,  for  the  company. 


Petition  of  the  Turners  Falls  Power  and  Electric 

Company. 

This  is  an  application  by  the  Turners  Falls  Power  and  Elec- 
tric Company  for  the  approval  of  an  issue  of  additional  capital 
stock  of  the  par  value  of  $1,032,500  for  the  purpose  of  raising 
funds  with  which  to  pay  its  floating  indebtedness  now  out- 
standing and  incurred  for  new  construction,  extensions  and 
permanent  improvements,  and  to  pay  for  additional  construc- 
tions, extensions  and  permanent  improvements  to  its  plant  and 
property,  useful  and  reasonably  necessary  for  the  proper  con- 
duct of  its  business. 

This  company  is  the  result  of  the  merger  in  1915  of  the 
Turners  Falls  and  Turners  Falls  Power  and  Electric  (formerly 
Amherst  Power)  companies.  Since  1912  the  Turners  Falls 
Company  has  been  engaged  in  a  notable  enlargement  and  devel- 
opment of  its  hydro-electric  plant  at  Turners  Falls  on  the  Con- 
necticut River,  with  a  resulting  increase  in  head,  and  a  new 
power  house  with  a  capacity  of  36,000  kilowatts,  the  last  two 
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units  of  which  are  now  being  installed.  This  work  has  been 
completed,  save  as  noted  and  in  some  other  minor  details,  and 
its  total  cost  has  exceeded  $3,700,000.  Substantial  expendi- 
tures have  also  been  made  in  extensions  of  the  company's  lines 
and  in  the  erection  or  equipment  of  substations,  amounting  in 
all  to  more  than  $1,100,000.  To  meet  this  outlay  the  company 
or  its  predecessors  have  had  available  the  proceeds  of  bonds  of 
the  face  value  of  $250,000,  and  of  issues  of  stock  made  prior 
to  Aug.  1,  1914,  the  date  of  passage  of  the  act  requiring  the 
Board's  approval  for  the  issue  of  its  stock,  of  an  aggregate  par 
value  of  $2,300,000,  and  also  the  sum  of  $1,180,000  from  an 
issue  of  stock  approved  by  the  Board  on  June  6,  1916.  The 
issue  of  a  further  amount  of  $100,000  in  employees'  stock  was 
approved  at  the  same  time,  but  of  this  stock  but  $14,620  has 
so  far  been  issued  and  applied  to  the  purposes  designated  in  the 
Board's  order.  On  June  30,  1917,  the  company  had  outstanding 
promissory  notes  to  the  amount  of  $1,125,000. 

The  company  has,  in  addition  to  the  items  mentioned,  made 
considerable  expenditures  in  the  acquisition  of  land  and  flowage 
rights,  and  in  the  investigation  and  development  of  storage  at 
the  sources  of  the  Connecticut  River  or  its  tributaries  for  the 
purpose  of  conserving  its  flow.  The  expenditure  last  named 
has  taken  the  form  of  an  investment  of  $51,000  in  60  per  cent, 
of  the  capital  stock  of  the  Connecticut  River  Conservation 
Company,  which  was  recently  organized  by  the  Turners  Falls 
and  New  England  Power  companies,  with  a  view  to  co-operat- 
ing in  a  plan  for  impounding  the  spring  floods  of  the  Connecti- 
cut River.  No  question  arises  as  to  the  propriety  or  value  to 
the  company  and  the  public  of  this  expenditure.  But  the 
method  in  which  it  is  to  be  handled  and  shared  with  the  other 
owners  of  the  water  privileges  on  the  river,  while  of  the  utmost 
importance,  is  complicated  by  the  relation  of  this'  stream  to 
four  States,  and,  in  its  navigable  reaches,  to  the  Federal  gov- 
ernment. The  necessity  of  co-operation  in  some  plan  of  legis- 
lation to  control  and  equalize  the  stream  flow  by  utilizing  the 
spring  floods  is  manifest.  The  expenditures  so  far  incurred  do 
not  need  to  be  considered  in  connection  with  this  petition,  and 
before  its  permanent  financing  is  undertaken  the  solution  of 
the  problem  can  be  more  fully  studied  and  considered. 
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The  company  has  also  expended  $16,769  in  the  erection  of  a 
building  on  land  adjoining  its  canal  for  lease  to  a  manufactur- 
ing concern,  and  it  was  .urged  at  the  hearing  that,  if  the  com- 
pany had  not  made  this  expenditure,  this  manufacturing 
concern  might  not  have  located  in  Turners  Falls.  This  raises 
a  question  as  to  whether  the  Board  shall  approve  new  securities 
for  an  expenditure  of  this  character,  where  the  real  estate  is 
to  be  occupied  by  a  prospective  user  of  the  company's  electric 
power.  Without  entering  into  any  extended  discussion  of  this 
matter,  it  is  sufficient  for  the  purposes  of  this  decision  to  say 
that  the  Board  is  of  the  opinion  that  it  should  not  be  rep- 
resented in  permanent  securities,  and  has  excluded  it  from 
consideration  in  arriving  at  the  amount  of  stock  hereinafter 
approved. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Turners  Falls  Power  and  Flectric  Company, 
pursuant  to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the 
year  1914,  for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  $1,032,500  for  the  objects  named  in  said  petition,  after  public 
notice  and  hearing,  it  being  deemed  by  the  Board  that  said  amount  of 
stock  is  reasonably  necessary  for  the  piu'pose  for  which  such  issue  is 
authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Turners 
Falls  Power  and  Electric  Company,  in  conformity  with  all  the  require- 
ments of  law  relating  thereto,  at  the  price  of  $100  a  share,  as  determined 
by  its  directors,  of  10,325  shares  of  new  capital  stock  of  the  par  value  of 
$100  each,  the  proceeds  thereof  to  be  applied  to  the  payment  and  can- 
cellation of  an  equal  amount  of  the  obligations  of  the  company  repre- 
sented by  its  promissory  notes  outstanding  on  June  30,  1917,  and  to  no 
other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  '^  Boston  Daily 
Advertiser,"  the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (July  10, 1917.) 
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Petition  of  the  Newburtport  Gas  and  Electric 
Company. 

This  is  an  application  by  the  Newburyport  Gas  and  Electric 
Company  for  the  approval  of  an  issue  of  additional  capital 
stock  of  the  par  value  of  $171,000  for  the  purpose  of  raising 
funds  with  which  to  pay  its  floating  indebtedness  already  in- 
curred for  new  constructions,  extensions  and  permanent  im- 
provements to  its  plant  and  property. 

After  due  notice  public  hearings  have  been  held,  at  which 
the  company  was  represented  by  its  counsel,  and  the  city  of 
Newburyport  by  its  aty  solicitor. 

On  Feb.  28,  1917,  the  company  had  outstanding  promissory 
notes  to  the  amount  of  $295,000,  which  by  June  30,  1917,  had 
increased  to  $355,000.  Soon  after  June  30,  1915,  the  control 
of  the  company  passed  to  new  owners.  Finding  as  they  be- 
lieved an  opportunity  for  a  substantial  increase  in  the  com- 
pany's output,  particularly  for  power  purposes,  greater  than  its 
existing  generating  station  could,  even  with  additional  equip- 
ment, adequately  and  economically  handle,  they  began  the 
erection  of  another  electric  generating  station  in  a  new  location 
on  the  water  front.  The  company's  lines  were  also  extended 
into  West  Newbury,  and  later  to  the  Amesbury  line  for  the 
supply  of  electricity  to  the  Amesbury  electric  company.  Upon 
the  new  station  the  company  appears  to  have  expended  up  to 
Feb.  28,  1917,  $252,336;  upon  other  additions  to  its  electric 
property,  chiefly  for  the  Newbury  and  Amesbury  lines  already 
noted,  and  the  installation  of  a  new  street  lighting  system,  the 
further  sums  of  $56,739;  and  upon  minor  additions  to  and 
extensions  of  its  gas  property,  the  sum  of  $7,922.  The  Board 
on  June  6,  1916,  approved  of  an  issue  of  stock  at  a  price  to 
yield  $74,100  to  be  applied  to  the  floating  debt  which  amounted 
to  $125,000  on  March  31,  1916,  and  of  which  $72,500  had  ac- 
cumulated prior  to  the  undertakings  above  described. 

In  opposing  the  company's  application,  while  some  question 
was  raised  in  behalf  of  the  city  as  to  the  propriety  of  increasing 
the  company's  plant  for  the  supply  of  communities  outside  of 
Newburyport,  no  question  was  raised  as  to  the  reasonableness 
of  its  expenditures  for  the  property  acquired,  and  no  question 
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should,  in  the  Board's  judgment,  be  raised  as  to  the  propriety 
and  even  duty  of  the  company  to  provide  as  it  has  for  the 
increasing  demands  of  the  area  dependent  upon  its  station.  It 
was  urged,  however,  and  supported  by  a  painstaking  exhibit 
and  earnest  argument,  that  the  cost  of  the  existing  plant  and 
property  of  the  company  actually  used  and  necessary  for  the 
production  and  distribution  of  gas  and  electricity,  less  the 
depreciation  which  such  plant  and  property  has  suffered, 
greatly  exceeds  the  outstanding  capital  stock  and  that  portion 
of  its  debt  which  the  company  now  desires  to  convert  into 
capital  stock.  This  depreciated  cost  was  computed  to  be 
$281,459  as  of  June  30,  1916,  against  $433,779,  the  company's 
book  value  on  the  same  day  less  a  depreciation  charge  made 
subsequently  after  the  new  station  was  put  in  operation.  It 
was  contended  that  only  the  excess  of  the  former  figure  plus 
the  expenditures  on  plant  made  between  June  30,  1916,  and 
Feb.  28,  1917,  which  appear  from  the  company's  accounts  to 
aggregate  $214,221,  over  the  outstanding  capital  stock  of 
$342,000  and  the  premium  paid  in  thereon  of  $17,100  should 
be  capitalized. 

The  Board  had  occasion  recently  to  consider  an  opposition 
to  an  issue  of  stock  by  the  Salem  Gas  Light  Company  based  on  ' 
similar  grounds.  What  was  said  in  that  case  with  respect  to 
depreciation  and  the  elements  which  should  influence  the 
Board's  decision  is  equally  applicable  to  this  case,  and  need  not 
be  repeated.  But  there  are  certain  features  which  were  ex- 
haustively discussed  at  the  hearings  to  which  attention  should 
be  directed. 

After  a  change  in  ownership  in  1902  the  company  entered 
upon  an  extensive  enlargement  and  reconstruction  of  its  gas 
works,  and  the  erection  of  a  new  electric  station  at  the  site  of 
the  gas  works.  The  original  electric  station,  acquired  when 
the  company  took  over  in  1889  the  property  and  business  of 
the  Newburyport  Electric  Light  and  Power  Company,  was 
disposed  of,  and  only  some  brush  arc  machines  transferred  to 
the  second  station.  When  the  company  was  before  the  Board 
a  year  ago,  the  erection  of  the  new  station  already  described 
raised  a  question,  first,  as  to  whether  or  not  the  original  station 
had  been  fully  charged  off,  and  second,  as  to  the  adequacy  of 
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the  provision  already  made  to  meet  the  depreciation  with  which 
the  company  is  .faced  now  that  it  has  ceased,  perhaps  perma- 
nently, to  operate  the  second  station.  Since  the  new  station 
was  put  in  operation  it  has  charged  oflF  from  its  electric  sta- 
tion accounts  the  sum  of  $80,000,  eflPectually  disposing  of  any 
possible  question  as  to  the  original  station,  and  leaving  its 
second  station  with  a  book  value  of  $73,015.16. 

It  is  true  that  the  company's  second  electric  station  has 
proved  inadequate  to  meet  the  increasing  demands  of  the  busi- 
ness long  before  the  useful  life  of  its  machinery  and  equipment 
have  expired,  thus  offering  an  example  of  the  vicissitudes 
common  to  the  extraordinary  development  in  the  uses  of  elec- 
tricity which  theories  of  depreciation  based  upon  the  probable 
life  of  physical  property  do  not  anticipate.  Under  all  the 
circumstances  it  is  not  unfair  that  the  earnings  of  the  im- 
mediate future  shall  share  the  burden  of  the  retirement  of  this 
portion  of  the  company's  property,  and  to  accomplish  this  end 
the  company  is  bound  to  exercise  the  utmost  prudence  in  the 
conduct  of  its  affairs,  and  restraint  in  the  distribution  of 
profits  among  the  stockholders. 

A  majority  of  the  Board  have  therefore  adopted  the  follow- 
ing:— 

On  the  petition  of  the  Newburyport  Gas  and  Electric  Company,  pur- 
suant to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the 
year  1914,  for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  $171,000  for  the  objects  named  in  said  petition,  after  public 
notice  and  hearing  it  being  deemed  by  the  Board  that  the  said  amount 
of  stock  is  reasonably  necessary  for  the  purpose  for  which  such  issue  is 
authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Newbury- 
port Gas  and  Electric  Company,  in  conformity  with  all  the  requirements 
of  law  relating  thereto,  at  the  price  of  $130  a  share,  as  determined  by  its 
directors,  of  1,710  shares  of  new  capital  stock  of  the  par  value  of  $100 
each,  the  proceeds  of  said  stock  to  be  applied  to  the  payment  and  can- 
cellation of  an  equal  amount  of  the  obligations  of  the  company  repre- 
sented by  its  promissory  notes  outstanding  on  June  30,  1917,  and  to  no 
other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 


Digitized  by  VjOOQ IC 


1918.]  PUBLIC  DOCUMENT  — No.  35.  51 

for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily 
Advertiser"  and  the  "Boston  Evening  Transcript,"  newspapers  published 
in  the  city  of  Boston,  and  in  the  "Newburyport  News,"  a  newspaper 
published  in  the  city  of  Newburyport.    (July  26,  1917.) 

H.  I.  Bartlett,  for  city  of  Newburyport. 


Petition  of  the  New  England  Power  Company. 

This  is  an  application  by  the  New  England  Power  Company 
for  the  approval  of  an  issue  of  additional  securities  of  the  par 
value  of  $7,000,000,  consisting  of  20,000  shares  of  preferred  and 
20,000  shares  of  comnaon  stock,  of  the  par  value  of  $100  each, 
and  of  $3,000,000  face  value  of  mortgage  bonds,  the  proceeds 
to  be  used  in  paying  for,  or  for  the  acquisition  of,  or  for  the 
discharge  of,  obligations  incurred  for  or  in  connection  with  cer- 
tain additions  to  and  extensions  of  its  plant  and  property. 

To  meet  increasing  demands  upon  the  company  for  power  it 
is  proposing  to  increase  its  development  of  the  water  power  of 
the  Deerfield  River  by  the  construction  of  a  second  storage 
basin  at  Davis  Mills  at  or  near  Readsboro,  Vt.,  and  of  a  power 
station  in  connection  therewith  of  a  capacity  of  22,000  kilo- 
watts. In  connection  with  this  work,  and  for  the  more  eco- 
nomical utilization  of  its  several  stations  on  the  river,  it  also 
proposes  to  raise  the  system  voltage  from  66,000  to  110,000, 
necessitating  certain  additions  to  its  lines  and  equipment  and 
to  its  substations.  These  two  undertakings  are  estimated  to 
cost,  respectively,  $5,600,000  and  $600,000.  Extensions  of  its 
lines  and  new  substations  to  take  care  of  the  increase  in  its 
business,  actual  and  prospective,  are  estimated  to  cost  some- 
what more  than  $790,000.  On  this  projected  work  $96,000  had 
been  expended  prior  to  June  30,  1917,  chiefly  upon  the  line  ex- 
tensions and  new  substations  last  mentioned,  and  this  amount 
was  represented  in  its  outstanding  obligations  of  that  date. 

No  contracts  have  been  let  for  the  undertakings  first  men- 
tioned, and  their  cost  necessarily  rests  at  the  present  time  in 
estimates  made  with  regard  to  the  existing  abnormal  prices  for 
labor  and  materials.  The  work  will,  however,  cover  a  consid- 
erable period,  -and  it  is  to  be  hoped,  and  it  may  not  be  improb- 
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able,  that  actual  costs  will  differ  from  the  estimates.  The  com- 
pany claims  with  considerable  force  that  the  expenditure  upon 
the  further  development  of  the  water  power  of  the  Deerfield 
River  is  so  large  that  it  cannot  finance  this  project  without  the 
assurance  in  advance  that  the  means  for  its  completion  are 
available.  The  undertaking  is  so  important  to  the  welfare  of 
the  State  that  the  Board  has  no  hesitation  in  giving  this  assur- 
ance so  far  as  its  action  is  necessary  to  this  end,  and  is  of  the 
opinion  that  upon  the  terms  expressed  in  the  order  the  public 
interest  will  be  safeguarded. 

A  majority  of  the  Board  have  therefore  adopted  the  follow- 
ing:— 

On  the  lietition  of  the  New  England  Power  Company,  pursuant  to  the 
provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  for 
the  approval  of  an  issue  of  additional  securities  of  the  par  value  of  $7,000,- 
000,  consisting  of  20,000  shares  of  preferred  and  20,000  shares  of  common 
stock,  of  the  par  value  of  SlOO  each,  and  of  S3,000,000  face  value  of  mort- 
gage bonds,  for  the  objects  named  in  said  petition,  after  public  notice 
and  hearing,  it  being  deemed  by  the  Board  that  said  amount  of  stock 
and  bonds  is  reasonably  necessary  for  the  purpose  for  which  such  issues 
are  authorized,  it  is  — 

Orderedy  That  the  Board  hereby  approves  of  the  issue  by  the  New 
England  Power  Company,  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  at  the  price  of  SlOO  a  share,  as  determined  by  its 
directors,  of  20,000  preferred  and  20,000  conmion  shares  of  new  capital 
stock  of  the  par  value  of  $100  each,  and  of  bonds  at  not  less  than  par  and 
accrued  interest  to  the  amount  of  $3,000,000,  said  bonds  to  be  part  of  a 
total  issue  of  $14,000,000  payable  July  1,  1951,  and  bearing  interest  at 
a  rate  not  exceeding  5  per  cent,  per  annum,  and  secured  by  the  outstand- 
ing first  mortgage  of  the  company's  franchise  and  property  given  by  it 
to  the  New  England  Trust  Company  on  March  23,  1912,  the  proceeds 
of  said  stock  and  bonds  to  be  applied  to  the  following  purposes  and  to 
no  other,  to  wit:  the  proceeds  of  960  common  shares  to  the  payment  and 
cancellation  of  an  equal  amount  of  the  obligations  of  the  company  in- 
curred for  construction  other  than  coupon  notes  outstanding  on  Jime  30, 
1917;  and  the  proceeds  of  7,040  common  shares  to  the  pa3mient  of  the 
cost  of  extensions  of  the  company's  transmission  lines  and  other  additions 
to  its  plant,  exclusive  of  the  undertakings  hereinafter  mentioned,  made 
subsequent  to  June  30, 1917;  and  the  proceeds  of  said  bonds  and  preferred 
shares  and  of  12,000  of  said  common  shares  to  the  cost  of  the  construction 
of  a  storage  basin  and  the  so-called  No.  7  hydro-electric  station  on  the 
Deerfield  River  at  or  near  Readsboro,  Vt.,  and  of  the  lines  and  equipment 
necessary  to  raise  the  operating  voltage  of  the  company's  transmission 
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lines  from  66,000  to  110,000  volts,  all  as  shown  on  the  itemized  exhibit 
fQed  by  said  company  with  the  Board  in  connection  with  its  application 
for  the  approval  of  said  bonds  and  stock:  provided^  however,  that  no  por- 
tion of  the  proceeds  of  said  bonds  and  stock  shall  be  expended  until  the 
company  shall  first  have  filed  with  the  Board  the  contracts  which  it  shall 
let  from  time  to  time  for  said  work,  with  the  plans  and  specifications 
therefor  and  such  explanatory  statements  and  other  information  as  the 
Board  may  require  in  connection  therewith;  and  provided,  further,  that 
in  offering  to  the  stockholders  10,000  of  the  common  shares,  whose  pro- 
ceeds are  to  be  devoted  to  the  construction  of  the  storage  basin  and  the 
so-called  No.  7  hydro-electric  station  at  or  near  B.eadsboro  as  hereinbefore 
provided,  payment  for  said  shares  shall  be  postponed  for  not  less  than 
one  year  from  the  date  of  said  offering. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  '' Boston  Daily 
Advertiser/'  the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (July  26,  1917.) 

Dissenting  Opinion  of  Commissioner  Lewenberg. 

I  dissent  from  the  opinion  of  the  majority  of  the  Board. 

The  New  England  Power  Company  requests  the  approval  of 
an  issue  of  securities  of  the  par  value  of  $7,000,000  and,  as  it 
appears  in  the  majority  opinion,  it  has  expended  the  sum  of 
$96,000.  The  balance,  about  $6,900,000,  is  its  own  estimate  of 
what  its  intended  improvements  will  cost. 

If  the  petitioner  had  proceeded  with  the  work  to  a  refesonable 
degree  consistent  with  the  amount  of  the  projected  improve- 
ments, it  would  have  the  right  to  expect  the  Board  to  approve 
securities  for  the  amount  of  expenditures  fairly  made. 

The  system,  of  which  the  petitioner  is  a  part,  owns  a  con- 
struction company,  and  it  appeared  at  the  hearing  on  the  peti- 
tion that  the  work  will  be  done  by  this  construction  company, 
owned  by  the  system,  only  in  the  event  of  the  system  being  un- 
able to  get  bids  from  the  contractors  lower  than  what  the  sys- 
tem's construction  company  would  do  the  work  for.  It  is  not 
conducive  to  low  competitive  bidding  to  have  it  generally 
known  that  the  system's  construction  company  in  all  likelihood 
will  do  the  work.    The  methods  employed  are  such  as  would  be  t 
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reasonably  expected  to  lead  to  extravagance  in  the  prosecution 
of  the  work. 

The  majority  of  the  Board  approves  the  request  of  the  most 
powerful  hydro-electric  company  in  the  State  for  the  issuing  of 
a  large  amount  of  securities  on  a  mere  estimate  of  what  its  in- 
tended construction  will  cost.  In  my  opinion,  so  far  as  this 
petition  is  concerned,  the  amount  of  regulation  is  reduced  to  a 
minimum,  —  almost  to  the  vanishing  point. 

Solomon  Lewenberg, 

Commissioner. 

Petition  of  the  Wannacomet  Water  Company. 

This  is  an  application  by  the  Wannacomet  Water  Company 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  $15,000  to  take  up  outstanding  notes  the  proceeds 
of  which  have  been  invested  in  construction. 

This  company  was  incorporated  by  chapter  27  of  the  Acts  of 
the  year  1880  for  the  purpose  of  "furnishing  the  inhabitants  of 
Nantucket  with  pure  water."  It  has  already  issued  under  the 
authority  of  that  act  and  of  subsequent  legislation  capital  stock 
to  the  amount  of  $45,000  and  bonds  of  like  amount.  It  has  in 
addition  a  floating  debt  of  $19,675,  covering  expenditures  in  in- 
creasing its  supply,  additions  to  its  works  and  extensions  of  its 
mains  not  provided  for  by  previous  issues  of  securities. 

The  following  is  therefore  adopted :  — 

On  the  petition  of  the  Wannacomet  Water  Company,  pursuant  to  the 
provisions  of  chapter  787  of  the  Acts  of  the  year  1914,  for  the  approval 
of  an  issue  of  additional  capital  stock  of  the  par  value  of  $15,000  for  the 
objects  named  in  said  petition,  after  public  notice  and  hearing,  it  being 
deemed  by  the  Board  that  the  amount  of  stock  hereinafter  named  is 
reasonably  necessary  for  the  purpose  for  which  such  issue  is  authorized, 
it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Wanna- 
comet Water  Company,  in  conformity  with  all  the  requirements  of  law 
relating  thereto,  at  the  price  of  $25  a  share,  as  determined  by  its  directors, 
of  600  shares  of  new  capital  stock  of  the  par  value  of  $25  each,  the  proceeds 
thereof  to  be  applied  to  the  payment  and  cancellation  of  an  equal  amount 
of  the  indebtedness  of  the  company  represented  by  its  promissory  notes 
outstanding  on  June  30, 1917,  and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  tlm  stockholders 
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entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  ''Boston  Daily 
Advertiser/'  a  newspaper  published  in  the  city  of  Boston,  and.  in  the 
"Nantucket  Inquirer  and  Mirror,"  a  newspaper  published  in  the  town 
of  Nantucket.     (Aug.  8, 1917.) 


Amendment  of  Order. 

Whereas,  By  an  order  adopted  on  the  eighth  day  of  August, 
1917,  the  Board  approved  of  the  issue  by  the  Wannacomet 
Water  Company  of  600  shares  of  new  capital  stock,  and  in  said 
order  further  provided  that,  if  any  shares  shall  remain  unsub- 
scribed for  by  the  stockholders  entitled  to  take  the  same,  such 
shares  shall  be  offered  for  sale  at  some  suitable  place  in  the  city 
of  Boston;  and 

Whereas,  Said  shares  were  duly  offered  to  the  stockholders  as 
required  by  law,  and  certain  of  said  shares  remain  unsubscribed 
for  by  the  stockholders  entitled  to  take  the  same,  and  it  is  ex- 
pedient that  said  shares  so  unsubscribed  for  shall  be  sold  at 
some  suitable  place  in  the  town  of  Nantucket  rather  than  in  the 
city  of  Boston; 

Now,  Therefore,  it  is  — 

Ordered,  That  that  part  of  said  order  requiring  the  shares  which  remain 
unsubscribed  for  to  be  offered  for  sale  at  some  suitable  place  in  the  city 
of  Boston  be  amended  by  striking  out  the  words  "city  of  Boston"  and 
substituting  in  place  thereof  the  words  "town  of  Nantucket."  (Sept.  4, 
1917.) 

Petition  of  the  Mablborough  Electric  Company. 

This  is  an  application  by  the  Marlborough  Electric  Company 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  $65,500  for  the  payment  of  debts  incurred  or  to 
be  incurred  for  extensions,  additions  and  improvements  to  its 
plant  and  property. 

The  company's  net  additions  to  its  plant  accounts,  betw^een 
June  30,  1912,  and  June  30,  1917,  not  heretofore  provided  for 
by  the  issue  of  stock,  appear  to  be  a  little  over  $90,000.    Its 
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promissory  notes  outstanding  on  June  30,  1917,  were  $161,413. 
Certain  line  extensions  during  the  present  season  are  estimated 
to  cost  over  $8,700. 
The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Marlborough  Electric  Company,  pursuant  to 
the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914, 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value  of 
$65,500  for  the  objects  named  in  said  petition,  after  pubho  notice  and 
hearing  it  being  deemed  by  the  Board  that  the  amount  of  stock  herein- 
after named  is  reasonably  necessary  for  the  purposes  for  which  such  issue 
is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Marl- 
borough Electric  Company,  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  at  the  price  of  S160  a  share,  as  determined  by  its 
directors,  of  610  shares  of  new  capital  stock  of  the  par  value  of  $100  each, 
the  proceeds  of  560  shares  to  be  applied  to  the  payment  and  cancellation 
of  an  equal  amount  of  the  obligations  of  the  company  rei^esented  by  its 
promissory  notes  outstanding  on  June  30,  1917,  and  the  proceeds  of  50 
shares  to  the  payment  of  the  cost  of  additions  to  plant  made  subsequent 
to  said  date. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  imder  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  '' Boston  Daily 
Advertiser"  and  the  '* Boston  Post,"  newspapers  published  in  the  city  of 
Boston,  and  the  '' Marlborough  Enterprise,"  a  newspaper  published  in 
the  city  of  Marlborough.    (Aug.  29,  1917.) 

Edward  C.  Mason,  for  the  company. 

R.  M.  Bovdreau,  for  city  of  Marlborough. 


Petition  of  the  Pittsfield  Electric  Company. 

This  is  an  application  by  the  Pittsfield  Electric  Company  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par 
value  of  $225,000  for  additions  to  its  power  station  at  Silver 
Lake,  the  equipment  of  the  same,  extension  of  its  systems  of 
poles  and  wires,  and  the  payment  of  its  floating  debt  incurred 
for  purposes  of  construction. 

On  June  30,  1917,  the  company  had  promissory  notes  out- 
standing to  the  amount  of  $219,500.    Between  June  30,  1911, 
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and  June  30,  1917,  its  expenditures  upon  its  plant,  in  excess  of 
the  provision  at  that  time  made,  and  of  its  other  resources 
meantime  available  therefor,  have  exceeded  the  amount  of  its 
floating  debt.  On  June  29,  1917,  it  entered  into  a  contract  for 
an  extension  of  its  power  station,  including  the  installation  of  a 
2,500  kilowatt  turbine  and  auxiliaries.  The  estimated  cost  of 
this  work  is  $315,000,  and  it  is  now  in  progress. 
The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Pittsfield  Electric  Company,  pursuant  to  the 
provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914,  for 
the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value  of 
S225,000  for  the  objects  named  in  said  petition,  after  public  notice  and 
hearing,  it  being  deemed  by  the  Board  that  the  said  amount  of  stock  is 
reasonably  necessary  for  the  purpose  for  which  such  issue  is  authorized, 
it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Pittsfield 
Electric  Company,  in  conformity  with  all  the  requirements  of  law  relat- 
ing thereto,  at  the  price  of  S125  a  share,  as  determined  by  its  directors, 
of  2,250  shares  of  new  capital  stock  of  the  par  value  of  SlOO  each,  the 
proceeds  thereof  to  be  applied  to  the  following  purposes  and  to  no  other, 
to  wit:  the  proceeds  of  1,756  shares  to  the  payment  and  cancellation  of 
an  equal  amount  of  the  obligations  of  the  company  represented  by  its 
promissory  notes  outstanding  on  June  30,  1917,  and  the  proceeds  of  494 
shares  to  the  cost  of  additions  to  its  plant  made  subsequent  to  said  date. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  detenmned  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Pittsfield,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  "  Springfield  Daily 
Republican,"  a  newspaper  i5ublished  in  the  city  of  Springfield,  and  in  the 
"Pittsfield  Daily  Eagle"  and  the  ''Pittsfield  Evening  Journal,"  newspapers 
published  in  the  city  of  Pittsfield.    (Nov.  2, 1917.) 

PETTnON     OF    THE     MiLFORD     ElECTRIC     LiGHT     AND     PoWER 

Company. 

This  is  an  application  by  the  Milford  Electric  Light  and 
Power  Company  for  the  approval  of  additional  capital  stock  of 
the  par  value  of  $30,000  for  the  payment  of  its  floating  indebt- 
edness incurred  for  additions  to  its  plant  and  distributing  sys- 
tem, and  also  for  further  proposed  additions  thereto. 

On  June  30,  1917,  the  company  had  outstanding  promissory 
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notes  to  the  amount  of  $44,800.  Since  the  last  approval  of 
stock  it  has  completed  the  transmission  line  and  transformer 
station  necessary'  for  the  purchase  of  electricity  from  the  New 
England  Power  Company,  and  has  made  substantial  extensions 
of  its  distribution  system.  Its  expenditures  for  this  purpose  in 
excess  of  the  provision  then  made  or  meantime  available  there- 
for have  amounted  to  $26,000.  Additions  to  the  street  lamps 
and  other  small  extensions  of  the  lines  since  June  30,  1917,  were 
estimated  to  cost  over  $4,000. 
The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Milford  Electric  Light  and  Power  Company, 
pursuant  to  the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the 
year  1914,  for  the  approval  of  an  issue  of  additional  capital  stock  of  the 
par  value  of  $30,000  for  the  objects  named  in  said  petition,  after  public 
notice  and  hearing  it  being  deemed  by  the  Board  that  said  amount  of 
stock  is  reasonably  necessary  for  the  piu*pose  for  which  such  issue  is 
authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Milford 
Electric  Light  and  Power  Company,  in  conformity  with  all  the  require- 
ments of  law  relating  thereto,  at  the  price  of  $100  a  share,  as  determined 
by  its  directors,  of  300  shares  of  new  capital  stock  of  the  par  value  of  $100 
each,  the  proceeds  thereof  to  be  applied  to  the  following  purposes  and  to 
no  other,  to  wit:  the  proceeds  of  260  shares  to  the  payment  and  cancella- 
tion of  an  equal  amount  of  the  obligations  of  the  company  represented 
by  its  promissory  notes  outstanding  on  June  30,  1917,  and  the  proceeds 
of  40  shares  to  the  payment  of  the  cost  of  additions  to  its  plant  made 
subsequent  to  said  date. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
f luther  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  "Boston  Daily 
Advertiser,"  the  "Boston  Evening  Transcript"  and  the  "Boston  Post," 
newspapers  published  in  the  city  of  Boston.    (Nov.  2,  1917.) 

Guy  W.  Cox,  for  the  company. 

Petition  of  the  Ludlow  Electric  Light  Company. 

This  is  an  application  by  the  Ludlow  Electric  Light  Com- 
pany for  the  approval  of  an  issue  of  additional  capital  stock  of 
the  par  value  of  $15,000  to  pay  its  floating  indebtedness  in- 
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tnirred  for  new  constructions,  extensions  and  permanent  im- 
provements, and  for  additional  constructions,  extensions  and 
permanent  improvements. 

At  the  time  of  the  last  approval  of  stock  for  this  company  it 
had  expended  upon  the  property  acquired  from  the  Ludlow 
Manufacturing  Company  a  little  over  $15,000,  chiefly  upon  the 
erection  of  a  high-tension  line  to  the  Chicopee  boundary  and  a 
substation  in  Ludlow,  and  had  a  floating  debt  of  $19,500.  For 
the  account  of  this  debt  an  issue  of  stock  of  the  par  value  of 
$9,000  was  authorized  by  the  company  and  approved  by  the 
Board.  Meantime  it  has  expended  in  the  completion  of  this 
substation  and  extensions  of  its  lines  a  little  over  $16,000,  and 
had  outstanding  on  Oct.  31,  1917,  promissory  notes  to  the 
amount  of  $24,500. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Ludlow  Electric  Light  Company,  pursuant  to 
the  provisions  of  section  39  of  chapter  742  of  the  Acts  of  the  year  1914, 
for  the  approval  of  an  issue  of  additional  capital  stock  of  the  par  value 
of  $15,000  for  the  objects  named  in  said  petition,  after  public  notice  and 
hearing  it  being  deemed  by  the  Board  that  said  amount  of  stock  is  reason- 
ably necessary  for  the  purpose  for  which  such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Ludlow 
Electric  Light  Company,  in  conformity  with  all  the  requirements  of  law 
relating  thereto,  at  the  price  of  $100  a  share,  as  determined  by  its  directors, 
of  150  shares  of  new  capital  stock  of  the  par  value  of  $100  each,  the  pro- 
ceeds thereof  to  be  applied  to  the  payment  and  cancellation  of  an  equal 
amount  of  the  obligations  of  the  company  represented  by  its  promissory 
notes  outstanding  on  Oct.  31, 1917,  and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it  is 
further  — 

Ordered  and  deiermined  by  the  Board  that  all  such  shares  shall  be  offered 
for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the*''Boston  Daily 
Advertiser"  and  the  "Boston  Evening  Transcript,"  newspapers  published 
in  the  city  of  Boston,  and  in  the  "Springfield  Daily  Republican,"  a  news- 
paper published  in  the  city  of  Springfield.    (Dec.  31, 1917.) 
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Appeal. 
Westpield  Appeal. 

This  is  an  appeal  by  the  municipal  light  board  of  Westfield 
under  the  provisions  of  section  157  of  chapter  742  of  the  Acts 
of  the  year  1914  from  a  certain  order  of  the  selectmen  of  said 
town,  adopted  Oct.  20,  1917,  granting  the  Turners  Falls  Power 
and  Electric  Company  permission  to  erect,  maintain  and  op- 
erate wires  for  the  transmission  of  electricity  across  the  public 
ways  therein  named. 

The  following  is  a  copy  of  the  decision  of  the  selectmen  of 
Westfield  referred  to,  viz. ;  — 

Order  for  Wire  Locations. 

IX  BOABD  OF  SeLBCTMBN  FOB  THE 

Town  of  Wbstfdbld,  Mabs. 

Ordered,  Notice  having  been  given  and  a  hearing  held  as  provided  by 
law,  that  The  Turners  Falls  Power  and  Electric  Company,  a  Massachusetts 
corporation,  be  and  it  is  hereby  granted  permission  to  erect,  maintain  and 
operate  wires  for  the  distribution  of  electricity  and  intelligence,  together 
with  such  sustaining  and  protecting  fixtures  as  it  may  find  necessary, 
across  the  public  ways  hereinafter  named  as  requested  in  the  petition  of 
said  company  dated  the  first  day  of  May,  1917,  said  petition  and  the  sev- 
eral plans  marked  Sketch  No.  1704(»-B,  C,  D  and  Sketch  No.  170427-A, 
B,  C,  D,  E,  F  being  made  a  part  of  this  order  and  recorded  herewith. 

All  construction  under  this  order  shall  be  in  accordance  with  the  follow- 
ing conditions:  — 

The  wires  shall  be  erected  over  the  public  ways  substantially  at  the 
points  indicated  upon  the  plans  above  referred  to.  The  number  of  wires 
which  may  be  erected  under  this  order  shall  not  exceed  eighteen,  and  all 
of  said  wires  shall  be  placed  at  a  height  of  not  less  than  25  feet  from  the 
ground.  No  towers,  poles  or  other  structures  shall  be  erected  in  the  public 
ways  under  this  order. 

This  order  is  made  in  accordance  with  the  provisions  of  chapter  509  of 
the  Acts  of  1911. 

The  following  are  the  public  ways  or  parts  of  wajrs  across  which  the 
wires  above  referred  to  may  be  erected  under  this  order:  — 

Pochassic  Street As  shown  on  Sketch  No.  170403-B 

Elm  Street  bridge, As  shown  on  Sketch  No.  170403-C 

Prospect  Street, As  shown  on  Sketch  No.  170403-D 

Montgomery  Street,  .         .         .As  shown  on  Sketch  No.  170427-A 

Furrow  Street, As  shown  on  Sket<}h  No.  170427-A 

West  Farms  Road As  shown  on  Sketch  NOj470427-B 
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Willis  Avenue, 
East  Farms  Road,     . 
EasthamptoQ  Road, 
Root  Road,      . 
Soathampton  Road, 


As  shown  on  Sketch  No.  170427-<:; 
As  shown  on  Sketch  No.  170427-D 
As  shown  on  Sketch  No.  170427-D 
As  shown  on  Sketch  No.  170427-E 
As  shown  on  Sketch  No.  170427-F 


The  foregoing  consent  to  the  erection,  maintenance  and  use  of  said  wires 
is  upon  the  following  terms,  limitations,  restrictions  and  conditions:  — 

First,  —  It  is  subject  to  the  provisions  of  chapter  509  of  the  Acts  of 
1911,  and  is  subject  to  the  provisions  of  chapter  122  of  the  Revised  Laws 
so  far  as  the  same  are  applicable  thereto,  and  to  the  provisions  of  chapter 
742  of  the  Acts  of  1914,  relating  to  protection  of  wires,  character  and  kind 
of  wires  and  supports,  insulation  of  wires,  insulating  of  supporting  struc- 
tures and  supervision  of  wires,  and  all  such  other  provisions  of  said  act  as 
may  be  applicable  hereto.  Tlie  selectmen  of  the  town  of  Westfield  shall 
have  and  exercise  the  powers  given  by  section  18  of  chapter  122  of  the 
provisions  of  said  section. 

Second,  —  No  electricity  transmitted  by  or  through  any  wire  or  cable 
on  or  over  said  location  shall  be  sold,  delivered  or  furnished  in  the  town  of 
Westfield,  in  any  way,  to  any  extent,  directly  or  indirectly,  to  any  cus- 
tomer other  than  the  Springfield  Street  Railway  Company  and  its  suc- 
cessors. In  the  event  that  this  restriction  or  condition  is  violated  the 
location  herein  granted  shall  thereupon  become  void  and  of  no  effect,  upon 
thirty  days'  notice  in  writing  given  by  said  town  to  the  said  company:  pro- 
vided, however,  if  the  said  town  of  Westfield  shall  vote  within  two  years  from 
the  date  hereof  to  purchase  electricity  of  the  said  Turners  Falls  Power  and 
Electric  Company  or  its  successors  for  municipal  use  or  for  the  use  of  its 
inhabitants  or  both  of  .such  purposes  the  said  company  shall  furnish  elec- 
tricity for  such  use  or  uses  in  accordance  with  the  terms  of  either  of  the 
propositions  hereto  annexed  marked  "A''  or  ''B"  as  the  town  may  choose, 
and  if  the  said  town  does  not  elect  to  purchase  electricity  imder  either  of 
the  said  propositions,  but  shall  decide  to  purchase  electricity,  and  the 
town  and  the  company  shall  not  agree  upon  the  price  of  said  electricity, 
the  Board  of  Gas  and  Electric  light  Commissioners  (or  such  State  board 
of  oonunissioners  as  may  hereafter  succeed  to  the  duties  of  said  commis- 
sioners), acting  in  their  individual  capacity  or  as  members  of  said  Board, 
shall  fix  and  determine  the  price  thereof  as  it  deems  to  be  just  and  reason- 
able. Such  contract  of  purchase  shall  not  become  operative  unless  and 
untU  said  Board  shall  approve  the  terms  thereof  as  consistent  with  the 
public  interest. 

Third,  —  The  particular  location  of  the  towers  or  structures  supporting 
said  wires,  the  kmd  and  sufficiency  of  such  towers  or  structures  and  the 
foundations  thereof,  the  materials  of  and  the  manner  and  way  of  construct- 
ing such  towers  or  structures  and  foundations,  and  the  height  at  which 
such  wires  shall  cross  said  streets,  shall  all  be  to  the  satisfaction  of  the 
said  selectmen,  who  shall  prescribe  and  determine  the  same  before  or  as 
the  work  progresses. 
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Fourth.  —  None  of  the  foregoing  terms,  limitations,  restrictions  and 
conditions  shall  be  altered,  amended,  changed  or  waived  by  any  board  of 
selectmen  of  said  town  without  the  consent  and  approval  of  said  Board 
of  Gas  and  Electric  Light  Commissioners  after  a  public  hearing  thereon. 

After  due  notice  the  Board  heard  all  parties  interested,  the 
hearing  being  held  in  Westfield.  The  selectmen,  town  counsel, 
members  of  the  municipal  light  board,  manager  of  municipal 
lighting,  certain  citizens  and  the  representatives  of  the  company 
were  present  at  the  hearing. 

The  proposed  line  will  extend  from  Mount  Tom  through 
Easthampton,  Southampton,  Westfield  and  Agawam  to  Spring- 
field, and  will  be  operated  at  66,000  volts.  The  purpose  of  its 
entry  into  Westfield  is  to  deliver  current  to  the  Springfield 
Street  Railway  Company  at  that  company's  station  in  West- 
field,  located  across  the  tracks  of  the  New  York,  New  Haven  & 
Hartford  Raiboad  from  the  town  plant. 

At  the  hearing  it  appeared  that  certain  questions  had  arisen 
over  the  terms  and  conditions  which  should  be  imposed  upon 
the  entry  of  the  proposed  line  into  Westfield.  All  of  the  town 
officials  desired  to  see  that  the  interests  of  the  town  plant  were 
fully  protected,  but  there  had  been  some  disagreement  about 
the  best  method  of  securing  this  result  and  at  the  same  time 
permitting  the  company  to  supply  current  to  the  street  railway, 
—  a  load  which  the  town  does  not  care  to  undertake.  The 
question  of  the  town's  purchasing  electricity  from  the  company 
had  also  been  considered,  and  incidentally  some  difiFerence  of 
opinion  appeared  as  to  the  location  of  the  towers  supporting  the 
line  along  the  town  dyke  as  it  will  approach  and  leave  the  sta- 
tion of  the  street  railway. 

In  cases  like  this  the  future  interests  of  the  town  plant  cannot 
be  too  carefully  safeguarded.  The  company  should  be  restricted 
to  the  purpose  for  which  it  has  projected  the  line.  Should  a 
demand  arise  hereafter  for  an  extension  of  its  lines  in  Westfield, 
or  for  a  supply  to  some  other  customer  from  its  line,  the  com- 
pany should  have  no  advantage  out  of  this  decision,  but  the 
situation  should  be  so  left  that  such  new  demand  may  then  be 
dealt  with  as  though  the  company  had  not  entered  the  limits  of 
the  town.  At  the  same  time  the  town  should  be  free  to  buy, 
and  the  company  be  required  to  sell  to  the  town,  such  elec- 
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tricity  as  it  may  need  at  any  time  for  distribution  to  its  inhab- 
itants or  for  municipal  use.  The  terms  of  such  purchase  may 
well  be  left  until  the  town  is  prepared  to  negotiate.  The  other 
questions  which  have  arisen  are  purely  incidental  and  readily 
adjusted  by  the  parties,  and  are  beyond  the  Board's  authority. 
The  following  is  therefore  adopted:  — 

WherecLS,  By  a  certain  order  adopted  on  the  twentieth  day  of  October, 
1917,  the  selectmen  of  the  town  of  Westfield  granted  their  consent  to  the 
Turners  FaUs  Power  and  Electric  Company  to  lay,  erect,  maintam  and 
use  over  the  streets,  lanes  and  highways  of  said  town  wires  for  the  trans- 
mission of  electricity  subject  to  certain  terms,  limitations,  restrictions  and 
conditions  therein  set  forth;  and 

Wftereas,  The  municipal  light  board  of  said  town  was  aggrieved  by  the 
decision  of  said  selectmen  and  duly  appealed  therefrom  to  the  Board  of 
Gas  and  Electric  light  Commissioners  as  provided  by  law;  and 

Whereas,  The  Board  of  Gas  and  Electric  Light  Commissioners  gave  due 
notice  of  said  appeal  and  heard  all  parties  interested  as  required  by  law;  * 
and 

Whereas f  It  appeared  that  said  wires  were  for  the  sole  purpose  of  supply- 
ing electricity  in  bulk; 

Now,  Therefore,  .The  Board  of  Gas  and  Electric  Light  Commissioners 
afiirms  the  decision  of  the  selectmen,  and  grants  its  consent  to  the  Turners 
Falls  Power  and  Electric  Company  to  lay,  erect,  maintain  and  use  over  the 
streets,  lanes  and  highways  of  said  town  of  Westfield,  for  the  sole  purpose 
of  supplying  electricity  in  bulk,  wires  for  the  transmission  of  electricity, 
subject  to  the  terms,  limitations,  restrictions  and  conditions  set  forth 
in  said  order  of  the  selectmen  of  said  town  hereinbefore  referred  to,  so 
affirmed,  amended,  altered  and  added  to  as  to  read  as  hereinafter  set 
forth,  and  as  the  Board  adjudges  that  the  public  interest  requires,  viz.:  — 

First.  —  The  company  may,  subject  to  the  terms,  limitations,  restric- 
tions and  conditions  herein  expressed,  erect  and  maintain  wires  across  the 
public  wajrs  mentioned  in  said  order  of  the  selectmen  in  accordance  with 
the  locations  thereby  granted  therefor.  But  the  company  shall  not  lay, 
erect,  maintain  or  use  wires  for  the  transmission  of  electricity  over  or 
under  any  other  streets,  lanes  and  highways  of  said  town  of  Westfield 
without  the  consent  in  writing  of  the  Board  of  Gas  and  Electric  Light 
Commissioners  first  having  been  obtained  thereto. 

Second,  —  Said  grant  of  locations  is  subject  to  the  provisions  of  chapter 
609  of  the  Acts  of  1911,  and  is  subject  to  the  provisions  of  chapter  122  of 
the  Revised  Laws  so  far  as  the  same  are  applicable  thereto,  and  to  the 
provisions  of  chapter  742  of  the  Acts  of  1914,  relating  to  protection  of 
wires,  character  and  kind  of  wires  and  supports,  insulation  of  wires,  insu- 
lating of  supporting  structures  and  supervision  of  wires,  and  all  such  other 
provisions  of  said  act  as  may  be  applicable  thereto.  The  selectmen  of  the 
town  of  Westfidd  shall  have  and  exercise  the  powers  given  by  section  18, 
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of  chapter  122  to  inspectors  of  wires  until  such  inspector  is  authorized  and 
appointed  as  therein  provided. 

Third.  —  The  particular  location  of  the  towers  of  structures  supporting 
said  wires,  the  kind  and  sufficiency  of  such  towers  or  structures  and  the 
foundations  thereof,  the  materials  of  and  the  manner  and  way  of  construct- 
ing such  towers  or  structures  and  foundations,  and  the  height  at  which 
such  wires  shall  cross  said  streets,  shall  all  be  to  the  satisfaction  of  the  said 
selectmen,  who  shall  prescribe  and  determine  the  same  before  or  as  the' 
work  progresses. 

Fourth.  —  The  company  shall  sell,  and  the  town  may  purchase,  elec- 
tricity for  municipal  use  or  for  the  use  of  its  inhabitants  upon  such  terms 
and  conditions  as  they  from  time  to  time  may  agree,  and,  in  case  they  are 
unable  to  agree,  as  the  Board  of  Gras  and  Electric  light  Commissioners 
may  from  time  to  time  fix  and  determine. 

Fifth.  —  The  company  may  sell  and  deliver  electricity  to  the  Springfield 
Street  Railway  Company  or  its  successors  for  the  purpose  of  operating 
said  railway,  but  shall  not,  directly  or  indirectly,  supply  electricity  to  any 
other  customer  save  the  town  of  Westfield  within  the  limits  of  said  West- 
field. 

Sixth.  —  None  of  the  foregoing  terms,  limitations,  restrictions  and  condi- 
tions shall  be  altered,  amended,  changed  or  waived  by  any  board  of  select- 
men of  said  town  or,  in  case  the  town  becomes  a  city,  by  the  mayor  and 
aldermen  or  corresponding  body  of  such  city.  But  the  Board  of  Gas  and 
Electric  Light  Commissioners  may  from  time  to  time,  upon  the  written 
request  of  said  company,  or  of  the  selectmen  or  municipal  light  board  of 
said  town,  or  of  not  less  than  ten  users  of  power  of  said  town,  and  after 
notice  to  all  parties  interested  and  a  public  hearing,  affirm,  amend,  alter 
or  add  to  the  terms,  limitations,  restrictions  and  conditions  herein  ex- 
pressed.   (Dec.  28, 1917.) 

Arthur  S.  Kneil,  town  counsel. 


Kminent  Domain. 
Petition  of  the  Fall  River  Electric  Light  Company. 

This  is  a  petition  by  the  Fall  River  Electric  Light  Company, 
under  the  provisions  of  section  128  of  chapter  742  of  the  Acts  of 
the  year  1914,  as  amended  by  chapter  141  of  the  General  Acts 
of  the  year  1917,  for  authority  to  construct  and  use  a  line  for 
the  transmission  of  electricity  between  its  station  in  the  city  of 
Fall  River  and  a  point  on  the  westerly  border  of  the  town  of 
Seekonk. 

After  notice  by  publication  and  by  personal  service  upon  the 
mayor  and  city  clerk  of  Fall  River,  and  the  respective  chair- 
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men  of  the  boards  of  selectmen  and  the  clerks  of  the  towns  of 
Somerset,  Swansea  and  Seekonk,  a  public  hearing  was  held  in 
Fall  River. 

The  company  is  engaged  in  the  distribution  and  sale  of  elec-. 
tricity  in  the  city  of  Fall  River  and  towns  of  Somerset,  Swansea 
and  Westport,  and  is  the  sole  public  agency  therefor  within  that 
district.  It  has  a  steam  generating  station  located  on  the  water 
front  of  Fall  River,  with  a  present  capacity  of  10,000  kilowatts. 
A  new  unit  of  6,000  kilowatts  is  being  installed  and  will  be  in 
operation  within  a  few  weeks.  This  installation  exhausts  the 
space  in  the  present  building,  and  any  increase  in  capacity  will 
require  an  addition  to  the  station  complete  in  all  its  parts.  The 
industrial  activity  in  Fall  River  has  enabled  the  company  to 
double  its  power  load  during  the  past  year.  It  expects  to  reach 
a  maximum  load  of  9,000  to  10,000  kilowatts  by  this  fall,  and  it 
has  reasonable  expectations  of  considerable  increases  in  its  mill 
load  in  the  near  future. 

The  proposed  line  will  connect  the  company's  station  with  a 
line  of  the  Rhode  Island  Power  Company  at  the  State  Line. 
The  latter  company  is  owned  or  controlled  by  the  same  interests 
as  the  New  England  Power  Company,  and  its  lines  are  physi- 
cally connected  with  and  are  integral  parts  of  the  transmission 
system  of  the  latter  company.  The  Rhode  Island  company 
operates  wholly  within  the  limits  of  that  State,  furnishing  to  its 
customers  electricity  generated  at  the  hydro-electric  plants  of  the 
New  England  Power  Company  or  of  its  associated  companies. 
The  lines  of  the  Rhode  Island  company  are  also  connected  with 
the  steam  power  station  of  the  Narragansett  Electric  Lighting 
Company  in  Providence.  The  hydro-electric  plants  of  the  New 
England  system  and  the  steam  plant  of  the  Narragansett  com- 
pany have  aggregate  capacities  of  56,000  and  45,000  kilowatts, 
respectively,  and  it  is  the  plan  of  the  Fall  River  company  to 
contract  for  10,000  kilowatts,  although  the  proposed  line  will 
have  a  capacity  for  nearly  double  this  load. 

By  means  of  the  proposed  line  the  Fall  River  company  will  be 
able  to  supplement  the  output  of  its  own  station  with  an  ade- 
quate and  reliable  supply  to  meet  promptly  the  actual  and  pro- 
spective requirements  of  its  customers.  The  estimated  cost  of 
the  line  is  approximately  $300,000,  and  the  line  can  be  erected,^ 
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•within  a  few  months.  The  cost  of  an  addition  to  its  station  of 
like  capacity  is  estimated  considerably  to  exceed  $1,000,000,  and 
it  appeared  at  the  hearing,  and  is  otherwise  known  to  the  Board, 
that  under  existing  market  conditions  no  contracts  for  delivery 
and  installation  of  the  requisite  apparatus  under  two  years  can 
probably  be  made. 

The  transmission  of  electricity  over  the  proposed  line  for  gen- 
eral distribution  in  the  area  supplied  by  the  Fall  River  company 
is  plainly  a  public'  use.  But  the  act  under  which  this  proceed- 
ing is  brought  requires  the  Board  to  go  further  and  find  a£Srma^ 
tively  that  the  "line  is  necessary  for  the  purpose  alleged  and 
will  serve  the  public  convenience  and  is  consistent  with  the 
public  interest." 

It  is  of  the  utmost  importance  to  the  welfare  of  Fall  River 
that  this  company  shall  make  prompt  and  adequate  provision 
for  the  power  requirements  of  the  industries  of  the  city.  The 
proposed  line  is  an  effective  and,  for  that  matter,  the  only  prac- 
ticable step  to  that  end.  This  of  itself  is  perhaps  a  sufficient 
reason  for  granting  this  petition.  But  there  are  broader  con- 
siderations which  should  not  be  overlooked  and  which  have  led 
the  Board  repeatedly  to  express  its  belief  of  the  paramount 
importance  to  the  public  interest  of  the  introduction  of  cheap 
power  into  the  industrial  centers  of  the  State.  A  full  and  skill- 
ful execution  of  this  scheme  ofiFers  not  only  possibilities  for 
better  operating  efficiency  and  lower  generating  costs  at  large 
power  stations,  but  also  substantial  economy  in  permanent  in- 
vestments. High-tension  transmission  of  electricity  has  given  a 
wider  aspect  to  the  solution  of  the  problem,  and  has  made 
possible  and  desirable  that  the  developed  sources  of  power,  both 
steam  and  hydro-electric,  throughout  the  State  shall  be  so  co- 
ordinated by  connecting  lines  as  to  result  in  utilizing  all  plants 
more  uniformly  and  in  the  end  in  substantial  economies  in  in- 
vestment and  operation.  Moreover,  it  has  brought  to  the  aid 
of  the  industries  of  the  State,  and  particularly  by  means  of  the 
lines  of  the  New  England  Power  system,  water  powers  hereto- 
fore only  partially  developed  and,  in  the  broad  sense,  unused 
because  inaccessible.  A  progress  having  so  much  promise  of  a 
real  conservation  of  the  natural  resources,  both  of  coal  and 
water  and  of  their  most  efficient  devotion  to  the  production  of 
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power,  is  highly  important  to  the  welfare  of  the  State  and  the 
nation. 

Speaking  more  speeijScally,  it  appeared  at  the  hearing  that 
the  mills  of  Fall  River  use  more  than  100,000  horse  power; 
that  additional  power  is.  needed  for  mills  which  the  exceptional 
industrial  activity  of  the  present  period  is  opening;  and  that 
many  of  the  older  mills  are  facing  in  the  near  future  the  ne- 
cessity of  renewing  their  power  plants.  The  concentration  of 
the  generation  of  this  power  in  one  plant,  if  properly  planned, 
should  work  substantial  economies  in  operating  costs,  release 
for  industrial  purposes  capital  which  must  otherwise  be  tied  up 
in  a  number  of  separate  power  plants,  and  give  the  community, 
as  a  whole,  in  the  end  the  benefit  of  lower  unit  costs  and  there- 
fore lower  prices  for  electricity.  Such  a  development  requires 
great  prudence  because  so  closely  related  to  the  prosperity  of 
the  one  dominating  industry  of  Fall  River,  and  because  its 
success  depends  on  a  great  output  of  electricity  which,  to  hold 
the  business,  must  be  sold  at  a  narrow  margin  of  profit.  One 
important  and  wise  step  in  its  accomplishment  is  to  tie  in  this 
company's  plant  with  a  reliable  and  adequate  soiu*ce  of  power 
so  that  it  may  meet  promptly,  but  without  an  undue  expansion 
of  its  own  station,  all  requirements  of  the  community  for 
energy.  Such  a  policy,  wisely  followed,  is  in  the  opinion  of  the 
Board  consistent  with  the  public  interest.  The  proposed  line, 
so  essential  in  the  present  emergency,  is  equally  essential  to  the 
"public  convenience''  in  the  broad  sense  in  which  those  words 
are  so  constantly  used  in  the  statutes  to  signify  the  public  char- 
acter of  an  undertaking  to  which  the  Commonwealth  may 
properly  lend  its  sovereign  aid. 

This  conclusion  is  not  afiFected  by  the  fact  that  the  relation  of 
the  Fall  River  company  to  the  New  England  Power  system  will 
be  through  a  foi:eign  corporation.  Nor  does  it  necessarily  follow 
that  the  Fall  River  company  will,  as  was  urged  at  the  hearing, 
thereby  come  under  the  dominance  of  a  foreign  corporation  or, 
for  that  matter,  of  any  other  interest.  Fall  River  is  too  well 
located  for  the  economical  production  of  steam  generated  power 
to  make  it  probable  that  it  will  ever  become  permanently  de- 
pendent upon  power  generated  elsewhere,  save  only  in  such 

amounts  and  at  such  prices  as  will  be  advantageous  J^  its  in- 
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dustries.  For  that  matter  it  was  stated  at  the  hearing  to  be  the 
policy  of  the  company,  notwithstanding  the  erection  of  this  line, 
to  develop  its  station  as  fast  as  the  growth  of  its  business  may 
demand  and  the  condition  of  the  market  for  equipment  and 
labor  may  permit.  Even  were  it  possible  to  provide  for  the 
company's  immediate  needs  by  increasing  the  capacity  of  its 
present  station,  yet  at  some  time  and  for  the  reasons  already 
outlined  this  proposed  line  would  be  needed  to  assure  to  the 
industries  of  Fall  River  reliable  and  low-priced  service. 

While  the  exact  route  to  be  followed  by  the  proposed  line  is 
not  a  direct  issue  in  this  case,  yet  it  appeared  at  the  hearing 
that,  were  the  line  to  cross  the  harbor  directly  from  the  com- 
pany's station  to  the  Somerset  shore,  a  saving  of  nearly  $40,000 
might  be  effected  in  its  cost.  One  of  the  objects  of  the  Legis- 
lature in  enacting  this  legislation  was  to  permit  the  erection  of 
such  lines  as  might  be  found  to  be  designed  to  serve  the  public 
convenience  by  the  most  direct  routes  and  at  the  lowest  cost 
for  right  of  way  and  construction.  Unless  the  proper  authori- 
ties shall  deem  the  direct  route  a  menace  or  serious  impediment 
to  navigation,  such  route  and  the  substantial  saving  in  cost 
mentioned  are  distinctly  in  the  public  interest. 

A  majority  of  the  Board  have  therefore  adopted  the  following:  — 

On  the  petition  of  the  Fall  River  Electric  Light  Company,  pursuant  to 
the  provisions  of  section  128  of  chapter  742  of  the  Acts  of  the  year  1914, 
as  amended  by  chapter  141  of  the  General  Acts  of  the  year  1917,  for 
authority  to  construct  a  line  for  the  transmission  of  electricity  between 
its  station  in  the  city  of  Fall  River  and  a  point  on  the  westerly  border  of 
the  town  of  Seekonk  for  distribution  in  the  area  supplied  by  said  company, 
representing  that  such  line  will  serve  the  public  convenience  and  is  con- 
sistent with  the  public  interest,  the  company  having  filed  with  its  petition 
a  general  description  of  such  transmission  line  and  a  map  or  plant  showing 
the  cities  and  towns  through  which  the  line  will  pass  and  its  general  loca- 
tion and  an  estimate  showing  in  reasonable  detail  the  cost  of  said  line, 
after  notice  by  publication  and  by  personal  service  upon  the  mayor  and 
city  clerk  of  Fall  River  and  the  respective  chairmen  of  the  boards  of 
selectmen  and  the  clerks  of  the  towns  of  Somerset,  Swansea  and  Seekonk, 
as  required  by  the  Board,  and  a  public  hearing  thereon  in  said  city  of  Fall 
River,  it  is  — 

Ordered,  That  the  Board  hereby  determines  that  said  line  is  necessary 
for  the  purpose  alleged  in  said  petition  and  will  serve  the  public  conven- 
ience and  is  consistent  with  the  public  interest.    (June  22,  1917.) 

R.  P.  Borden  and  W.  R.  Peabody,  for  the  companb^OOglc 
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PETmoN  OF  THE  New  Ekqland  Power  Compant, 

This  is  a  petition  by  the  New  England  Power  Company, 
under  the  provisions  of  section  128  of  chapter  742  of  the  Acts 
of  the  year  1914,  as  amended  by  chapter  141  of  the  General 
Acts  of  the  year  1917,  for  authority  to  construct  and  use  a  line 
for  the  transmission  of  electricity  from  the  substation  of  the 
Leominster  Electric  Light  and  Power  Company,  or  land  ad- 
jacent thereto,  in  Leominster  to  the  station  of  the  Fitchburg 
and  Leominster  Street  Railway  Company,  or  land  easterly 
thereof,  in  Ayer. 

After  notice  by  publication  and  by  personal  service  upon  the 
mayor  and  city  clerk  of  Leominster,  and  the  respective  chair-' 
men  of  the  boards  of  selectmen  and  the  clerks  of  the  towns  of 
Lancaster,  Lunenburg,  Shirley  and  Ayer,  a  public  hearing  was 
held  in  Leominster. 

The  purpose  of  this  line  is  the  supply  of  electricity  to  the 
Ayer  cantonment  of  the  United  States  government  now  in 
process  of  construction  on  a  large  tract  of  land  west  of  Ayer, 
and  lying  also  partly  in  the  towns  of  Shirley,  Lunenburg, 
Lancaster  and  Harvard.  The  New  England  company  has  a 
line  for  the  transmission  of  electricity  at  high  tension  through 
Leominster  and  Lancaster  to  Clinton.  From  it  electricity  is 
supplied  to  all  of  the  companies  distributing  electricity  in  the 
several  towns  in  which  the  cantonment  is  located.  The  can- 
tonment will  care  for  over  35,000  troops,  and  its  load  is  esti- 
mated to  be  about  1,500  kilowatts.  For  its  reliable  supply, 
and  to  meet  the  government's  requirements,  a  new  line  with 
two  independent  circuits  from  the  company's  main  line  in 
Leominster  must  be  built  and  completed  by  the  15th  of  August. 

Since  the  company  undertook  to  furnish  electricity  to  this 
cantonment  it  has  acquired  rights  over  private  lands  in  said 
dty  and  towns  for  the  construction  of  not  less  than  one-half  of 
the  total  length  of  the  proposed  line.  But  it  has  been  unable 
to  reach  an  agreement  for  tjie  necessary  easements  with  the 
owners  of  nine  parcels  of  land  which  the  line  will  cross.  A 
supplementary  petition  was  accordingly  filed  subsequent  to  the 
filing  of  the  original  petition,  asking  that,  if  the  original  petition 
be  granted,  authority  may  also  be  granted  to  take  rights  of  way 
for  the  line  over  the  parcels  in  question.    The  importance  o|^ 
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the  line  to  the  government  and  the  urgency  for  its  completion 
are  such  that  notice  of  this  supplementary  petition  was  served 
upon  the  landowners  in  question  and  a  public  hearing  thereon 
held  in  connection  with  the  hearing  on  the  original  petition,  at 
which  all  of  the  landowners,  save  two,  were  present  or  repre- 
sented. 

The  necessity  for  the  line  and  its  direct  relation  to  the  public 
convenience  and  interest  are  too  manifest  to  require  any  dis- 
cussion. Some  questions  were  raised  as  to  the  desirability  of 
the  particular  route  chosen,  and  other  routes  were  urged.  But 
such  routes  as  might  avoid  Leominster  altogether  were  not 
feasible  in  view  of  the  uses  to  which  the  government  proposes 
to  devote  the  land  which  it  has  acquired,  and  after  viewing  the 
location  it  did  not  appear  that  a  modiiScation  of  the  proposed 
route  would  do  more  than  transfer  to  other  owners  the  hardship 
of  having  land  taken  for  this  purpose. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  New  England  Power  Company,  pursuant  to  the 
provisions  of  section  128  of  chapter  742  of  the  Acts  of  the  year  1914,  as 
amended  by  chapter  141  of  the  General  Acts  of  the  year  1917,  for  author- 
ity to  construct  and  use  a  line  for  the  transmission  of  electricity  from  the 
substation  of  the  Leominster  Electric  Light  and  Power  Company,  or  land 
adjacent  thereto,  in  Leominster  to  the  power  station  of  the  Fitchburg 
and  Leominster  Street  Railway  Company  in  Ayer,  or  land  easterly  thereof, 
for  distribution  in  the  towns  of  Shirley  and  Ayer  and  elsewhere,  and  for 
supplying  electricity  to  the  Ayer  cantonment  of  the  United  States  gov- 
ernment, representing  that  such  line  will  serve  the  public  convenience 
and  is  consistent  with  the  public  interest,  the  company  having  filed  with 
its  petition  a  general  description  of  such  transmission  line  and  a  map  or 
plan  showing  the  city  and  towns  through  which  the  line  will  pass  and 
its  general  location,  and  an  estimate  showing  in  reasonable  detail  the  cost 
of  said  line,  after  notice  by  publication  and  by  personal  service  upon  the 
mayor  and  city  clerk  of  Leominster  and  the  respective  chairmen  of  the 
boards  of  selectmen  and  the  clerks  of  the  towns  of  Lancaster,  Lunenburg, 
Shirley  and  Ayer,  as  required  by  the  Board,  and  a  public  hearing  in  said 
city  of  Leominster,  it  is  — 

Ordered,  That  the  Board  hereby  determines  that  said  line  is  necessary 
for  the  purpose  alleged  in  said  petition  and  will  serve  the  public  conven- 
ience and  is  consistent  with  the  public  interest. 

And  on  a  petition  of  said  company,  supplementary  to  that  above  men- 
tioned, for  authority  to  take  such  lands  not  exceeding  125  feet  in  width, 
or  such  rights  of  way  or  other  easements  therein  as  may  be  necessary  for 
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the  oonstruction  and  use  of  said  line,  it  appearing  that  the  company  has 
acquired  rigihts  over  private  lands  in  said  city  and  towns  for  the  construc- 
tion of  not  less  than  one-half  the  total  length  of  said  line,  and  the  company 
having  filed  with  the  Board  a  map  or  plan  of  said  line  showing  the  rights 
acquired  and  the  city  and  towns  through  which  it  will  pass,  public  ways, 
railroads,  railways  and  navigable  streams  which  it  will  cross,  and  the 
extent  to  which  it  will  be  located  upon  private  land  or  upon,  under  or 
along  public  ways  and  places,  after  notice  by  personal  service  upon  the 
respective  owners  of  the  several  parcels  of  land  which  said  line  will  cross, 
over  which  said  company  has  not  acquired  the  necessary  rights  therefor, 
as  required  by  the  Board,  and  a  pubUc  hearing  thereon  in  said  city  of 
Leominster,  it  is  further  — 

Ordered,  That  the  Board  hereby  authorizes  said  company  to  take  such 
lands  not  exceeding  125  feet  in  width,  or  such  rights  of  way  or  other  ease- 
ments therein  as  may  be  necessary  for  the  construction  and  use  of  the 
remainder  of  said  line  along  the  route  shown  upon  the  plan  filed  with  the 
Board  on  July  19,  1917,  in  six  sheets,  numbered  1  to  6  consecutively,  and 
designated  "New  England  Power  Company,  Worcester,  Massachusetts. 
Plan  of  Leominster-Ayer  Line,"  and  dated,  respectively,  July  4,  13,  13, 
13, 17  and  18, 1917.    (July  26, 1917.) 

F.  J.  Dunn,  for  the  company. 

Henry  F.  SawteUe,  for  city  of  Leominster. 

James  H.  P.  Dyer  and  Franklin  Freeman,  for  the  remonstrants. 


Petition  op.  the  Fall  River  Electric  Light  Company. 

This  is  a  petition  by  the  Fall  River  Electric  Light  Company, 
under  the  provisions  of  section  128  of  chapter  742  of  the  Acts 
of  the  year  1914,  as  amended  by  chapter  141  of  the  General 
Acts  of  the  year  1917,  for  authority  to  take  such  lands,  not  ex- 
ceeding 125  feet  in  width,  or  such  rights  of  way  or  other  ease- 
ments therein  as  may  be  necessary  for  the  construction  and  use 
of  a  line  for  the  transmission  of  electricity  between  the  com- 
pany's station  in  the  city  of  Fall  River  and  a  point  on  the 
westerly  border  of  Seekonk. 

After  notice  by  personal  service  upon  the  several  owners  of 
private  lands  over  which  said  line  will  pass,  from  whom  the 
company  had  not  acquired  the  title  thereto  or  the  necessary 
rights  of  way  or  other  easements  therein,  a  public  hearing  was 
held  in  the  city  of  Fall  River,  one  of  the  cities  and  towns 
through  which  said  line  will  pass.    At  this  hearing  all  of  the 
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landowners  in  question,  save  one,  were  present  or  represented 
by  counsel.  In  addition  to  the  hearing  the  Board  viewed  the 
several  parcels  of  land  involved. 

The  Massachusetts  Waterways  Commission  and  the  War  De- 
partment have  authorized  the  construction  of  the  line  across 
the  Taunton  River  between  Fall  River  and  Somerset.  The 
points  so  fixed  for  this  crossing  have  necessarily  established  the 
route  of  the  line  in  Fall  River  and  its  approach  to  the  Somerset 
side  of  the  river.  The  proposed  line  will  be  built  throughout 
its  length  on  a  private  right  of  way.  It  appeared  at  the  hearing 
that  the  company  has  acquired  rights  over  private  lands  for  the 
construction  of  considerably  more  than  one-half  the  total  length 
of  said  line.  It  further  appeared  that  the  company  had  been 
granted  the  necessary  locations  to  cross  the  public  ways  of  Re- 
hoboth,  a  town  not  mentioned  in  the  company's  original  peti- 
tion, but  now  included  by  reason  of  a  slight  modification  of  the 
route  since  the  Board's  decision  on  that  petition.  Similar  appli- 
cations in  the  towns  of  Somerset,  Swansea  and  Seekonk  are 
awaiting  the  result  of  this  proceeding  and  the  final  establish- 
ment of  the  route  of  said  line. 

After  examining  the  route  of  the  proposed  line  as  shown  by 
the  map  or  plan  filed  with  this  petition,  and  hearing  the  parties 
directly  interested,  the  Board  is  convinced  that  the  route  se- 
lected is  as  unobjectionable  as  any;  and  finds  no  occasion  for 
advising  or  requiring  a  change  or  modification  of  the  route  in 
whole  or  in  part.  Indeed,  the  chief  ground  of  opposition  was 
pot  so  much  to  the  route  selected  as  to  the  taking  of  any  of  the 
respondents'  lands.  In  its  earlier  decision  the  Board  considered 
and  decided  the  questions  of  public  interest  and  convenience 
involved.  Hostility  to  condemning  land  for  any  purpose  is  in- 
stinctive, but  private  rights  must  often  yield  where  adequate 
provision  for  the  public  welfare  cannot  otherwise  be  reasonably 
made. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Fall  River  Electric  Light  Company,  pursuant 
to  the  provisions  of  section  128  of  chapter  742  of  the  Acts  of  the  year  1914, 
as  amended  by  chapter  141  of  the  General  Acts  of  the  year  1917,  for  author- 
ity to  take  such  lands,  not  exceeding  125  feet  in  width,  or  such  rights  of 
way  or  other  easements  therein  as  may  be  necessary  for  the  construction 


Digitized  by  VjOOQ IC 


1918.]  PUBLIC  DOCUMENT  — No.  35.  73 

and  use  of  a  line  for  the  transmission  of  electricity  between  the  company's 
station  in  the  city  of  Fall  River  and  a  point  on  the  westerly  border  of 
Seekonk,  the  Board  having  heretofore,  by  an  order  adopted  on  the  twenty- 
second  day  of  June,  1917,  determined  that  said  line  is  necessary  for  the 
purpose  alleged  in  the  petition  therefor  and  will  serve  the  public  conven- 
ience and  is  consistent  with  the  p\i\Mc  interest,  and  it  appearing  that 
the  company  has  acquired  rights  over  private  lands  in  the  city  and  towns 
through  which  said  line  will  pass  for  the  construction  of  not  less  than 
one-half  of  the  total  length  of  said  line,  and  has  filed  with  the  Board  a 
map  or  plan  of  said  line  showing  the  rights  acquired  and  the  city  and 
towns  through  which  it  will  pass,  the  public  ways,  raUroads,  railways, 
navigable  streams  and  tidewaters  which  it  will  cross,  and  the  extent  to* 
which  it  will  be  located  upon  private  land  or  upon,  imder  or  along  pubUc 
ways  and  places,  after  notice  by  personal  service,  as  required  by  the 
Board,  on  the  respective  owners  of  the  several  parcels  of  land  which  said 
line  will  cross  over,  which  said  company  has  not  acquired  the  necessary 
rights  therefor,  and  a  pubUc  hearing  thereon  in  the  city  of  Fall  River, 
it  b  — 

Ordered,  That  the  Board  hereby  authorizes  said  company  to  take  such 
lands,  not  exceeding  125  feet  in  width,  or  such  rights  of  way  or  other 
easements  therein  as  may  be  necessary  for  the  construction  and  use  of 
the  remainder  of  said  line  along  the  route  shown  upon  the  plan  filed  with 
the  Board  Sept.  6,  1917,  in  nine  sheets,  numbered  4,  5,  6,  7,  8,  9,  10,  11 
and  13,  respectively,  and  designated  ''Fall  River  Electric  Light  Co. 
Plan  of  Providence-Fall  River  Line,"  and  dated,  respectively,  May  22, 
May  22,  January  26,  January  26,  May  5,  May  9,  May  10,  May  10,  Sept. 
5,1917.    (Oct.  1,  1917.) 

W,  Rodman  Peabody  and  R.  P.  Borden,  for  the  company. 
John  F.  Swift,  Htigo  A.  Clason,  Israel  Brayton,  Geo.  P.  Hall, 
Norman  Hall  and  Chae.  R.  Ecutrnan,  for  the  respondents. 


Petition  of  the  Seekonk  Electric  Company. 

This  is  a  petition  by  the  Seekonk  Electric  Company,  under 
the  provisions  of  section  128  of  ghapter  742  of  the  Acts  of  the 
year  1914,  as  amended  by  chapter  141  of  the  General  Acts  of 
the  year  1917,  for  authority  to  construct  and  use  a  line  for  the 
transmission  of  electricity  between  a  point  on  the  Rhode  Island 
line  in  the  town  of  Seekonk  and  the  station  of  the  Attleboro 
Steam  and  Electric  Company  in  the  city  of  Attleboro. 

After  notice  by  publication  and  by  personal  service  upon  the 
chairman  of  the  board  of  selectmen  of  the  town  of  Seekonk  and 
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the  mayor  and  city  clerk  of  the  city  of  Attleboro,  and  upon  the 
owners  of  certain  lands  necessary  to  be  taken  for  the  construc- 
tion of  said  line  as  therein  alleged,  a  ptiblic  hearing  was  held  in 
Attleboro. 

The  Seekonk  company  is  engaged  in  distributing  in  Seekonk 
electricity  furnished  to  it  by  the  Narragansett  Electric  Lighting* 
Company.  The  proposed  line  will  bfe  used  to  receive  electricity 
from  the  latter  company  at  the  State  line  and  transmit  it  across 
Seekonk  and  Attleboro  to  the  station  of  the  Attleboro  com- 
.pany  for  general  distribution  in  Attleboro  by  the  last-named 
company.  The  Narragansett  company  has  a  large  generating 
plant  favorably  situated  on  tidewater,  and  its  station  is  also 
connected  with  the  lines  of  the  New  England  Power  Company 
and  its  hydro-electric  plants.  By  means  of  the  proposed  line 
the  Attleboro  company  will  secure  a  supply  of  electricity,  at  a 
cost  somewhat  lower  than  the  cost  of  producing  electricity  in 
its  own  station,  adequate  to  meet  promptly  for  a  considerable 
period  of  years  the  actual  and  prospective  requirements  of  its 
customers,  and  with  a  substantial  saving  in  Investment  as  com- 
pared with  a  corresponding  increase  in  the  capacity  of  its  own 
station. 

The  importance  to  the  welfare  of  Attleboro  of  the  introduc- 
tion of  cheap  and  reliable  power  is  so  manifest  that  no  opposi- 
tion to  this  project  developed  at  the  hearing,  save  as  individual 
interests  are  affected  by  the  route  of  the  line.  The  present  ex- 
ceptional industrial  activity  and  the  diflSculties  in  securing  coal 
have  emphasized  the  desirability  and  even  necessity  of  so  co- 
ordinating the  developed  sources  of^  power,  both  steam  and 
hydro-electric,  throughout  the  State  by  connecting  lines  as  to 
utilize  existing  plants  and  introduce  substantial  economies  in 
their  operation  and  future  investment.  The  undertaking  in 
question  is  a  step  in  this  direction,  and  the  Board  has  no  hesi- 
tation in  authorizing  the  construction  of  the  line. 

It  appeared  at  the  hearing  that,  while  rights  across  private 
lands  had  been  acquired  for  a  considerable  part  of  the  line, 
sufficiently  definite  information  as  to  the  takings  essential  to 
its  construction  is  not  yet  available  to  enable  the  Board  to  deal 
finally  in  this  decision  with  this  feature  of  the  case. 
The  following  is  therefore  adopted :  — 
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On  the  petition  of  the  Seekonk  Electric  Company,  pursuant  to  the 
provisions  of  section  128  of  chapter  742  of  the  Acts  of  the  year  1914,  as 
amended  by  chapter  141  of  the  General  Acts  of  the  year  1917,  for  author- 
ity to  construct  a  line  for  the  transmission  of  electricity  between  a  point 
on  the  Rhode  Island  line,  ia  the  town  of  Seekonk,  and  the  station  of  the 
Attleboro  Steam  and  Electric  Company,  ia  the  city  of  Attleboro,  for 
the  purpose  of  suppl3ring  electricity  to  said  Attleboro  Steam  and  Electric 
Company,  representing  that  such  line  will  serve  the  public  convenience 
and  is  consistent  with  the  public  interest,  the  company  having  filed  with 
its  petition  a  general  description  of  such  transmission  line  and  a  map  or 
plan  showing  the  city  and  town  through  which  the  line  will  pass  and  its 
g^eral  location,  and  an  estimate  showing  in  reasonable  detail  the  cost 
of  said  line,  after  notice,  as  required  by  the  Board,  both  by  publication 
and  by  personal  service  upon  the  mayor  and  city  clerk  of  Attleboro  and 
the  chairman  of  the  board  of  selectmen  of  the  town  of  Seekonk,  and  upon 
the  owners  of  certain  lands  necessary  to  be  taken  for  the  construction 
of  said  line  as  therein  alleged,  and  a  public  hearing  thereon  in  the  city  of 
Attleboro,  it  is  — 

Ordered,  That  the  Board  hereby  determines  that  said  line  is  necessary 
for  the  purpose  alleged  in  said  petition,  and  will  serve  the  public  conven- 
ience and  is  consistent  with  the  public  interest.    (Nov.  5, 1917.) 

Harold  JViUiams,  for  the  company. 


Petition  of  the  Seekonk  Electric  Company. 

This  is  a  petition  by  the  Seekonk  Electric  Company  under 
the  provisions  of  section  128  of  chapter  742  of  the  Acts  of  the 
year  1914,  as  amended  by  chapter  141  of  the  General  Acts  of 
the  year  1917,  for  authority  to  construct  and  use  a  line  for  the 
transmission  of  electricity  between  a  point  on  the  Rhode  Island 
line,  in  the  town  of  Seekonk,  and  the  station  of  the  Attleboro 
Steam  and  Electric  Company,  in  the  city  of  Attleboro,  and  to 
take  such  lands  not  exceeding  150  feet  in  width,  or  such  rights 
of  way  or  other  easements  therein  as  may  be  necessary  for  the 
construction  and  use  of  said  line. 

After  notice  by  publication  and  by  personal  service  upon  the 
chairman  of  the  board  of  selectmen  of  the  town  of  Seekonk  and 
the  mayor  and  city  clerk  of  the  city  of  Attleboro  and  upon  the 
owners  of  certain  lands  necessary  to  be  taken  for  the  construc- 
tion of  said  line  as  therein  alleged,  a  public  hearing  was  held  in 
Attleboro. 
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Upon  the  first  part  of  the  petition  the  Board  on  Nov.  5,  1917, 
determined  "that  said  line  is  necessary  for  the  purpose  alleged 
in  said  petition,  and  will  serve  the  public  convenience  and  is 
consistent  with  the  public  interest."  At  the  hearing  it  appeared 
that  the  company  had  acquired  rights  over  private  lands  for  the 
construction  of  considerably  more  than  one-half  the  total  length 
of  said  line.  All  of  the  landowners  who  will  be  affected  if  tak- 
ings are  authorized  for  the  remainder  of  the  line,  save  four, 
were  present  or  represented  by  counsel.  It  also  appeared  that 
in  certain  instances  satisfactory  adjustments  might  be  reached 
by  further  negotiation  between  the  parties,  and  some  sugges- 
tions of  modification  of  the  route  were  made.  The  company 
has  meantime  filed  a  new  plan  of  said  line  modifying  the  route 
slightly  to  avoid  one  of  the  parcels  in  question.  It  has  also 
settled  with  the-  owners  of  all  but  nine  parcels  of  land  crossed 
by  the  line.  The  owners  of  three  of  these  parcels  are  unknown. 
Upon  consideration  of  the  route  shown  by  the  plan  last  filed, 
and  the  evidence  submitted  at  the  hearing,  the  Board  is  con- 
vinced that  this  route  is  as  unobjectionable  as  any,  and  finds  no 
occasion  for  advising  or  requiring  a  further  modification  of  the 
route.  In  view  of  the  character  of  the  proposed  line  there  seems 
to  be  no  occasion,  however,  for  making  a  taking  in  any  instance 
exceeding  50  feet  in  width. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Seekonk  Electric  Company,  pursuant  to  the 
provisions  of  section  128  of  chapter  742  of  the  Acts  of  the  3rear  1914,  as 
amended  by  chapter  141  of  the  General  Acts  of  the  year  1917,  for  author- 
ity to  take  such  lands  not  exceeding  150  feet  in  width  or  such  rights  of 
way  or  other  easements  therein  as  may  be  necessary  for  the  construction 
and  use  of  a  line  for  the  transmission  of  electricity  between  a  point  on 
the  Rhode  Island  line,  in  the  town  of  Seekonk,  and  the  station  of  the 
Attleboro  Steam  and  Electric  Company,  in  the  city  of  Attleboro,  the 
Board  having  heretofore  by  an  order  adopted  on  the  fifth  day  of  No- 
vember, 1917,  determined  that  said  line  is  necessary  for  the  purpose 
alleged  in  said  petition,  and  will  serve  the  public  convenience  and  is  con- 
sistent with  the  public  interest,  and  it  appearing  that  the  company  has 
acquired  rights  over  private  lands  in  the  city  and  town  through  which 
said  line  will  pass  for  the  construction  of  not  less  than  one-half  of  the 
total  length  of  said  line,  and  has  filed  with  the  Board  a  map  or  plan  of 
said  line  showing  the  rights  acquired  and  the  city  and  town  throu|^ 
which  it  will  pass,  the  public  ways,  raihroads,  railways,  navigable  streams 
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and  tidefwateiB  which  it  will  cross  and  the  extent  to  which  it  will  be  located 
upon  private  land  or  upon,  under  or  along  public  ways  and  places,  after 
notice  by  personal  service,  as  required  by  the  Board,  on  the  respective 
owners  of  the  several  parcels  of  land,  which  said  line  will  cross,  over  which 
said  company  has  not  acquired  the  necessary  rights  therefor,  and  a  public 
hearing  thereon  in  the  city  of  Attleboro,  it  is  — 

Ordered,  That  the  Board  hereby  authorizes  said  company  to  take  such 
lands  not  exceeding  50  feet  in  width  or  such  rights  of  way  or  other  ease- 
ments therein  as  may  be  necessary  for  the  construction  and  use  of  the 
remainder  of  said  line  along  the  route  shown  upon  the  plan  filed  with 
the  Board  on  Dec.  4,  1917,  and  designated  ''Line  taken  by  Seekonk 
Electric  Co.  situated  in  Attleboro  &  Seekonk,  Mass.,''  and  dated  Oct.  1, 
1917.     (Dec.  10,  1917.) 

Approval  of  Locationa. 
Eastern  Massachusetts  Electric  Company  in  Lynn. 

WherecLS,  By  an  order  of  the  aldermen  of  the  city  of  Lynn 
adopted  July  7,  1916,  the  Eastern  Massachusetts  Electric  Com- 
pany was  granted  a  location  for  a  line  for  the  transmission  of 
electricity  across  certain  public  ways  in  said  city  therein  speci- 
fied for  the  sole  purpose  of  supplying,  elsewhere  than  in  Lynn, 
electricity  in  bulk  as  defined  in  chapter  742  of  the  Acts  of  the 
year  1914,  said  line  being  intended  to  extend  from  Some  point 
in  the  city  of  Sal^m,  through  the  town  (now  city)  of  Peabodyj 
the  city  of  Lynn  and  the  towns  of  Lynnfield,  Wakefield  and 
Saugus  to  the  city  of  Melrose;  and 

WkerecUy  Certain  regulations  and  restrictions  were  imposed 
in  said  grant  of  location  affecting  the  erection,  maintenance  or 
operation  of  said  line  expressed  in  the  following  terms,  limita- 
tions and  restrictions,  viz.:  — 

1.  No  poles,  towers  or  other  supports  shall  be  erected  or  maintained 
in  said  public  way,  and  all  wires  or  other  conductors  crossing  said  public 
way  shiJl  be  suspended  from  the  poles  or  towers  erected  outside  the  limits 
th^eof. 

2.  All  transmission  wires  and  conductors  used  for  the  purpose  of  trans- 
mitting electric  current  shall  be  suspended  at  a  height  of  at  least  42  feet 
above  the  surface  of  said  way,  and  said  transmission  line  shall  be  con- 
structed and  maintained  at  said  crossiag  ia  a  manner  in  all  respects  equal 
to  that  required  by  the  specifications  of  the  National  Electric  Light  Asso- 
ciation, shall  be  constructed  and  maintained  in  accordance  with  the  ordi- 
nances of  the  city  of  L3mn,  and  shall  cross  said  public  way  at  substantially 
the  points  shown  on  the  plan  annexed  to  said  petition  marked  "Eastern!^ 
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Massachusetts  Electric  Company  Overhead  System  Location  Proposed 
Transmission  Line,  Lynnfield  Street,  Lynn,  Mass.,"  which  is  hereby  re- 
ferred to  and  made  a  part  of  this  order. 

3.  The  electricity  transmitted  by  said  wires  shall  be  used  for  the  sole 
purpose  of  supplsdng  electricity  in  bulk  to  customers  and  consumers  out- 
side the  city  of  Lynn,  and  no  electricity  so  transmitted  shall  be  supplied 
to  any  customer  or  consimier  within  said  city. 

Nowy  Upon  consideration  of  the  premises  and  pursuant  to 
the  provisions  of  section  132  of  chapter  742  of  the  Acts  of  the 
year  1914,  it  is  — 

Ordered,  That  the  Board  of  Gas  and  Electric  Light  Commissioners 
hereby  approves  of  the  regulations  and  restrictions  imposed  in  the  grant 
of  location  above  described.     (April  24,  1917.) 


Eastern  Massachusetts  Electric  Company  in  Lynnfield. 

Whereas f  By  an  order  of  the  selectmen  of  the  town  of  Lynn- 
field adopted  March  6,  1916^  the  Eastern  Massachusetts  Elec- 
tric Company  was  granted  a  location  for  the  transmission  of 
electricity  across  certain  public  ways  in  said  town  therein  speci- 
fied for  the  sole  purpose  of  supplying,  elsewhere  than  in  Lynn- 
field, electricity  in  bulk  as  defined  in  chapter  742  of  the  Acts  of 
the  year  1914,  said  line  being  intended  to  extend  from  some 
point  in  the  city  of  Salem,  through  the  town  (now  city)  of 
Peabody,  the  city  of  Lynn  and  the  towns  of  Lynnfield,  Wake- 
field and  Saugus  to  the  city  of  Melrose;  and 

Whereas^  Certain  regulations  and  restrictions  were  imposed 
in  said  grant  of  location  affecting  the  erection,  maintenance  or 
operation  of  said  line  expressed  in  the  following  terms,  limita- 
tions and  restrictions,  viz.:  — 

1.  No  poles,  towers  or  other  supports  shall  be  erected  or  maintained 
in  said  public  ways,  and  all  wires  or  other  conductors  crossing  said  public 
ways  shall  be  suspended  from  poles  or  towers  erected  outside  the  limits 
thereof. 

2.  All  transmission  wires  and  conductors  used  for  the  purpose  of  trans- 
mitting electric  current  across  Walnut  Street  shall  be  suspended  at  height 
of  at  least  37  feet  above  the  surface  of  said  way,  and  the  transmission 
wires  and  conductors  used  for  the  purpose  of  transmitting  electric  current 
across  Newburyport  Turnpike  shdl  be  suspended  at  a  height  of  at  least 
42  feet  above  the  surface  of  said  way.    Said  transmission  line  shall  be 
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'Constructed  and  maintained  at  said  crossings  in  a  manner  in  all  respects 
equal  to  that  required  by  the  specifications  of  the  National  Electric  Light 
Association^  shall  be  constructed  and  maintained  in  accordance  with 
-the  by-laws  of  the  town  of  Lynnfield,  and  shall  cross  said  public  ways  at 
substantially  the  points  shown  on  the  plans  annexed  to  said  petition 
marked,  respectively,  "Eastern  Massachusetts  Electric  Company.  Over- 
head System  Location  Proposed  Transmission  Line,  Walnut  Street,  Lynn- 
£eld,  Mass.,"  and  "Eastern  Massachusetts  Electric  Company.  Overhead 
System  Location  Proposed  Transmission  Line,  Newburyport  Turnpike, 
Xjmnfield,  Mass." 

3.  The  electricity  transmitted  by  said  wires  shall  be  used  for  the  sole 
purpose  of  supplying  electricity  in  bulk  to  customers  or  consumers  out- 
side the  towi\  of  Lynnfield,  and  no  electricity  so  transmitted  shall  be  sup- 
plied to  any  customer  or  consumer  within  said  town. 

Now^  Upon  consideration  of  the  premises  and  pursuant  to 
the  provisions  of  section  132  of  chapter  742  of  the  Acts  of  the 
year  1914,  it  is  — 

Ordered,  That  the  Board  of  Gas  and  Electric  Light  Commissioners 
hereby  approves  of  the  regulations  and  restrictions  imposed  in  the  grant 
of  location  above  described.    (April  24,  1917.) 


Eastern  Massachusetts  Electric  Company  in  Peabodt. 

Whereas,  By  an  order  of  the  selectmen  of  the  town  of  Pea- 
body  adopted  May  26,  1916,  the  Eastern  Massachusetts  Elec- 
tric Company  was  granted,  a  location  for  a  line  for  the  trans- 
mission of  electricity  across  certain  public  ways  in  said  town 
therein  specified  for  the  sole  purpose  of  supplying,  elsewhere 
than  in  Peabody,  electricity  in  bulk  as  defined  in  chapter  742  of 
the  Acts  of  the  year  1914,  said  line  being  intended  to  extend 
from  some  point  in  the  city  of  Salem,  through  the  town  (now 
city)  of  Peabody,  the  city  of  Lynn  and  the  towns  of  Lynnfield, 
Wakefield  and  Saugus  to  the  city  of  Melrose;  and 

Whereas,  Certain  regulations  and  restrictions  were  imposed 
in  said  grant  of  location  affecting  the  erection,  maintenance  or 
operation  of  said  line  expressed  in  the  following  terms,  limita- 
tions and  restrictions,  viz. :  — 

1.  No  poles,  towers  or  other  supports  shall  be  erected  or  maintained 
in  said  pubHc  ways,  and  all  wires  or  other  conductors  crossing  said  pubUc 
-ways  shall  be  suspended  from  the  poles  or  towers  erected  outside  the 
limits  thereof.  r^^^M^ 
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2.  The  transmission  wires  and  conductors  used  for  the  purpose  of 
transmitting  electric  current  across  Fairview  Avenue  shall  be  suspended 
at  a  height  of  at  least  37  feet  above  the  surface  of  said  way,  and  the  trans- 
mission wires  and  conductors  used  for  the  purpose  of  transmitting  electric 
current  across  Lynn  Street  shall  be  suspended  at  a  height  of  at  least  42 
feet  above  the  surface  of  said  way. 

Said  transmission  line  at  said  crossings  shall  be  constructed  and  main- 
tained in  a  manner  equal  to  that  which  is  required  by  the  specifications 
of  the  National  Electric  Light  Association,  shall  be  constructed  and  main- 
tained in  accordance  with  the  by-laws  of  the  town  of  Peabody,  and  shall 
cross  said  public  ways  at  substantially  the  points  shown  on  the  plana 
annexed  to  said  petition  marked,  respectively,  "Eastern  Massachusetts 
Electric  Company.  Overhead  System  Location  Proposed  Transmission 
Line,  Fairview  Avenue.  Peabody,  Mass.,"  and  "Eastern  Massachusetts 
Electric  Company.  Overhead  System  Location  Proposed  Transmission 
Line,  Lynn  Street,  Peabody,  Mass.,"  which  are  hereby  referred  to  and 
made  a  part  of  this  order. 

3.  The  electricity  transmitted  by  said  wires  shall  be  used  for  the  sole 
purpose  of  supplying  electricity  in  bulk  to  customers  or  consumers  out- 
side the  town  of  Peabody,  and  no  electricity  so  transmitted  shall  be  sup- 
plied to  any  customer  or  consumer  within  said  town. 

Now,  Upon  consideration  of  the  premises  and  pursuant  to  the 
provisions  of  section  132  of  chapter  742  of  the  Acts  of  the  year 
1914,  it  is  — 

Ordered,  That  the  Board  of  Gas  and  Electric  Light  Commissioners 
hereby  approves  of  the  regulations  and  restrictions  imposed  in  the  grant 
of  location  above  described.     (April  24,  1917.) 


Eastehn  Massachusetts  Electric  Company  in  Saugus. 

Whereas,  By  an  order  of  the  selectmen  of  the  town  of  Saugus- 
adopted  Jan.  31, 1916,  the  Eastern  Massachusetts  Electric  Com- 
pany was  granted  a  location  for  a  line  for  the  transmission  of 
electricity  across  certain  public  ways  in  said  town  therein  speci- 
fied for  the  Sole  purpose  of  supplying,  elsewhere  than  in  Saugus, 
electricity  in  bulk  as  defined  in  chapter  742  of  the  Acts  of  the 
year  1914,  said  line  being  intended  to  extend  from  some  point 
in  the  city  of  Salem,  through  the  town  (now  city)  of  Peabody, 
the  city  of  Lynn  and  the  towns  of  Lynnfield,  Wakefield  and 
Saugus  to  the  city  of  Melrose;  and 

Whereas,  Certain  regulations  and  restrictions  were  imposed 
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in  sidd  grant  of  location  affecting  the  erection,  maintenance  or 
operation  of  said  line  expressed  in  the  following  terms^  limita- 
tions and  restrictions,  viz.:  — 

1.  No  poles,  towers  or  other  supports  shall  he  erected  or  maintained 
in  said  puhlic  ways,  and  all  wires  or  other  conductors  crossing  said  pubHc 
ways  shall  be  suspended  from  poles  or  towers  erected  outside  the  limits 
thereof. 

2.  All  transmission  wires  and  conductors  used  for  the  purpose  of  trans- 
mitting electric  ciurent  across  Main  Street  shall  be  suspended  at  a  height 
of  at  least  37  feet  above  the  surface  of  said  way,  and  the  transmission 
wires  and  conductors  used  for  the  purpose  of  transmitting  electric  cmrent 
across  Water  Street  shall  be  suspended  at  a  height  of  at  least  42  feet  above 
the  surface  of  said  way.  Said  transmission  line  shall  be  constructed  and 
maintained  at  said  crossings  in  a  manner  in  all  respects  equal  to  that 
required  by  the  specifications  of  the  National  Electric  Light  Association, 
shall  be  constructed  and  maintained  in  accordance  with  the  by-laws  of 
the  town  of  Saugus,  and  shall  cross  said  public  ways  at  substantially 
the  points  shown  on  the  plans  annexed  to  said  petition  marked,  respec- 
tively, "Eastern  Massachusetts  Electric  Company.  Overhead  System 
Location  Proposed  Transmission  Line  Main  Street,  Saugus,  Mass.,''  and 
"Eastern  Massachusetts  Electric  Company.  Overhead  System  Location 
Proposed  Transmission  Line  Water  Street,  Saugus,  Mass,"  which  are 
hereby  referred  to  and  made  a  part  of  this  order. 

3.  The  electricity  transmitted  by  said  wires  shall  be  used  for  the  sole 
purpose  of  suppl3ring  electricity  in  bulk  to  customers  or  consiuners  out- 
side the  town  of  Saugus,  and  no  electricity  so  transmitted  shall  be  sup- 
pUed  to  any  customer  or  consumer  within  said  town. 

NoWy  Upon  consideration  of  the  premises  and  pursuant  to 
the  provisions  of  section  132  of  chapter  742  of  the  Acts  of  the 
year  1914,  it  is  — 

Ordered,  That  the  Board  of  Gas  and  Electric  Light  Commissioners 
hereby  approves  of  the  regulations  and  restrictions  imposed  in  the  grant 
of  location  above  described.    (April  24,  1917.) 

Charter  Extensions. 

Petition  op  the  Framingham  Gas,  Fuel  and  Power 

Company. 

This  is  an  application  by  the  Framingham  Gas,  Fuel  and 
Power  Company,  under  the  provisions  of  section  61  of  chapter 
742  of  the  Acts  of  the  year  1914,  for  authority  to  carry  on  the 
business  for  which  it  was  incorporated  in  the  town  of  Ashland. 
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This  company  was  incorporated  under  the  general  laws  of  the 
Commonwealth  in  1889  for  the  purpose  of  '^  manufacturing  and 
selling  gas  for  use  in  heating,  cooking,  chemical  and  mechanical 
purposes;  and  for  the  sale  of  gas  stoves,  gas  fixtures  and  gas 
engines."  This  purpose  was  amended  in  1897  by  introducing 
the  words  "or  illuminating"  after  t^  word  "mechanical." 
The  place  within  which  it  is  established  or  located  is  the  town 
of  Framingham,  and  ever  since  its  organization  it  has  been  en- 
gaged in  supplying  gas  in  that  town.  Ashland  adjoins  the  town 
of  Framingham  on  the  west,  and  at  the  present  time  has  no 
gas  service.  It  appeared  at  the  hearing  that  the  inhabitants 
of  Ashland  desire  such  service,  and  that  the  immediate  exten- 
sion of  the  company's  mains  into  Ashland  was  required  for  the 
supply  of  a  factory  of  the  United  States  Color  and  Chemical 
Company,  which  is  now  being  erected  in  Ashland.  It  further 
appeared  that  the  selectmen  of  the  town  had  granted  the  neces- 
sary street  permits  for  laying  the  mains  as  soon  as  the  company 
is  authorized  to  carry  on  its  business  in  Ashland. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Framingham  Gas,  Fuel  and  Power  Company, 
a  corporation  established  under  the  general  laws  of  this  Commonwealth 
in  the  town  of  Framingham  for  the  purpose  of  '^  manufacturing  and  selling 
gas  for  use  in  heating,  cooking,  chemical  and  mechanical  or  illuminating 
purposes;  and  for  the  sale  of  gas  stoves,  gas  fixtures  and  gas  engines," 
for  authority  to  carry  on  the  business  for  which  it  was  incorporated  in 
the  town  of  Ashland,  as  provided  in  section  61  of  chapter  742  of  the  Acts 
of  the  year  1914:  — 

Votedf  That  the  Board  of  Gas  and  Electric  Light  Commissioners,  after 
notice  and  a  public  hearing  and  upon  due  consideration  thereof,  hereby 
authorizes  said  Framingham  Gas,  Fuel  and  Power  Company  to  carry 
on  the  business  for  which  it  was  incorporated  in  the  town  of  Ashland, 
with  all  the  rights,  powers  and  privileges,  and  subject  to  all  the  duties 
and  liabilities,  set  forth  in  all  general  laws  now  or  hereafter  in  force  ap- 
plicable to  said  corporation.    (July  5,  1917.) 

Petition  of  the  Brockton  Gas  Light  Company. 

This  is  an  application  by  the  Brockton  Gas  Light  Company 
for  authority  under  the  provisions  of  section  61  of  chapter  742 
of  the  Acts  of  the  year  1914  to  carry  on  the  business  for  which 
it  was  incorporated  in  the  town  of  Canton. 
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The  company  was  organized  under  the  general  laws  in  the 
year  1859  for  the  purpose  of  manufacturing  and  selling  gas  for 
light  and  other  purposes  in  the  town  of  North  Bridgewater, 
under  the  name  of  the  North  Bridgewater  Gas  Light  Company. 
In  the  year  1874,  by  chapter  113  of  the  acts  of  that  year,  the 
name  of  the  town  of  North  Bridgewater  was  changed  to  Brocks- 
ton,  and  by  chapter  38  of  the  Acts  of  1882  the  name  of  the 
company  was  changed  to  the  Brockton  Gas  Light  Company. 
Pursuant  to  similar  applications  the  company  has  heretofore 
been  authorized  to  carry  on  its  business  in  the  towns  of  Ran- 
dolph, Avon,  Holbrook,  Bridgewater,  East  Bridgewater,  West 
Bridgewater  and  Stoughton.  The  town  ot  Canton  is  contiguous 
to  the  to^wns  of  Randolph  and  Stoughton. 

It  appeared  at  the  hearing  that  it  was  the  intention  of  the 
company  to  extend  its  distributing  system  for  the  supply  of  the 
town  with  gas  furnished  from  the  Brockton  works.  The  select- 
men of  the  town  have  voted  to  give  the  company  the  necessary 
privileges  in  the  streets. 

The  following  is  therefore  adopted:  — 

On  the  petition  of  the  Brockton  Gas  Light  Company,  a  corporation 
established  under  the  laws  of  this  Commonwealth  for  the  purpose  of 
^'making  and  selling  gas  in  the  town  of  North  Bridgewater,"  now  Brock- 
ton, for  authority  to  carry  on  the  business  for  which  it  was  incorporated 
in  the  town  of  Canton,  as  provided  in  section  61  of  chapter  742  of  the 
Acts  of  the  year  1914:  — 

Voted,  That  the  Board  of  Gas  and  Electric  Light  Commissioners,  after 
notice  and  a  public  hearing  and  upon  due  consideration  thereof,  hereby 
authorizes  the  said  Brockton  Gas  Light  Company  to  carry  on  the  business 
for  which  it  was  incorporated  in  the  town  of  Canton,  with  all  the  rights, 
poweri  and  privileges,  and  subject  to  all  the  duties  and  liabilities,  set 
forth  in  all  general  laws  now  or  hereafter  in  force  applicable  to  said  corpo- 
ration.   (Jan.  10, 1917.) 

B.  N.  Johnson,  for  the  company. 
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Compulsory  Supply. 

NORTHFIELD   SUPPLT. 

This  is  to  certify  that  at  a  meeting  of  the  Board  of  Gas  and 
Electric  Light  Commissioners  held  in  Boston  the  thirtieth  day 
of  July,  1917,  the  following  vote  was  duly  adopted,  viz.:  — 

Voted,  To  reaffirm  the  order  adopted  on  Sept.  17,  1915,  requiring  the 
Northfield  Water  Company  to  supply  Thomas  R.  Callender,  Herbert  F. 
Randolph  and  Eugene  F.  Hunt  with  water  at  their  respective  residences 
on  Main  Street  in  Northfield  forthwith,  provided  that  the  extension  neces- 
sary therefor  shall  be  made  by  the  laying  of  a  4-inch  main,  and  that  the 
owners  of  the  residences  represented  by  the  petitioners,  upon  surrender 
by  said  company  of  the  guaranty  executed  in  September,  1915,  shall  have 
first  executed  and  delivered  to  said  company  a  new  guaranty  in  substan- 
tial conformity  with  the  form  attached  to  said  order,  but  in  the  sum  of 
S120  instead  of  S80  as  therein  expressed.    (July  30, 1917.) 

Boston-Edison  Supply. 

Upon  the  petition  in  writing  of  George  V.  Wattendorf,  who 
has  residences  in  the  premises  numbered  861  to  863  Columbia 
Road  and  74  Moseley  Street,  Boston,  a  city  in  which  the  Edison 
Electric  Illuminating  Company  of  Boston  is  engaged  in  the 
manufacture  and  distribution  of  electricity,  and  who  is  ag- 
grieved by  the  refusal  and  neglect  of  said  company  to  supply 
electricity  to  said  residences,  notice  to  said  company  as  required 
by  law  having  been  waived,  but  said  company  and  the  peti- 
tioner having  been  heard,  it  is  hereby  — 

Ordered,  That  the  Edison  Electric  Illuminating  Company  of  Boston 
be  directed  and  required  to  supply  said  petitioner  with  electricity  at  his 
said  residences.    (Aug.  29, 1917.) 

Harvard  Supply. 

Upon  the  petition  in  writing  of  George  T.  Cruft  who  has  a 
residence  in  the  town  of  Harvard  on  the  old  road  from  Harvard 
to  Littleton,  said  town  of  Harvard  being  a  town  in  the  Com- 
monwealth of  Massachusetts  in  which  the  Harvard  Gas  and 
Electric  Company  is  engaged  in  the  distribution  and  sale  of 
electricity,  and  who  is  aggrieved  by  the  refusal  and  neglect  of 
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said  company  to  supply  him  with  electricity  at  his  said  resi- 
dence, after  notice  to  said  company  to  appear  at  a  time  and 
place  therein  named  to  show  cause  why  the  prayer  of  such  peti- 
tion should  not  be  granted,  as  required  by  law,  and  a  public 
hearing  at  which  the  petitioner  and  said  company  were  heard, 
it  is  hereby  — 

Ordered,  That  the  Harvard  Gas  and  Electric  Company  be  directed 
and  required  to  supply  said  petitioner  with  electricity  at  his  said  residence, 
provided  that  the  petitioner  shall  have  first  executed  and  delivered  to 
said  company  a  guaranty  in  substantial  conformity  with  the  form  hereto 
attached.    (Nov.  6, 1917.) 

GTiaranty. 

Know  aU  men  by  these  presents  that,  in  consideration  that  the  Harvard 
Gas  and  Electric  Company  shall  extend  its  lines  for  the  transmission  of 
electricity  in  the  town  of  Harvard,  County  of  Worcester,  Commonwealth 
of  Massachusetts,  for  the  supply  of  the  premises  of  George  T.  Cruft,  situ- 
ated on  the  old  road  from  Harvard  to  Littleton,  said  George  T.  Cruft 
covenants  with  and  promises  said  company  to  pay  to  it  monthly  for  the 
term  of  five  (5)  years  such  siun,  in  addition  to  the  company's  charges 
at  its  established  rates  for  electricity  sold  and  delivered  through  said  ex- 
tension to  said  Cnift  or  to  other  customers,  if  any,  as  wil^make  the  aggre- 
gate amount  of  sixteen  dollars  and  sixty-seven  cents  (S16.67),  the  first 
payment  hereunder  to  become  due  and  payable  one  month  after  the  said 
company  shall  be  ready  to  supply  the  said  premises  with  electricity  by 
the  extension  of  said  lines  to  a  convenient  point  on  the  property  line  of 
said  premises,  and  the  succeeding  payments  to  become  due  and  payable 
monthly  thereafter,  it  being  the  intention  of  this  agreement  to  assure 
to  said  company  a  gross  income  on  said  extension  of  not  less  than  two 
hundred  dollars  (1200.00)  a  year  but  not  to  affect  the  obligation  of  the 
undersigned  or  of  any  user  of  electricity  along  the  course  of  said  extension 
for  the  payment  of  the  rates  now  or  hereafter  established  therefor  by 
said  company. 

It  is  agreed  that  the  above-described  extension  shall  be  single  phase 
and  the  undersigned  shall  meet  all  expenses  incident  to  the  service  con- 
nection within  the  limits  of  his  property  other  than  the  installation  of  a 
meter. 

It  is  further  agreed  that  in  case  of  any  dispute  arising  during  said  period 
relative  to  alleged  wasteful  and  unnecessary  use  of  electricity  on  said 
premises  the  same  shall  be  referred  to  the  Board  of  Gas  and  Electric 
Light  Conuqissioners,  whose  decision  shall  be  final. 

In  mttness  whereof,  the  said  party  has  hereto  set  his  hand  and  seal  at 
Harvard  this  day  of  November,  1917. 

(Seal) 
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Harvard  Supply. 

Upon  'the  petition  in  writing  of  Harriet  A.  and  George  G.  P. 
Dickinson  who  have  a  residence  in  the  town  of  Harvard  on  a 
road  running  westerly  from  the  Harvard  station  of  the  Worces- 
ter and  Nashua  Railroad  to  Ayer,  said  town  of  Harvard,  being 
a  town  in  the  Commonwealth  of  Massachusetts  in  which  the 
Harvard  Gas  and  Electric  Company  is  engaged  ia  the  distribu- 
tion and  sale  of  electricity,  and  who  are  aggrieved  by  the  re- 
fusal and  neglect  of  said  company  to  supply  them  with  elec- 
tricity at  their  said  residence,  after  notice  to  said  company  to 
appear  at  a  time  and  place  therein  named  to  show  cause  why 
the  prayer  of  such  petition  should  not  be  granted,  as  required 
by  law,  and  a  public  hearing  at  which  the  petitioners  and  said 
company  were  heard,  it  is  hereby  — 

Ordered,  That  the  Hanraxd  Gas  and  Electric  Company  be  directed 
and  required  to  supply  said  petitioners  with  electricity  at  their  said  resi- 
dence, provided  that  the  petitioners  shall  have  first  executed  and  delivered 
to  said  company  a  guaranty  in  substantial  conformity  with  the  form 
hereto  attached.-   (Nov.  6, 1917.) 

GtLaranty. 

Know  aU  men  by  these  presenfs  that,  in  consideration  that  the  Harvard 
Gas  and  Electric  Company  shall  extend  its  lines  for  the  transmission  of 
electricity  in  the  town  of  Harvard,  County  of  Worcester,  Commonwealth 
of  Massachusetts,  for  the  supply  of  the  premises  of  Harriet  A.  and  George 
G.  P.  Dickinson,  situated  on  the  road  running  from  the  Harvard  station 
southwesterly,  westerly  and  northerly  to  the  town  of  Ayer,  the  said 
Harriet  A.  and  George  G.  P.  Dickinson  covenant  with  and  promise  said 
company  to  pay  to  it  monthly  for  the  term  of  five  (5)  years  such  sum, 
in  addition  to  the  company's  charges  at  its  established  rates  for  electricity 
sold  and  delivered  through  said  extension  to  said  Harriet  A.  and  George 
G.  P.  Dickinson  or  to  other  customers,  if  any,  as  will  make  the  aggregate 
amoimt  of  eight  dollars  and  thirty-four  cents  ($8.34),  the  first  payment 
hereunder  to  become  due  and  payable  one  month  after  the  said  company 
shall  be  ready  to  supply  the  said  premises  with  electricity  by  the  exten- 
sion of  said  lines  to  a  convenient  point  on  the  property  line  of  said  prem- 
ises, and  the  succeeding  pa3rment8  to  become  due  and  payable  monthly 
thereafter,  it  being  the  intention  of  this  agreement  to  assure  to  said 
company  a  gross  income  on  said  extension  of  not  less  than  one  hundred 
dollars  (SIOO.OO)  a  year  but  not  to  affect  the  obligation  of  the  undersigned 
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or  of  any  user  of  electricity  along  the  course  of  said  extension  for  the  pay- 
ment of  the  rates  now  or  hereafter  established  therefor  by  said  company. 

It  is  agreed  that  the  above-described  extension  shall  be  single  phase 
and  the  undersigned  shall  meet  all  expenses  incident  to  the  service  con- 
nection within  the  limits  of  their  property  other  than  the  installation  of 
a  meter. 

It  is  further  agreed  that  in  case  of  any  dispute  arising  during  said  period 
rdative  to  alleged  wasteful  and  unnecessary  use  of  electricity  on  said 
premises  the  same  shall  be  referred  to  the  Board  of  Gas  and  Electric 
Light  Conmiissioners,  whose  decision  shall  be  final. 

In  tDitness  whereof  the  said  parties  have  hereto  set  their  hands  and 
seals  at  Harvard  this  day  of  November,  1917. 

(Seal) 

(Seal) 


Calorifio  Standard  for  Gas. 

Statement  of  the  Board  at  a  Hearing  held  on  Dec.  4, 
1917,  AND  ITS  Subsequent  Determination  relative 
thereto. 

The  Legislature,  upon  the  recommendation  of  the  Board, 
passed  an  act  known  as  chapter  167  of  the  General  Acts  of  1916 
relative  to  establishing  a  calorific  standard  for  gas,  and  on  June 
20,  1916,  the  Board  held  a  public  hearing  under  the  provisions 
of  the  act.  That  hearing  was  held  for  the  purpose  not  only  of 
listening  to  all  that  might  be  suggested  by  those  interested  in 
the  subject,  but  also  of  announcing  publicly  certain  plans  the 
Board  had  formulated  for  first  testing  experimentally,  upon  a 
practical  rather  than  a  laboratory  basis,  the  heat  value  of  gas 
not  made  under  candle-power  requirements  which  would  deliver 
to  the  consumer  the  greatest  value  for  his  money  in  view  of  the 
uses  to  which,  for  the  most  part,  the  gas  is  put  and  the  economic 
conditions  affecting  its  production. 

At  that  time  the  Board  announced  that  it  was  its  purpose  to 
conduct  this  inquiry  for  a  period  of  six  months,  during  which, 
under  the  terms  of  the  act,  the  candle-power  standard  would  be 
suspended  with  respect  to  such  plants  as  the  Board  might  desig- 
nate for  experimental  purposes.  Nineteen  plants  were  accord- 
ingly designated,  including  certain  plants  making  coal  gas  only, 
others  making  water  gas  only,  others  making  a  mixed  coal  and 
water  gas,  and  certain  plants  delivering  at  high  pressure  and  for 
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considerable  distances  either  water  or  coal  or  a  mixed  gas. 
Blanks  for  daily  and  weekly  tests  and  reports  were  furnished 
those  in  charge,  and  each  plant  was  required  to  install  a  calo- 
rimeter for  the  use  of  the  Board's  inspectors.  Some  delays  oc- 
curred in  these  preliminaries  so  that  reUable  reports  were  not 
available  until  well  into  September,  1916.  This  delay,  and  the 
desirability  of  observing  the  effect  of  both  winter  and  summer 
conditions,  made  it  seem  exp^edient  to  extend  the  experimental 
period  from  time  to  time.  The  results  of  this  inquiry  are  em- 
bodied in  a  report  to  the  Board  by  its  inspector  of  gas,  Charles 
D.  Jenkins,  which  is  now  being  printed  for  distribution. 

While  these  experimental  tests  were  going  on  the  entrance  of 
the  United  States  into  the  great  war  last  April  introduced  a  new 
factor  into  the  problem  of  the  utmost  importance.  With  those 
who  had  followed  closely  the  extraordinary  development  of  artil- 
lery fire  in  the  operations  of  the  war,  and  the  use  of  trinitrotoluol 
in  high  explosive  shells,  the  Board  was  convinced  that  all  of  the 
toluol  which  the  government  could  procure  would  sooner  or  later 
be  necessary  to  supply  the  army  which  was  to  be  put  into  the 
field,  and  that  its  only  source  was  in  the  gas  made  by  coke- 
oven  plants  and  gas  companies.  Careful  surveys  of  the  wants  of 
the  Ordnance  Department  confirmed  the  Board's  anticipation, 
and  active  steps  are  now  being  taken  by  the  War  Department 
for  the  installation  of  the  necessary  recovery  plants,  either  by 
the  companies,  with  an  agreement  by  the  government  to  take  all 
of  the  toluol  recovered  at  a  price  fixed  in  advance,  or  by  the 
government,  with  contracts  for  their  operation  by  the  companies 
at  cost  plus  a  smaU  profit.  Recently  a  probable  demand  by  the 
government  for  all  of  the  benzol  which  may  be  recovered  in  the 
process  has  developed. 

Removal  of  the  toluol  from  commercial  gas,  even  if  the  benzol 
be  returned,  reduces  substantially  the  candle  power,  but  insub- 
stantially  the  heat  value;  if,  on  the  other  hand,  the  benzol  is 
not  returned  the  loss  in  heat  value  becomes  substantial.  It  is 
worthy  of  notice  that  the  past  year's  experience  has  demon- 
strated that  considerable  difference  in  the  heating  value  of  the 
gases  made  by  the  experimental  plants  has  not  made  a  corre- 
sponding difference  to  the  consumers  so  long  as  the  gas  distrib- 
uted is  stable  and  uniform  and  fixtures  are  properly  adjusted  for 
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its  use.  As  to  the  elements  containing  the  toluol  and  benzol, 
even  if  they  were  not  needed  by  the  government,  there  is  some 
ground  for  the  belief  that  in  the  future  demands  of  industry, 
which  will  be  brought  into  life  by  the  war,  they  will  be  more 
valuable  to  the  consumer  if  recovered  and  credited  to  the  pro- 
duction cost  than  delivered  into  the  mains. 

It  is  customary  in  most  jurisdictions  to  express  a  heat  value 
standard  for  gas  in  terms  of  a  monthly  average,  but  in  no  event 
on  any  day  to  be  less  than  a  certain  prescribed  minimum.  The 
difference  between  these  amounts  is  never  less  than  25  and  is 
usually  as  high  as  50  British  thermal  units.  The  ordinance 
recently  adopted  in  Chicago  prescribes  a  ''total  heating  value  on 
a  monthly  average  (made  up  of  the  average  of  the  daily  aver- 
ages) of  not  less  than  565  British  thermal  units  per  cubic  foot, 
and  a  daily  average  for  any  two  consecutive  days  (made  up  of 
the  average  of  the  daily  averages)  of  not  less  than  540  British 
thermal  units  per  cubic  foot."  The  English  practice  is  similar, 
and  under  war  conditions,  to  provide  for  the  recovery  of  toluol, 
England  has  established  a  penalizable  minimum  of  500,  with,  in 
some  instances,  monthly  averages  of  540  to  550.  The  law  in  this 
State,  however,  requires  the  establishment  of  an  actual  minimum 
below  which  the  heat  value  of  the  gas  should  never  go,  and 
therefore  will  involve  the  adoption  of  some  margin  of  safety  by 
the  operators  of  gas  works. 

In  its  inquiry  the  Board  has  endeavored  to  ascertain  a  work- 
able heat  value  of  gas  of  as  nearly  a  uniform  and  stable  quality 
as  can  be  produced  for  commercial  uses  from  the  materials  and 
by  the  methods  and  apparatus  available,  and,  after  a  careful 
study  of  the  tests  that  have  been  made,  has  tentatively  reached 
the  conclusion  to  adopt  the  same  standard  as  that  adopted  by 
the  French,  whose  scientific  skill  and  accuracy  are  so  well 
known.  Although  expressed  in  calories,  it  is  the  equivalent  of 
528  British  thermal  units. 

The  standard  named  will  permit  the  companies  to  recover  for 
the  government  the  toluol  and  benzol  so  imperatively  needed, 
and  experience  under  it  will  demonstrate  clearly  whether  or  not 
it  secures  to  the  consumer  under  normal  conditions,  and  after 
weighing  all  the  factors  involved,  the  most  economical  and 
efficient  service.    But  this  standard  will  be  modified  if  proper 
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and  convincing  reasons  appear  to  justify  a  different  conclusion. 
Unless,  therefore,  good  reason  to  the  contrary  appears  at  this 
hearing,  the  Board  proposes  to  determine  that,  until  otherwise 
ordered,  528  British  thermal  units  shall  hereafter  be  required  of 
gas  supplied  to  their  consumers  by  gas  companies  or  municipal 
lighting  plants.  It  is  the  Board's  purpose  to  re-examine  this 
question  after  at  least  six  months'  experience  under  this  new 
standard,  and  recommend  such  changes  as  the  significance  of  the 
actual  results  may  call  for. 

In  view  of  the  fact  that  the  present  candle-power  standard 
will  not  allow  the  companies  to  take  care  of  the  government 
requirements,  and,  moreover,  that  as  a  method  of  testing  the 
value  of  gas  it  has  served  its  purpose  and  has  been  virtually 
abandoned  throughout  the  world,  the  Board  proposes  to  ask  the 
Legislature  to  strike  this  provision  from  the  present  law. 

On  Dec.  10,  1917,  the  following  order  was  adopted,  viz.:  — 

In  the  matter  of  establishing  a  calorific  standard  for  gas  under  the 
provisions  of  chapter  167  of  the  General  Acts  of  the  year  1916:  — 

The  Board  of  Gas  and  Electric  Light  Commissioners,  after  notice 
and  a  public  hearing,  hereby  determines  that,  until  otherwise  ordered, 
528  total  British  thermal  units  a  cubic  foot  shall  on  and  after  Jan.  1, 
1918,  be  required  of  gas  supplied  to  their  consumers  by  gas  companies 
or  municipal  lighting  plants.    (Dec.  10, 1917.) 

Miflcellaneous. 

Boston  Consolidated  Gas-East  Boston  Contract. 

Upon  the  petition  of  the  Boston  Consolidated .  Gas  Company 
for  the  approval  of  a  contract  for  the  sale  of  gas  by  said  Boston 
Consolidated  Gas  Company  to  the  East  Boston  Gas  Company 
in  accordance  with  the  provisions  of  section  11  of  chapter  417 
of  the  Acts  of  the  year  1903,  it  is  — 

Voted,  That  the  Board  hereby  approves  of  the  following  contract 
annexed  to  said  petition,  to  wit:  — 

This  agreement  made  in  duplicate  this  2nd  day  of  January,  1917,  between 
the  Boston  Consolidated  Gas  Company  (hereinafter  called  the  Consoli- 
dated Company)  and  the  East  Boston  Gas  Company  (hereinafter  called 
the  East  Boston  Company),  both  corporations  duly  established  under 
the  laws  of  the  Commonwealth  of  Massachusetts: 

Witnesseth,  as  foUows: 

First:  The  Consolidated  Company  agrees  that  it  will  for  a  period  of 
two  (2)  years,  beginning  December  1,  1916,  furnish,  sell  and  deliver  to 
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the  East  Boston  Company  at  the  latter's  holder  in  Chelsea,  such  quantity 
of  illuminating  gas  as  the  East  Boston  Company  may,  during  that  period, 
require  from  day  to  day  for  the  purpose  of  suppl3dng  its  customers,  not 
to  exceed,  however,  forty  million  (40,000,000)  cubic  feet  of  gas  per  month, 
such  gas  to  conform  in  all  respects  to  all  legal  requirements. 

Second:  The  East  Boston  Company  agrees  that  it  will  pay  to  the  Con- 
solidated Company  forty-five  (45)  cents  per  thousand  cubic  feet  for  all 
gas  sold  and  delivered  to  it  under  the  provisions  of  this  agreement,  pay- 
ing on  or  before  the  fifteenth  (15th)  day  of  each  month  for  all  gas  sold 
and  delivered  during  the  month  immediately  preceding:  provided,  however, 
that  upon  request  in  writing  of  either  of  said  companies  or  upon  its  own 
initiative,  the  Board  of  Gas  and  Electric  Light  Commissioners  may  from 
time  to  time,  after  notice  and  a  public  hearing,  investigate  and  decide 
the  fairness  of  said  price,  and,  if  the  Board  shall  determine  that  said  price 
or  the  price  then  prevailing  should  be  raised  or  lowered,  such  new  price 
shall  thereafter  be  substituted  for  said  price  or  the  price  then  prevailing 
during  the  balance  of  the  term  of  this  agreement,  unless  meantime  changed 
as  herein  provided. 

Third:  AU  gas  sold  and  delivered  under  the  terms  hereof  shall  be 
measured  by  a  meter  provided  by  the  East  Boston  Company  at  its  works 
in  Chelsea,  and  that  meter  shall  be  open  at  all  reasonable  times  to  the 
inspection  of  the  Consolidated  Company  or  its  properly  authorized  repre- 
sentatives. 

Fourth:  The  East  Boston  Company  shall  pay  to  the  Consolidated 
Company  the  sum  of  thirty-five  hundred  dollars  ($3,500)  per  year,  pay- 
able in  monthly  installments  at  the  same  time  when  payment  is  made 
for  the  gsjB  sold  and  delivered,  said  sum  being  approximately  ten  per  cent, 
of  the  cost  of  the  mains  constructed  by  the  Consolidated  Company  in 
the  dty  of  Chelsea  and  used  exclusively  for  the  delivery  of  gas  sold  here- 
under. 

Fifth:  The  East  Boston  Company  agrees  that  its  own  works  shall, 
dining  the  term  of  this  agreement,  be  operated  in  the  manufacture  of 
gas  to  the  greatest  extent  that  shall  be  consistent  with  a  due  regard  to 
efficiency  and  economy. 

In  witness  whereof  the  Boston  Consolidated  Gas  Company  and  the 
East  Boston  Gas  Company  have  caused  their  corporate  seals  to  be  hereto 
affixed  and  these  presents  to  be  signed  in  their  names  and  behalf  by  their 
respective  officers  thereto  duly  authorized. 

BOSTON  CONSOLIDATED  GAS  COMPANY. 

(Seal)  By  (Signed)  J.  L.  Richards, 

President, 

EAST  BOSTON  GAS  COMPANY, 

(Seal)  By  (Signed)  H.  C.  French, 

Trea^vo'er, 
(Jan.  24,  1917.)  Digitized  by  GoOglc 
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Boston-Edison  Street  Lighting  Arbitration- 
In  the  matter  of  the  petition  of  Edwin  F.  Dwelley  on  behalf 
of  himself,  and  all  other  stockholders  of  the  Edison  Electric 
Illuminating  Company  of  Boston  who  may  desire  to  join  in 
said  petition,  for  leave  to  appear  and  be  heard  with  respect 
to  the  issues  involved  therein:  — 

This  is  not  a  proceeding  under  section  162  of  chapter  742  of 
the  Acts  of  the  year  1914  relative  to  the  price  of  electricity  sold 
and  delivered  by  said  company.  It  is  an  arbitration  under  the 
terms  of  a  certain  written  agreement,  dated  Nov.  16,  1914,  be- 
tween the  city  of  Boston  and  said  company  for  lighting  the 
streets  of  Boston  for  a  period  of  ten  years,  one  of  the  terms  and 
conditions  of  which  reads  as  follows,  viz. :  — 

3.  The  parties  to  this  agreement  shall  forthwith,  upon  its  approval, 
jointly  request  the  Board  of  Gas  and  Electric  Light  Commissioners,  in 
writing,  to  investigate  and  decide  whether  the  prices  named  in  Schedule 
E  herein  are,  as  a  whole,  fair,  taking  into  account  the  length  of  the  term, 
the  discount  and  all  other  matters  pertinent  to  such  question.  If ,  as  a 
result  of  the  investigation,  the  Board  shall  determine  that  a  fair  price 
for  the  entire  service  supplied  to  the  munieipality  is  less  than  the  total 
amounts  to  be  paid  according  to  Schedule  E,  one  or  more  of  the  rates 
charged  according  to  Schedule  E  may  be  reduced  by  the  Board  in  such 
manner  that  the  reduced  rate  or  rates  shall  not  be  unfair,  and  that  the 
total  payments  by  the  municipality  shall  not  be  less  than  the  fair  price 
for  the  entire  service  as  determined  by  the  Board.  If  rates  are  reduced 
in  the  manner  herein  provided  such  reduced  rates  shall  be  substituted 
from  the  beginning  of  the  agreement  for  the  corresponding  rates  named 
in  Schedule  E. 

In  accordance  with  the  provision  quoted,  the  parties  to  this 
contract  duly  applied  to  the  Board  for  the  investigation  and 
decision  therein  contemplated,  and  have  appeared  before  the 
Board  by  their  duly  accredited  counsel  and  been  publicly  and 
exhaustively  heard.  It  is  not  alleged  in  this  petition  that  the 
company  or  its  oflScers  have  refused  or  neglected  to  protect  its 
interests  under  the  contract ,  in  question,  or  have  refused  or 
neglected  to  consider  and  submit  in  this  proceeding  such  facts 
and  arguments  as  may  properly  and  reasonably  be  urged  in  its 
behalf  or  as  may  be  necessary  for  the  protection  of  the  stock- 
holders in  their  personal  and  property  rights. 
In  view  of  the  foregoing  considerations,  the  Board  ^as  — 
Voted,  To  decline  to  entertain  such  petition.    (Oct.  22,  1917i)jOOgle 
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Boston  CoNSOLroAXED-NEW  England  Fuel  and  Trans- 
portation Company. 
On  the  petition  of  the  Boston  Consolidated  Gas  Company  for 
the  finding  required  by  section  6  of  chapter  417  of  the  Acts  of 
the  year  1903  relative  to  the  purchase  of  gas  by  said  Boston 
company  from  the  New  England  Fuel  and  Transportation 
Company  under  a  certain  contract  between  said  companies 
dated  Sept.  27,  1917,  a  copy  whereof  is  hereto  attached:  — 

The  Board  of  Gas  and  Electric  Light  Commissioners  hereby  finds, 
after  a  public  hearing  and  in  view  of  existing  abnormal  conditions,  that 
the  price  to  be  paid  for  the  gas  to  be  purchased  under  the  terms  of  said 
contract  —  to  wit,  29^  cents  a  thousand  cubic  feet  —  is  less  than  it  would 
cost  the  Boston  Consolidated  Gas  Company  to  make  its  gas  in  gas  works 
of  standard  type  properly  equipped,  suitably  situated  and  of  sufficient 
capacity  to  maJce  all  the  gas  required  by  the  whole  district  supplied  by 
said  company,  and  said  contract  is  hereby  approved.    (Dec.  10, 1917.) 

Jos.  P.  Lyons,  for  city  of  Boston. 


AgreeTnerd. 

This  agreement,  made  this  27th  day  of  September,  1917,  by  and  between 
the  New  England  Fuel  and  Transportation  Company,  by  which  name 
are  designated  the  Trustees  for  the  time  being  imder  a  certain  Agreement 
and  Declaration  of  Trust  dated  June  28,  1917,  and  a  duplicate  original  of 
which  is  on  file  with  the  National  Shawmut  Bank  in  the  City  of  Boston 
(hereinafter  called  the  "Fuel  Company'^*  and  the  Boston  Consolidated 
Gas  Company,  a  corporation  duly  organized  under  the  laws  of  the  Com- 
monwealth of  Massachusetts,  (hereinafter  called  the  ''Gas  Company '')• 

Wiinessetk,  as  follows: 

First:  Commencing  on  the  first  day  of  October,  1917,  the  Fuel  Com- 
pany agrees  to  sell  and  the  Gas  Company  to  buy  all  gas  having  a  heat 
value  of  not  less  than  575  British  Thermal  Units  produced  by  the  Fuel 
Company  at  its  works  in  Everett  beyond  the  amount  which  the  Fuel 
Company  may  need  in  connection  with  the  operation  of  its  manufactur- 
ing plant.  The  gas  to  be  sold  and  purchased  hereunder  shall  be  gas  which 
has  not  been  purified  of  carbon  dioxide  and  of  sulphur  impurities.  The 
price  to  be  paid  therefor  shall  be  twenty-nine  and  one-half  cents  (29}^) 
per  thousand  cubic  feet,  but  in  case  the  cost  of  purification  exceeds  one- 
half  cent  (\f)  per  thousand  cubic  feet  an  allowance  shall  be  made  by  the 
Fuel  Company  as  provided  in  the  next  paragraph. 

Second:  The  Fuel  Company  agrees  that,  if  in  any  year  during  the 
term  of  this  contract  the  cost  of  purifying  the  gas  hereunder,  in  order^^ 
that  the  same  may  comply  with  the  laws  of  the  Commonwealth,  shall^^ 
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exceed  an  average  price  of  one-half  cent  (if)  per  thousand  cubic  feet, 
the  Fuel  Company  will  pay  to  the  Gas  Company  the  excess  cost  of  such 
purification,  which  amount  shall  be  determined  by  multiplying  the  num- 
ber of  thousand  cubic  feet  of  gas  delivered  hereunder  during  the  year  by 
the  excess  of  the  average  cost  per  thousand  cubic  feet.  The  cost  of  puri- 
fying such  gas  shall,  for  the  purpose  of  this  contract,  consist  of  the  cost 
of  purifying  materials,  wages  at  works,  repair  and  maintenance  of  works, 
tools  and  supplies,  water  and  steam,  and  any  other  expenses  in  connection 
with  such  purification. 

Third:  If  during  any  period  of  seven  (7)  consecutive  days  the  average 
heat  value  of  the  gas  furnished  hereunder  shall  be  less  than  575  British 
Thermal  Units  the  Fuel  Company  will  pay  to  the  Gas  Company  as  liqui- 
dated damages  the  sum  of  fifteen  hundred  dollars  (SI, 500);  providedy 
however ,  that  if  any  day  has  once  been  included  in  the  period  of  seven  (7) 
consecutive  days  in  respect  of  which  such  liquidated  damages  are  payable 
it  shall  not  be  included  in  any  other  period  of  seven  consecutive  days. 

Fourth:  The  gas  to  be  sold  hereunder  shall  be  delivered  by  the  Fuel 
Company  at  its  works  in  Everett,  and  the  heat  value  of  the  gas  shall  be 
determined  after  it  has  been  purified,  and  also  the  amount  of  gas  to  be 
paid  for  hereunder  shall  be  based  upon  its  meter  measurement  after 
purification. 

The  Fuel  Company  shall  have  the  right  at  all  reasonable  times  to  test 
the  heat  value  of  the  gas  supplied  hereunder,  and  also  to  inspect  and  test 
the  apparatus  used  for  testing  the  heat  value  and  the  apparatus  used 
for  measuring  the  gas.  The  Board  of  Gas  and  Electric  Light  Commis- 
sioners shall  have  the  right  at  any  time  by  their  properly  accredited 
representative  to  test  the  heat  value  of  the  gas  furnished  hereunder,  and 
also  to  inspect  and  test  the  apparatus  used  for  determining  the  heat  value 
and  for  measuring  the  gas.  Daily  tests  shall  be  made  by  the  Gras  Com- 
pany of  the  heat  value  of  the  gas  furnished  hereunder,  of  which  test  a 
record  shall  be  kept,  which  shall  at  all  times  be  open  to  the  inspection 
of  the  Board  of  Gas  and  Electric  Light  Commissioners  or  its  represen- 
tative. 

Fiflh:  The  Fuel  Company  agrees  with  the  Gras  Company  that  the 
amount  of  gas  to  be  delivered  hereunder  during  each  period  of  twenty- 
four  hours  shall  be  not  less  than  five  million  (5,000,000)  cubic  feet,  and 
agrees  that  if  the  amount  delivered  by  it  falls  below  such  amount,  it  will, 
imless  such  delivery  is  prevented  by  strikes,  fire,  inevitable  casualty  or 
causes  beyond  its  control,  pay  to  the  Gas  Company  as  liquidated  damages 
the  sum  of  fifteen  cents  per  thousand  cubic  feet  for  such  deficit. 

Sixth:  If  the  requirements  of  the  United  States  Government  should 
demand  the  production  or  removal  of  toluol  from  the  gas  that  the  Fuel 
Company  furnishes  to  the  Gras  Company,  it  may  materially  affect  the 
heat  value  of  the  gas  furnished  and  the  quantity  of  gas  which  the  Fuel 
Company  is  able  to  deliver,  and  while  the  toluol  is  produced  or  removed 
as  aforesaid  the  Fuel  Company  shall  be  relieved  from  the  obligations  of 
this  contract,  both  as  respects  the  heat  value  of  the  fs^  and  ^  amount 
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to  be  furnished,  as  well  as  the  penalties  provided  in  the  third  and  fifth 
paragraphs  hereof,  it  being  understood,  however,  that  the  gas  furnished 
the  Gas  Company  shall  not  fall  below  the  standard  heat  value  that  may 
hereafter  be  fixed  by  the  Board  of  Gas  and  Electric  Light  Commissioners 
and  that  in  all  other  respects  the  Fuel  Company  will  comply  with  the 
Iffovisions  of  the  contract  as  nearly  as  may  be  in  view  of  the  removal  of 
the  toluol. 

To  the  extent  that  the  heat  value  of  the  gas  furnished  is  reduced  below 
575  B.  T.  U.  by  reason  of  the  removal  of  the  toluol  on  account  of  the 
requirements  of  the  United  States  Government,  a  proper  adjustment 
in  the  price  of  gas  so  furnished  below  575  B.  T.  U.  shall  be  made;  such 
adjustment  to  be  subject  to  the  approval  of  the  Board  of  Gas  and  Electric 
Light  Conunissioners. 

Severdh:  This  contract  shall  continue  until  two  years  after  the  expira- 
tion of  the  war  or  until  terminated  either  by  the  Gas  Company  or  the 
Fuel  Company  as  hereinafter  provided.  Either  the. Gas  Company  or 
the  Fuel  Company  may  at  any  time  notify,  in  writing,  the  other  party 
of  its  decision  to  terminate  the  contract  at  a  period  not  less  than  two 
years  from  the  giving  of  such  notice,  and  upon  the  date  fixed  for  such 
termination  this  contract  shall  cease  and  determine.  But  upon  the  ter- 
mination of  the  war  or  the  termination  of  the  Government's  demand  for 
tduol,  the  question  of  the  price  which  shall  thereafter  control  this  con- 
tract shall  be  resubmitted  to  the  Board,  and  the  price  thereafter  shall 
be  such  price  as  the  parties  may  agree  upon,  provided  it  is  less  than  the 
Board  shall  determine  it  would  then  cost  the  Boston  Consolidated  Gas 
Company  to  make  its  own  gas  under  the  conditions  specified  in  Section 
6  of  Chapter  417  of  the  Acts  of  1903. 

Eighth:  This  contract  is  made  by  the  Fuel  Company  subject  to  the 
provisions  of  said  Agreement  and  Declaration  of  Trust  dated  June  28th, 
1917,  and  the  Gas  Company  by  its  acceptance  l^reof  agrees,  for  itself, 
its  successors  and  assigns,  that  neither  the  trustees,  ofGicers  nor  share- 
holders of  the  Fuel  Company  shall  be  held  to  any  personal  liability  under 
or  by  reason  of  any  provision  or  matter  herein  contained,  but  the  Gas 
Company,  its  successors  and  assigns,  shall  have  recourse  solely  to  the 
trust  jwoperty  for  the  pa3rment  or  enforcement  of  any  claim  hereunder. 

Ninth:  This  contract  shall  not  be  valid  until  it  has  been  approved  by 
the  Board  of  Gas  and  Electric  Light  Commissioners,  in  accordance  with 
Section  6,  Chapter  417,  of  the  Acts  of  1903. 

Tenth:  Upon  the  approval  of  this  contract  by  the  Board  of  Gas  and 
Electric  Li^t  Commissioners,  the  existing  contract  between  the  Boston 
Consolidated  Gas  Company  and  the  New  England  Gas  and  Coke  Com- 
pany shall  cease  and  determine  from  and  after  the  date  upon  which  the 
Fuel  Company  commences  to  furnish  gas  hereimder. 

In  tDvtness  whereof,  the  New  England  Fuel  and  Transportation  Com- 
pany has  caused  its  common  seal  to  be  hereto  affixed  and  these  presents 
to  be  executed  in  its  name  and  behalf,  by  its  Vice  President,  thereunto 
duly  authorized,  and  the  Boston  ConsoHdated  Gas  Company  has  caused^ 
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its  corporate  seal  to  be  hereto  affixed  and  these  presents  to  be  executed 
in  its  name  and  behalf  by  its  President,  thereunto  duly  authorized,  all 
on  the  day  and  year  first  above  written. 

NEW  ENGLAND  FUEL  AND  TRANSPORTATION  CX)MPANY. 

(Common  Seal)  By  (Signed)  William  S.  McKay, 

Vtce-PrmderU. 

BOSTON  CONSOLIDATED  GAS  COMPANY, 

(Corporate  Seal)  By  (Signed)  W.  A.  Wood, 

President. 


ABATEMENT  OF  SMOKE. 

This  marks  the  completion  of  the  fifth  year  under  the  final 
provisions  of  chapter  651  of  the  Acts  of  1910  for  the  regulation 
of  smoke  in  Boston  and  vicinity.  It  is  a  source  of  gratification 
to  the  Board  that  further  progress  in  the  suppression  of  need- 
less smoke  has  been  made,  and  this  in  spite  of  the  fact  that 
during  the  present  year  the  fuel  situation  has  been  more  un- 
settled than  ever  before,  and  that  many  of  the  plants  in  the 
district  have  been  compelled  to  burn  a  gas  coal  running  high 
in  volatile  matter,  and,  not  being  equipped  to  burn  this  grade, 
have  found  it  difficult  to  keep  the  smoke  within  the  require- 
ments of  the  law. 

But  notwithstanding  these  unfavorable  conditions,  the  num- 
ber of  complaints  received  by  the  Board  is  the  smallest  for 
any  year  since  this  work  was  started.  All  complaints  have 
been  promptly  investigated,  and  the  inspectors  have  made 
periodic  and  systematic  observations  throughout  the  district, 
irrespective  of  complaints.  Moreover,  frequent  plant  inspec- 
tions have  been  made,  and  practical  suggestions  for  changes 
in  installation  and  firing  have  been  freely  given  where  sought, 
although  with  the  imderstanding  that  the  owners  were  not 
thereby  relieved  of  the  necessity  of  compliance  with  the  law. 

The  work  of  the  smoke-inspecting  department  created  by 
one  of  the  railroads,  and  mentioned  in  the  last  report,  has 
continued  throughout  the  year  and  resulted  in  a  most  grati- 
fying reduction  in  the  number  of  locomotive  violations  reported 
by  the  Board's  inspectors. 

The  Board  has  not  felt  it  necessary  to  give  any  public  h^« 
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ings  or  to  take  further  proceedings  on  any  of  ihe  formal  orders 
noted  in  previous  reports.  It  is  to  be  hoped  that  the  Board 
will  have  the  continued  hearty  co-operation  not  only  of  the 
owners  and  operators  but  of  the  firemen  and  engineers  who 
are  directly  in  charge  of  the  boiler  rooms. 

This  year  has  seen  the  appointment  of  a  fuel  administrator, 
and  the  services  of  this  department  were  placed  at  his  disposal 
in  so  far  as  they  might  be  of  assistance.  He  has  taken  advan- 
tage of  this  on  several  occasions,  and  it  is  hoped  that  the  future 
may  see  further  co-operation.  Both  have  one  aim  in  common, 
namely,  the  saving  of  fuel. 

The  Board  presents  the  following  comparative  tabulated 
summary  of  the  work  of  this  department  for  the  year  ending 
Nov.  30,  1917,  and  the  four  preceding  years.  It  will  be  noted 
that  in  the  tabulated  summary  the  Board  has  added  the  item 
of  violations  due  wholly  or  in  part  to  the  present  fuel  situation. 
Attention  should  also  be  dire\;ted  to  the  fact  that  for  the  first 
time  the  percentages  of  observations  on  which  violations  were 
found  for  all  three  classes  of  stacks  —  stationary,  locomotive 
and  marine  —  are  less  than  one. 

Recorded  observatioDa:  —                                            1918.  1914.  1918.  1916.  1917. 

Stotionary  stacks 27,423  28,126  60,539  60.243  68,692 

Locomotive  stacks, 7.393  12.903  12,281  17,717  24,129 

Marine  stacks, 608  661  1,288  1.869  2.236 

Total 36.424     41.680     64.108     79,829     96.067 

ObaerratioDS  recorded   showing   the   emission    of 

smoke  in  excess  of  the  amount  allowed  by 

the  act:  — 

Stationary  stacks, 930  934  764  704  678 

Locomotive  stacks 262  361  123  166  106 

Marine  stacks, 43  49  44  29  22 

Total 1,226       1.334  921  889  805 

Percentage  of  observations  in  which  violations 
were  found:  — 

-  Sutionary  stacks 3.3  3.3  1.6  1.2        0.99 

Locomotive  stacks,  3.4  2.7  1.0  0.9        0.44 

Marinestacks,      .  .7.0  7.6  3.4  1.6        0.98 

Reoorded  observations  of  stationary  stacks  emit- 
ting smoke  in  excess  of  the  amount  allowed 
by  the  act,  due  to  the  carelessness  of  those 
immediately  responsible  for  their  operation,      773  786  643  579  601 

Recorded  observations  of  stationary  stacks  emit- 
ting smoke  in  excess  of  the  amount  allowed 
by  tbeact.  due  to  overloading  the  plant,  167  113  109  61  66 

Recorded  obsiervations  of  stationary  stacks  emit- 
ting smoke  in  excess  of  the  amount  allowed 

by  the  act,  due  to  the  fuel  situation,    .         .  -  -  -  as  ictf) 
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Btatiooary  steoks  uim»  which  recorded  obeenrft- 
tioni  have  been  made  may  be  classified  as 

follows:  -^  191S. 

Public  service, 115 

Manufaeturinc  plants,  .....  485 

Office  buUdings 297 

Residences. 2 

Total 899 

Stationary  stacks  upon  which  recorded  observa- 
tions showed  smoke  emitted  in  excess  of 
the  amount  allowed  by  the  act  may  be 
classified  as  follows:  — 

Public  service 64 

Manufacturing  plants, 225 

Office  buildings, 76 

Residences, 2 

Total, 367 

Number  of  stacks  found  after  first  notice  or  visit 
of  chief  inspector  to  have  ceased  emitting 
smoke  in  excess  of  the  amount  allowed  by 
the  act, 174 

Additional  number  of  stacks  so  found  after  fur- 
ther notices  or  visits,  186 


1914. 

1919. 

1916. 

191T. 

126 

130 

123 

138 

605 

646 

661 

722 

351 

388 

602 

582 

0 

3 

11 

13 

1,082       1,167       1,297       1,455 


21 

23 

26 

23 

104 

153 

178 

152 

09 

90 

67 

91 

0 

0 

0 

0 

314 


261 
41 


228 
16 


271 


151 
111 


266 


135 
123 


Number  of  stacks  from  which  the  emission  of  smoke 
contrary  to  the  requirements  of  the  act  had 
been  observed  and  had  not  ceased  at  the 
close  of  the  year:  — 

Public  service,      ..... 

Manufacturing  plants,  .... 

Office  buildings, 

Total,  .  .... 

Complaints  received:  — 

December, 

January,      ...... 

February, 

March, 

April,  ...... 

May 

June, 

July 

August, 

September  ..... 

October.      .  .   *     . 

November,  ...... 

Total 

Number  of  public  hearings. 

Number  of  prosecutions  of  violations  of  the  order 
of  the  Board, 


0 

0 

0 

0 

3 

6 

1 

0 

8 

1 

0 

0 

1 

7 

1 

0 

9 

1911. 

1913. 

1914. 

1918. 

1916. 

3 

7 

5 

3 

191S. 

1914. 

1918. 

1916. 

191T. 

3 

.7 

2 

8 

22 

4 

2 

0 

4 

5 

4 

7 

5 

16 

8 

5 

7 

13 

3 

3 

13 

2 

8 

2 

3 

6 

3 

4 

10 

6 

4 

5 

6 

7 

50 

06 

79 

47 

41 

1 

5 

8 

1 
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GAS  GOMPANIE& 

The  following  table  shows  the  corporate  names  and  capital 
stock  of  the  gas  companies  in  active  operation^  and  the  names 
of  the  persons  and  corporations  other  than  gas  companies  mak- 
ing and  selling  gas,  on  the  thirtieth  day  of  June  last,  with  the 
localities  supplied  and  the  population  of  each  according  to  the 
census  of  1915.  Unless  otherwise  noted  the  par  value  of  each 
share  of  capital  stock  reported  is  $100. 


CoBPORATB  Name. 


LooalitiM  supplied. 


Popula- 


Popul 
tion. 


Capital. 


AdaiDB  Gas  Light  Co.,   . 
Amesbury  &  SaliBbury  Gas  Co., 

Amherst  Gas  Co., 

Ariington  Gas  light  Co., 

Athol  Gas  ft  Electric  Co., 
Attleboro  Gas  Light  Company  Cor- 
poration, ..... 

Beverly  Gas  ft  Electric  Co.,    .         | 

Blackstone  Electric  Light  Co., 

Boston  Consolidated  Gas  Co., 

Brockton  Gas  Light  Co., 

Cambridge  Gas  Light  Co., 

Charlestown  Gas  ft  Electric  Co., 

Citisens'  Gas,  Electric  ft  Power  Co 
Citiaens'  Gas  Light  Co., 
Clinton  Gas  Light  Co.,  . 
Dedbam  ft  Hyde  Park  Gas  ft  Elec- 
tric Light  Co. 

East  Boston  Gas  Co.,     . 

Eiasthampton  Gas  Co.,  . 
Fitehburg  Gas  ft  Electric  Light  Co., 
Framingham  Gas,  Fuel  ft  Power  Co., 
Gardner  Gas,  Fud  ft  Light  Co., 


Adams,  . 

Amesbury, 

Salisbury, 

Amherst, 

Pelham, 

Arlington, 

Belmont, 

Winchester, 

Athol,     . 

Attleboro, 

Beverly, 

Dan  vers, 

Blackstone, 

Bostofl.  . 

Brookline, 

Milton,  . 

Brockton, 

Bridgewater, 

East  Bridgewater, 

West  Bridgewater, 

Avon,     . 

Canton, 

Holbrook, 

Randolph, 

Stoughton, 

Cambridge, 

SomervUle  (in  part), 

Boston  (Charlestown 

District),     . 
Everett  (in  part), 
Medford  (in  part), 
Somerville  (in  part) 
Nantucket, 
Quincy,  . 
Clinton, 
Dedham, 
Hyde  Park. 
East  Boston, 
Chelsea, 
Easthampton, 
Fitehburg, 
Framingham, 
Gardner, 


13,218 

8.543 

1.717 

5.558 

409 

14,880 
8.081 

10,005 
9,783 

18,480 

22.950 

11.177 

5.680 

745.439 

33,490 

8.600 

62,288 

9,381 

3.689 

2,741 

2.164 

5,623 

2.948 

2,734 

6.982 

108.822 

67,847  = 

39,601 


17.939 » 
3.166 
40.674 
13.192 
11.043 
22.615 
65.680 
43,426 
9,845 
39.656 
15.860 
16,376 


$60,000 
60,000 

300,000 

450,000 

655,000 

116,000 
687,500 

40,000 
15,124,600 

1,637,000 


1,680,000 
600,000* 


40,000 
743,000 
183.000* 
155,950* 

575.000* 

450.000 

888.000* 

75.000 

140.000 


*  Par  value,  160. 


*  Par  value,  1500. 


«  Par  value,  |25« 
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CoBPOBATB  Name. 

LocaUtiM  nippUed. 

^Z^ 

Capital. 

GlouoeBter  Gas  light  Co.,      . 

Gloucester, 

24,478 

$210,000  ^ 

Greenfield,       . 
Turners  Falls, 

12,618 
6,522 « 

166.000  > 

<Jpegory,  J.  D 

Princeton, 

800 

- 

HaverhiU, 

49,450 

585.000 

Haverhill,     .... 

Groveland, 

2.377 

- 

Merrimac, 

2,202 

- 

Hyannis  Lighting  Co.,  * 

.      4.995* 

6.270.70 

Ipswich  Gas  Light  Co.,  . 

Ipswich, 

6,272 

16.000 

Lawrence, 

90.259 

2,500,000 

Lawrence  Gas  Co., 

Andover, 
North  Andover, 

7,978 
5,956 

*~ 

Methuen, 

14,007 

— 

Leominster  Gas  Light  Co.,      . 

Leominster,     . 
Lunenburg,      . 

17,646 
1,610 

135,000 

Lexington  Gas  Co., 

Lexington, 

5.538 

40.000 

107.978 

1,000,000 

Lowell  Gas  Light  Co.,    . 

Chelmsford,     . 
Dracut,  . 

5.182 
4.022 

~ 

Tewksbury,     . 

5,265 

- 

■ 

Lynn,     . 

95.803 

1.625.000 

Lynnfield, 
Marblehead,    . 
Nahant, 

1,112 

— 

Lynn  Gas  A  Electric  Co., 

7,606 
1.387 

— 

Saugus,  . 

10.276 

- 

Swampscott,    . 

7.345 

— 

Maiden.           .     .    . 

48,907 

2,085.500 

Melrose, 

16.880 

- 

Maiden  A  Melrose  Gas  Light  Co., 

Everett  (in  part), 
Medford  (in  part),  . 

_ 

*~ 

Stoneham, 

7,849 

— 

Reading, 

6,805 

- 

' 

Marlborough, 

15,250 

247,000 

Hudson, 

6,758 

— 

Marlboro-Hudson  Gas  Co.,     . 

tMaynaid, 

6.770 

- 

Southborough, 

1,898 

- 

Stowe.    . 

1.127 

— 

Milford  Gas  Light  Co.,  . 

MUford. 
Hopedale, 

13.687 
2,663 

72.300 

Natick  Gas  Light  Co.,    . 

Natick,  . 

11,119 

59.600 

New  Bedford, 

109,568 

1.908,000 

New  Bedford  Gas  A  Edison  Taght 

Acushnet, 

2,387 

- 

Co.                                              i 

Dartmouth,     . 

5.330 

— 

Fairhaven, 

6,277 

- 

Newburyport  Gas  A  Electric  Co., 

Newburyport, 
Newbury, 

15,311 
1.590 

342,000 

Newton, 

43,113 

560,000 

Newton  A  Watertown  Gas  Light 
Co. 

Waltham, 
Watertown,     . 

30.154 
16,515 

"" 

Wellesley, 

6,439 

*- 

Weston, 

2.342 

— 

North  Adams  Gas  light  Co.,  .         | 

North  Adams, 
Clarksburg,     . 

22,033 
1,114 

400.000 

Northampton  Gas  Light  Co., 

Northampton, 

21,654 

155,675* 

North  AtUeborough  Gas  Light  Co., 

North  AtUeborough, 
Plainville, 

9,398 
1.408 

68.100 

Norwood  Gas  Tight  Co., 

Norwood. 

10.977 

140,000 

Abington. 

5.646 

709.000 

Braintree, 

9.343 

— 

Old  Colony  Gas  Co.,      . 

Hingham, 
Rockland, 

5.264 
7.074 

-■ 

Weymouth,     . 

13,969 

- 

Whitman, 

7.520 

_ 

Otis  Co.,  • 

Ware,     . 

9,346 

— 

1  Par  value  $60.  >  Estimated.  *  Uninoorporated.  *  Entire  population. 

?  I^  value.  $25.  *  Manufacture  of  gas  a  minor  portion  of  business. 
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CoBPO&ATK  Name. 


Localities  lupplied. 


Popula- 
tion. 


Capital. 


Pittsfield  Coal  Gas  Co., 

Plymouth  Gas  light  Co., 
Sadler,  Thomas  G.,  * 

Salem  Gas  light  Co.,     .  | 

Southeastern  Massfushusetts  Power 

A  Electric  Co.,  .... 

Spencer  Gas  Co.,  . 


Springfield  Gas  light  Co., 

Suburban  Gas  &  Electric  Co., 
Taunton  Gas  Light  Co., 


Vineyard    Haven    Gas   &   Electric 

light  Co., 
Vineyard  Lighting  Co.,  . 
Waiteft  Smith,*   .         .         .         . 

Webster  ^  Southbridge   Gas   &  J 
Electric  Co.  j 

West  Boston  Gas  Co.,  . 
Williamstown  Gas  Co.,  . 
Wobum  Gas  Light  Co., 


Woroester  County  Gas  Co.,    . 


Worcester  Gas  Light  Co., 


Pittsfield, 

Dalton,  . 

Lee, 

Lenox,    . 

Plymouth, 

Kingston, 

Attleboro  (South  At- 

tleborough), 
Salem,    . 
Peabody, 

Marion, 

Spencer, 

Springfi.eld, 

Agawam, 

Cnicopee, 

East  Longmeadow, 

Longmeadow, 

Ludlow, 

South  Hadley, 

West  Springfield, 

Revere,  . 

Winthrop, 

Taunton, 

Berkley, 

Dighton, 

Mansfield, 

Norton,  . 

Raynham, 

Vineyard  Haven, 
Oak  Bluffs,      . 
Dartmouth     (South 

Dartmouth) , 
Dudley, 
Southbridge,    . 
Webster, 

Williamstown, 

Wobum, 

Brookfield, 

North  Brookfield, 

West  Brookfield, 

Leicester, 

Monson, 

Palmer,  . 

Warren, 

Worcester, 


39,607 
3,858 
4,481 
3,242 

12,926 
2,580 

18.480* 

37,200 

18,625 

1,487 

5,994 

102.971 

4,555 

30,138 

I  1,782 

5,251 

5,179 

11,330 

25,178 

12,758 

36,161 

985 

2.499 

5.772 

2,587 

1,810 

1.324 
1,245 

5,330 

4,373 

14,217 

12,565 

3,981 
16,410 
2.050 
2,947 
1,288 
3,322 
5,004 
9.468 
4.268 
162.697 


$396,000 
148,500 
499,600 


265,000 

97,500 

1,777.200 


834,600 
330,000 


10,000 
25,000 


467,500 


175.000 
40.000 
45,100 

285,000 


1,400,000 


1  Manufaoture  of  gas  a  minor  portion  of  buaineas. 

*  Entire  population. 

*  Uninoorporated. 

*  Suppliea  gas  to  Framingham,  Marlborough-HudBon  ^d  Natiok  gaa  oompanies. 
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Aggregate  Balance  Sheet. 

The  following  statistics  exhibit  a  summary  of  the  financial 
operations  of  all  the  companies  in  the  State  compiled  from  the 
items  relating  to  the  manufacture  and  sale  of  gas  in  the  returns 
of  the  last  two  years  made  to  the  Board. 

Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1916  show  the  following  facts:  — 


JUKB  30. 


IMi. 


IMT. 


Assets:  — 
Real  estate,  machinery,  street  mains  and  meters, 
Cash  on  hand,      ...... 

Due  for  gas, 

Other  accounts' due,      ..... 

Materials,  etc.,     . 

Notes  receivaUe,  .... 

Reserve,      ...... 

Investments,  insurance  and  taxes,  . 
Electric  assets, 


LlABILITTES:  — 

Capital  stock. 

Bonds, 

Notes  payable,     . 

Unpaid  bills, 

Unpaid  dividends. 

Deposits,     . 

Interest  due  and  unpaid. 

Interest  accrued  but  not  due, 

Premium  on  capital  stock, 

Other  items, 


Depreciation  and  other  reserves. 
Surplus,       .... 


Of  these  companies:  — 

55  ^  show  an  aggregate  surplus  of 
7  *  show  an  aggregate  deficit  of 

Leaving  total  net  surplus,  as  shown  above. 
Which  added  to  reserves  carried  as  liabilities. 

Would  show  an  actual  surplus  of    . 
Equivalent  to  a  per  cent,  on  capital  of  about 


$68,534,137  68 

1,928,951  16 

1,002,126  08 

863,685  07 

3,694,489  73 

78.592  28 

79,683  05 

888,206  98 

12,992.948  47 


$70,665,924  77 

2,550,390  57 

1.151,471  47 

1,368,680  67 

4,306,100  91 

179,642  03 

191.266  89 

952.847  38 

15,305,973  49 


$90,062,720  50 


$45,254,145  70 

1,536,500  00 

13.134,848  51 

941,894  61 

543.412  72 

200.687  34 

4,945  91 

103,632  80 

17,948.748  00 

2.343.490  36 


$82,012,305  95 
1,701,193  09 


$83,713,499  04 
6,349.221  46 


$90,062,720  50 


$6,653,267  57 
304.046  11 


$6,349,221  46 
1,701,193  09 


$8,050,414  55 
17.79 


$96,672,298  18 


$45,729,125  00 

2,916,000  00 

16,435,067  60 

1.193.101  42 

199,046  50 

599,163  24 

6,191  08 

125,677  90 

18.392,348  00 

2,505,443  53 


$88,101,164  27 
1,928,964  50 


$90,030,128  77 
6.642.169  41 


$96,672,298  18 


$6,970,930  73 
328.761  32 


$6,642,169  41 
1.928.964  50 


$8,571,133  91 
18.74 


>  Fifty-nine  in  1016. 


>  Eight  in  1016. 


Digitized  by  VjOOQ IC 


1918] 


PUBLIC  DOCUMENT  — No.  35. 


103 


The  following  table  contains  a  summary  of  the  financial  op- 
erations of  all  the  incorporated  companies  and  privately  owned 
plants  engaged  in  the  sale  of  electricity  under  the  supervision 
of  the  Board  for  the  year  ending  June  30,  1916,  and  for  the 
year  ending  June  13, 1917:  — 


JUNB  30. 


If  IS. 


lf». 


Incoms:  — 
For  gas  eold  by  meter,  . 
For  gas  supplied  to  i^ublic  lamps,  . 
For  gas  sold  to  other  companies,    . 
From  Bales  of  coke, 

Bales  of  tar, 

Bales  of  ammoniacal  liquor,  . 

rent  of  meters,     . 

rent  of  gas  stoves  and  engines, 

rent  of  gas  lamps, 

public  lamps  other  than  gas  lamps. 

other  sources. 


$13,973,265  09 

242,448  00 

672,951  80 

658,883  95 

282,451  11 

131,073  01 

12,796  30 

4,469  83 

21,747  29 

3,062  87 

40,568  99 


$15,272,168  63 

240,771  44 

822.178  91 

894,426  56 

277,361  30 

189,004  75 

12.222  40 

4.196  37 

20,320  98 

2.291  79 

14.266  14 


Total, 


ExPBNftM:  — 

1.  Coals.  . 

2.  Enricners,     . 

3.  Purifying  materials, 

4.  Water, 

5.  Wages  at  works,    . 

6.  Station  expenses,   . 

7.  Repairs  and  maintenance  of  works, 

8.  Renewal  of  machinery, 

9.  Gas  bought,  .         .  ^ 
10.   Wai^  of  meter  takers,  clerical  labor  in  dis- 
tribution, and  salary  or  commissions  of 
collectors,  ...... 

IL  Repairs,    renewals    and    maintenance    of 
mains  and  service  pipes. 

12.  Distribution  tools  and  appliances,    . 

13.  Repairs  and  renewals  of  meters, 

14.  Gas  stove  fixings.  rei>airs.  etc.. 

15.  Ughting  and  repairing  (gas  lamps  only). 

16.  Lighting  and  repairing,  and  materials  used 

for  ouier  lamps, 

17.  Directors'  allowances, 

18.  Salaries  of  officers, 

19.  General  salaries,     . 

20.  Rent  of  offices. 

21.  Repairs  and  maintenance  of  office  buildings, 

22.  General  office  expenses, 

23.  Taxes.  . 

24.  Insurance,     . 

25.  Law  expenses, 

26.  Claims. 

27.  Bad  debts,     . 

28.  Incidental  expenses, 

Total,  . 


$16,043,708  24 


$2,658,698  67 

1,193,995  91 

29,747  35 

43,866  93 

909.807  06 

131,394  42 

113.899  40 

356,825  72 

1,496,819  61 


606.706  49 

344.520  64 
200,540  61 
271,967  43 
185,899  92 
71,741  09 

4.279  73 
18,837  12 

222,985  07 

409,355  13 
61,032  25 
19,239  42 

491.945  86 
1,416.547  69 

134,377  70 
25.828  04 
34,587  55 
19.250  41 
16.370  78 


$17,759,209  27 


$3,200,628  78 

1,422.643  45 

44.662  44 

45,384  97 

1.112.508  53 

195.194  13 

153.753  04 

436,140  07 

1,630,494  16 


687,731  36 

415.934  02 
209,492  78 
304,110  48 
207.517  62 
72.346  32 

2.470  13 
18.399  11 

228.812  77 

442,442  03 
59.790  79 
16,214  74 

512,055  09 
1.470,338  74 

145.324  72 
26.643  02 
85,621  18 
19.205  86 
81,940  87 


$11,491,068  00 


$13,247,801  20 
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JUNB  30. 

Iflf. 

IflT. 

Leaving  an  apimrent  profit  on  their  gaa  busi- 
ness of 

They  have  also  received  for  interest,  etc., 
for  rente,  etc.,   . 
as  profits  from  electric 
lighting. 

$4,552,640  24 

93,168  18 

213.927  83 

1,535,698  87 

$4,511,408  07 

67.992  63 

262,354  99 

1,409,066  51 

From  these  receipts  should  be  deducted:  — 
Interest  on  bonds  and  loans. 
Dividends 

$6,395,425  12 

$674,664  74 
4,339,535  35 

$6,240,742  20 

$745,773  77 
3.989.515  74 

Other  items 

1,336.173  07 

1.217.863  59 

Leaving  an  apparent  profit  of        .         .         . 

$6,350,363  16 
45,061  96 

$5,953,153  10 
287.689  10 

$6,395,425  12 

$6,240,742  20 

Five  ^  of  the  companies  appear  not  to  have  earned  expenses, 
and  seven  *  have  not  earned  sufficient  to  warrant  the  declara- 
tion of  any  dividend. 

The  receipts  from  gas  sold  by  meter  show  an  increase  of 
$1,298,913.54.  The  receipts  from  sales  for  public  lamps  have 
decreased  by  $1,676.56. 

In  Appendix  B,  will  be  found,  under  date  of  June  30,  1917, 
the  separate  balance  sheets,  profit  and  loss  and  manufacturing 
accounts  of  the  gas  companies,  as  taken  from  the  annual  re- 
turns, with  corrections  made  by  the  Board  after  their  examina- 
tion and  correspondence  with  the  officers  of  the  several  com- 
panies. 

The  valuation  of  the  property  of  the  several  companies  as 
fixed  by  the  local  assessors  may  be  found  in  detail  in  Appendix 
E.    The  aggregate  valuation  of  all  the  companies  is  $71,980,764. 

Certain  companies,  however,  have  electric  light  plants,  and 
the  assessed  value  of  such  whenever  separately  returned  is  as 
follows:  — 


Amherst,  . 

Blacks  tone, 

Easthampton, 

Fitchburg, 

Lawrence, 

L3rnn, 

New  Bedford, 


$323,700 
23.100 
323.360 
1,017,229 
1,314.919 
1,586,550 
2,735,182 


Southeastern  Mass.  (Marion),  $113,290 


Suburban  (Revere),  . 
Vineyard  fOak  Bluflfs). 
Webster,    . 

Total. 


615,585 
129,047 
337,970 

$8,519,932 


>  Three  last  year. 


«  Nine  last  year.      ^  j 
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The  value  of  the  gas  plants  as  assessed  by  the  local  assessors 
is  then,  in  round  numbers,  probably  not  far  from  $55,000,000, 
as  there  are  electric  plants  at  Adams,  Athol,  Beverly,  Charles- 
town,  Clinton,  Nantucket  (Citizens),  Newburyport,  North 
Adams,  Spencer  and  Williamstown,  which  are  not  given  in  the 
last  table. 

The  total  sum  paid  by  the  companies  for  taxes,  including 
State  supervision,  after  apportioning  to  electric  account  that 
part  of  the  gas  companies'  taxes  belonging  to  their  electrical 
departments,  was  $1,470,338.74,  an  average  of  7.4  cents  per 
thousand  feet  of  gas  sold;  being  an  increase  over  the  amount 
paid  the  previous  year  of  $53,791.05  in  the  total,  and  of  three- 
tenths  of  a  cent  for  every  thousand  feet  sold. 

Dividends. 

The  amount  paid  in  dividends  by  the  several  companies,  the 
rate  and  amount  per  thousand  feet  of  gas  sold,  will  be  found 
in  detail  in  Appendix  E.  Seven  companies  paid  no  dividends. 
The  52  companies  paying  dividends  paid  out  in  all  for  this 
purpose  the  sum  of  $3,989,515.74,  which  is  an  average  rate  of 
8.8  per  cent,  on  their  capital  stock. 

Beduotions  in  Price. 

The  following  companies  have  reduced  the  maximum  net 
price  of  gas  per  1,000  feet  during  the  year  ending  June  30, 
1917:  — 

Leominster, from  $1  35  to  $1  30 

Norwood, from    1  60  to    1  55 

Plymouth, from    1  60  to    1  55 

Taunton, from    1  00  to       90 

Increases  in  Price. 

The  following  companies  have  increased  the  maximum  net 
price  during  the  year:  — 

Amesbury,      .       .       .       .' from  $1  50  to  $2  00 

Worcester, from      75  to        85 
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The  average  price  paid  by  consumers  for  coal  gas  to  the 
companies  selling  annually  more  than  30,000,000  feet  each  is 
$0,847  per  thousand  feet.  If  the  Boston  company  be  excluded 
the  average  is  $0,873.  The  average  price  received  by  the  re- 
mainder of  the  coal-gas  companies  from  sales  by  meter  is  $1.44; 
the  average  received  by  all  is  $0,858  per  thousand.  Acetylene 
gas  is  commonly  billed  to  customers  at  a  price  per  hundred 
feet  instead  of  per  thousand  feet,  as  in  other  kinds  of  gas.  The 
average  price  for  acetylene  gas  is  $1.41  per  hundred. 

The  average  price  paid  by  consumers  of  coal  gas  for  sales  by 
meter  in  1886  was  $1.72;  in  1887,  $1.66;  in  1888,  $1.56;  in 
1889,  $1.50;  in  1890,  $1.46;  in  1891,  $1.43;  in  1892,  $1.52;  in 
1893,  $1.45;  in  1894,  $1.26;  in  1895,  $1.21;  in  1896,  $1.17; 
in  1897,  $1.15;  in  1898,  $1.14;  in  1899,  $1.12;  in  1900,  $1.10; 
in  1901,  $1.08;  in  1902,  $1.07;  in  1903,  $1.06;  in  1904,  $1.05; 
in  1905,  $1.05;  in  1906,  $0,998;  in  1907,  $0,948;  in  1908,  $0,921; 
in  1909,  $0,914;  in  1910,  $0,901;  in  1911,  $0,890;  in  1912, 
$0,857;  in  1913,  $0,850;  in  1914, $0,850;  in  1915,  $0,862;  in  1916, 
$0,858;  and  in  1917,  $0,858. 

Note.  —  The  terms  "coal  gas'*  and  "ooal-gas  oompaniee"  whenever  used  in  the  report  are 
intended,  unless  otherwise  qualified,  to  include  all  except  the  acetylene  companies. 


ELECTRIC  COMPANIES. 

The  following  table  gives  the  names  of  the  persons  and  cor- 
porations under  the  supervision  of  the  Board  who  were  engaged 
in  the  supply  of  electricity  on  June  30,  1917,  with  the  localities 
supplied  by  each  and  the  population  of  the  same  according  to 
the  census  of  1915,  and  the  capital  stock  of  the  incorporated 
companies.  Unless  otherwise  noted,  the  par  value  of  each  share 
of  capital  stock  reported  is  $100. 


Namb. 

LocaUtiee  supplied. 

Popula- 

Capital. 

Abinffton  and  RocUand.  Electric  light 
and  Power  Co.  of, 

Abington,  Cohasset,  Han- 

over,     Norwell.      Pem- 

broke.   Rockland,    Soit- 

uate 

22.410 

$383,500  00 

Adams  Gas  light  Co 

Adams,  Cheshire, 

17.7M 

00.000  00 

Agawam  Electric  Co.,        .... 

Agawam,    .... 

4,5M 

125,000  00 

American  Woolen  Co 

Acton.  Maynard. 
Amesbury,  Salisbury,  Sal- 
isbury Beach, 

8,921 

— 

Amesbury  Electric  light  Co 

10.260 

235.000  00 

Amherst  Gas  Co 

Amherst.  Hadley,  Hatfield, 
Ftolham,  Whately,  . 

12,471 

300,000  00 

Digitized  by  VjOOQ IC 


1918.] 


PUBLIC  DOCUMENT  — No.  35. 


115 


Namb. 


Localities  supplied. 


Popula- 
tion 


Capital. 


▲tbol  Gas  and  Eleotrio  Co.,     . 

AtUeboro  Steam  and  Electric  Co.,  . 
Atvt  Electric  Licht  Co.,   . 
Barnes.  A.  W.,  Steam  Specialty  Co., 
Beverly  Gas  and  Electric  Co., . 

Blaekstone  Electric  Light  Co., 
Block  Plant  Electric  Co., . 
Boesidy,  William  F.,  .        .        . 

Bunards  Bay  Electric  Co., 


C^mbridfc  Electric  Li^t  Co.. 
Central  Massachiuetts  Electric  Co., 


Atfaol,     Ervins,     Orante, 

Wendell, . 
Attleboro,  . 
Asrer. 


Charlemont  Electric  Light  and  Power  Co., 
Cfaarieetown  Gas  and  Electric  Co.,  . 

Cbeeter  Electric  Light  Co., 
dtiaens'  Gas.  Electric  and  Bower  Co.,    . 
Clinton  Gas  Light  Co.,     .... 
Eastern  Massachusetts  Electric  Co., 


Easthampton  Gas  Co.,     . 

Edison    Electrio    Illuminating 
Boston 


Co.    of 


Edison    Electric     Illuminating    Co.    of 
Brockton, 


Fall  RiT«r  Electric  light  Co.,  . 
Fttehbiug  Gas  and  Electric  Ught  Co.,    . 
Franklin  Electrio  Light  Co.,     . 

Gardner  Electric  light  Co.,     . 

GloiMester  Electric  Light  Co., . 
Great  Barrington  Electrio  light  Co., 

Greenfield  Electric  light  and  Power  Co., 


Har- 
Yar- 


Boston  (injpart), 

Beverly,  Hamilton,  Tope- 
field,  Wenham, 

Blackstone, 

Boston  (in  nart). 

West  Stockbridge, 

Barnstable,  Bourne,  Chat- 
ham,   Falmouth, 
wich,     Sandwich, 
mouth,    .... 

Cambridge, 

Belohertown,  Brookfield. 
East  Longmeadow,  En- 
field, Granby,  Hampden. 
Monson,  Palmer,  Warren, 
Wilbraham,  West  Brook- 
field 

Charlemont, 

Boston,  Charlestown  dis- 
trict  

Chester.     .... 

Nantucket, 

Clinton,  Lancaster,   . 

Maiden,  Peabody,  itevere, 
Salem 

Easthampton,  Southamp- 
ton,        .... 

Arlington,  Ashland,  Bed- 
fora,  Bellingham,  Bos- 
ton, Brookline,  Burling- 
ton, Canton,  Carlisle, 
Chelsea,  Dedham,  Dover, 
Franklin,  Framingham, 
HoUiston,  Hopkinton, 
Lexington,  Lincoln,  Med- 
field.  Medway,  Miilis, 
Milton.  Natick,  Need- 
ham,  Newton,  Norfolk, 
Sharon,  Sherbom,  Som< 
erville,  Stoneham,  Sud- 
bury, Walpole,  Waltham, 
Watertown,  Wayland, 
Westwood,  Winchester, 
Woburn.  Weston,    . 

Avon,  Bridgewater,  Brock- 
ton, Bryantville.  Bur- 
rage.  EflMt  Brid^mwater. 
Hanson,  North  Easton, 
Monponsett,  Pembroke, 
South  Easton,  South 
Hanson,  Stoughton, 
West  Bridgewater,  Whit- 
man,      .... 

Fall  River.  Somerset, 
Swansea,  Westport, 

Ashby,  Fitchburg,  Town- 
send,  Lunenburg,   . 

Montague,  Lake  Pleasant, 
Millers  Falls,  Riverside. 
Turners  Falls, 

Barre,  Gardner.  Hub- 
bardston,  Rutland,  West- 
minster  

Esser,  Gloucester,  Rock- 
port 

Egremont,  Great  Barring- 
ton,  New  Marlborough, 
Sheffield, 

Ashfield,         Bemardston, 
Buckland,  Colrain,  Con- 
wav,  Deerfield,  Greenfield, 
Northfield,  Shelbume, 


16.718 
18,480 
2,n9 


27.079 
5,680 


1.901 


18,346 
108,822 


29,766 
877 

39.597 
1,344 
8,166 

15.777 

129,910 
10.795 


1.165,012 


102,942 
133,988 
46.546 

8,876 

24,425 
30.506 

10.118 
25.026 


S655.000  00 
275,000  00 
30,000  00 


687.500  00 
40,000  00 
9.500  00 


11.000  00 
1.000.000  00 


280,000  00 
3.000  00 

1600.000  00 

5,000  00 

40.000  00 

>  183.000  00 

125.000  00 

450.000  00 


22.528,000  00 


1,476.000  00 

1.400,000  00 

888.000  00 

50,000  00 

282,600  00 
314,200  00 

125,000  00 
1.000,000  00 


t  Par  value,  $50. 


tPar 
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Name. 


Localities  supplied. 


Popula- 
tion. 


Capital. 


Harvard  Gas  and  Electric  Light  Co., 
Haverhill  Electric  Co., 
Huntington  Electric  Light  Co., 
Lawrence  Gas  Co 


Lee  Electric  Co^ 

Lenox  Electric  Co., 

Leominster  Electric  Light  and  Power  Co., 
I^owell  Electric  Light  Corporation,  . 


Ludlow  Electric  Light  Co., 
Lsmn  Gas  and  Electric  Co., 

Maiden  Electric  Co., 

Manchester  Electric  Co.,  . 
Marlborough  Electric  Co., 


Milford  Electric  Light  and  Power  Co.,     . 

Mill  River  Electric  Light  Co.,  . 

New  Bedford  Gas  and  Ediaon  light  Co., 


Newburyport  Gas  and  Electric  Co. , 

North  Adams  Gas  Light  Co.,  . 
Northampton  Electric  LightLsg  Co., 
North    Brookfield    Electric    Light    and 

Power  Co.,» 

North  Dana  Electric  Light  Co..< 
Norton  Power  and  Electric  Co., 
Pkirsons,  Daniel  C.  (PeppereU). 
Pittsfield  Electric  Co.,       .        .        .        . 


Plymouth  Electric  Light  Co.,  . 

Provinoetown  light  and  Power  Co., 

Quinoy  Electric  Light  and  Power  Co^ 

Randolph  and  Holbrook  Power  and  Elec- 
tric Co., 

Salem  Electric  Lighting  Co.,    . 

Seekonk  Electric  Co 

Shirley  Electric  Co., 

Southeastern  Massachusetts  Power  and 
Electric  Co.  (Marion),    .... 

Spencer  Gas  Co., 

Stockbridge  Lighting  Co., 


Suburban  Gas  and  Electric  Co., 
Sunderland  Electric  Light  and  Power  Co., 
Tyngsborough  Electric  Light  Co.,    . 
Union  Light  and  Power  Co.  (Franklin), . 


United  Electric  Light  Co.  (Springfield), 
Vineyard  Lighting  Co.,     . 


Harvard,    .... 

Haverhill 

Huntington, 

Andover,  Boxford,  Iaw- 
rence,  Methuen,  North 
Andover, 

Lee,  Lenox, 

Lenox,  Stockbridge*  . 

Leominster, 

Billerica,  Chelmsford,  East 
Chelmsford,  Dracut,  Lo- 
well,    North     Billerica, 
North  Chelmsford,  North 
Tewksbury,  South  Bil- 
lerica, South  Chelmsford, 
South  Tewksbury,  Tyngs- 
borough, West  Chelma* 
ford.  Weetford.  West 
Tewksbury,    . 

Ludlow,      .... 

Lynn,  Nahant,  Saugus, 
SwampsQott,  . 

Everett,  Maiden,  Medfovd, 
Melxtwe 

Manchester, 

Berlin,  Bolton,  Marl- 
borough, Northborough, 
Shrewsbury,  Southboi^ 
ough,  Westborough, 

Hopedale,  Mendon,  Mil- 
ford 

Williamsburg,    . 

Acushnet,        Dartmouth, 
Fairhaven,  Freetown, 
Lakeville,   Mattapoisett, 
New  Bedford,  Wareham, 
Westport, 

Newburyport,  Newbury, 
West  Newbury, 

Clarksburg,  North  Adams, 

Northampton,   . 

North  Brookfield. 
Greenwich,  North  Dana, 
Norton, 


1.1M 

49.450 

1,427 


118,914 
7,723 
6,148 
17,646 


Pepperell,  . 
Dalton,  Hinsdale, 

borough,  Lee,  Pittsfield, 

Richmond, 
Duxbury,  Kingston 

Marshfield,  Plsrmouth, 
Provinoetown,   . 
Quiney, 


Holbrook,  Randolph, 
Peabody  (in  part),  Salem 
Seekonk,    . 
Shirley, 

Bourne,  Carver,  Marion, 
Rochester,  Wareham, 

Spencer,     . 

Lee,  Lenox  (in  part) 
Stockbridge,  West  Stock- 
bridge,    . 

Revere.  Winthrop,    . 

Sunderland, 

Dunstable,  Tyogsborough, 

Bellingham,  Foxborough, 
Franklin,  Plainvme, 
Wrentham, 

Longmeadow,  Springfield, 
West  Springfield,    . 

Edsartown,  Oak  Bluffs. 
T  i  s  b  u  r  y  (Vineyara 
Haven),  .... 


129,fi08 
9,251 

114,761 

184,014 
2,048 


27,257 

17,280 
2,118 


136,506 

18,430 
23,149 
21,662 

2,947 
1,188 
2,687 
2,839 


50.856 

19,152 

4,295 

40.674 


7,680 

137.200 

2,767 

2,551 


12,196 
5,994 


9,624 

37.936 

1,278 

1,329 


15,970 
116.092 

3,845 


$12,000  00 

933,700  00 

5,000  00 


2,500,000  00 
80,000  00 
40,000  00 
220.000  00 


1.176,400  00 
30.000  00 

1,626,000  00 

1,068,000  00 
206,800  00 


327,500  00 

102.500  00 
15,000  00 


1,908,000  00 

342,000  00 
400.000  00 
117,400  00 

60,000  00 

8,000  00 


875,000  00 

315,200  00 
60.000  00 
300,000  00 

100.000  00 

<  796.000  00 

5,000  00 

70,200  00 


265,000  00 
97,500  00 


40,000  00 

834.500  00 

11.000  00 

•7.500  00 


272.800  00 
2,000.000  00 


25,000  00 


1  Unincorporated. 

*  Manufacturing  of  electricity  a  minor  portion  of  business. 

*  Salem  only. 


*  Par  value,  $60. 
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Namx. 


Localities  supplied. 


Pop 


Capital. 


Wars  Eleotrio  Co 

Webator  and  Southbridfls  Gas  and  Eleo- 
trio Co 


Weymouth  light  and  Power  Co.,     . 
WiUiamstown  Gas  Co.,      .        .        .        . 
Winehandon  Electric  Ucht  and  Power  Co., 
Worcester  Electric  Licht  Co..    . 
Worcester  Suburban  Eleetrio  Co..     . 


Hardwick,  Ware. 

Brimfleld,  Charlton,  Dud- 
ley, Oxford.  Southbridte, 
Sturbridge.  Wales,  Web- 
ster. 

Weymouth, 

WiUiamstown,    . 

Winchendon, 

Leicester,  Worcester, 

Auburn,  Douglas,  Oraf- 
ton.  Mendon,  Millbury, 
Northbridge.  Sutton, 
Upton,  Uxbridge, 


12,942 


39.733 

13,969 

3.981 

5,908 

166.019 


36.978 


1132.000  00 


467,600  00 

800.000  00 

40.000  00 

227.000  00 

1.600.000  00 


800.000  00 


Affgr«ffftt«  Bftlanoe  Sheet. 

Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  taken  from  the  returns  of  1916  and  1917,  show  the  fol- 
lowing facts:  — 


Fob  Ybab  bndzno  Juks  80. 


IflS. 


IflT. 


Assets: — 
Construction  accounts, 
Cssh  on  hand,^ 
Due  for  electricity. 
Other  accounts  due. 
Materials,  etc.,     . 
Notes  receivable, 
InTsstments,  etc., 
Sinking  funds,  etc., 


LiABiunss:  — 
Capital  stock, 

Bonds,         .... 
Notes  payable,     . 
Unpaid  bills. 
Unpaid  dividends. 
Interest  due  and  unpaid. 
Interest  accrued  but  not  due. 
Deposits,     .... 
Premium  on  capital  stock,     . 
Other  items, 


Reserve  and  depreciation  fimds. 
Surplus 


Of  these  companies:  — 
53  ^  show  an  aggregate  surplus  of 
5  *  show  an  aggregate  deficit  of 
Leaving  total  net  surplus  as  shown  above, 
Which  added  to  reserves  carried  as  liabilities, 
Would  show  an  actual  surplus  of    . 
E<piivalent  to  per  cent,  on  capital  of  about 


$93,897,377  73 

2,392,956  39 

1,710.717  51 

954,920  54 

3,125,391  22 

96,519  09 

663,045  55 

534,336  33 


$103,453,078  06 
6,175.107  99 
1,973,158  83 

956,760  94 
4,276,621  08 

128,389  33 
1,008,558  84 

458.509  09 


$103,375,261  36 

$50,720,800  00 

9,171,000  00 

11,623,368  82 

908.375  29 

976,427  17 

7.250  52 

129.929  00 

156,621  62 

22,681,141  36 

562.306  16 


$117,430,184  16 

$52,700,940  00 

8.976.500  00 

21.128.299  28 

1,957.707  52 

917.985  02 

5.829  94 

397,569  74 

201,828  88 

22,970.337  86 

668,916  03 


$96,937,219  94 
2,290,515  02 


$109,925,914  27 
2.630.403  44 


$99,227,734  96 
4,147,529  40 


$112,556,317  71 
4.873,866  45 


$103,375,264  36 

$4,166,256  29 
18.726  89 


$117,430,184  16 

$4,894,070  89 
20,204  44 


$4,147,529  40 
2,290,515  02 


$4,873,866  45 
2.630,403  44 


$6,438,044  42 
12.69 


$7,504,269  89 
14.24 


t  Fifty-two  in  1916. 


s  Seven  in  1916. 
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The  following  table  contains  a  summary  of  the  financial  op- 
erations of  all  the  incorporated  companies  and  privately  owned 
plants  engaged  in  the  sale  of  electricity  under  the  supervision 
of  the  Board  for  the  year  ending  June  30,  1916,  and  for  the 
year  ending  June  30,  1917:  — 


Fob  Ybab  uiDDro  Jxnrx  30. 


tm. 


IflT. 


Income:  — 
From  commercial  are  lights  by  contract, 

commercial  incandescent  lights  by  con- 
tract,        

commercial  arc  and  incandescent  lights 

by  meter, 

public  arc  lights,  .... 

public  incandescent  lights,  . 
electric  power,  ..... 
electricity  sold  to  other  companies, 
rent  of  motors,  ..... 
rent  of  fixtures,  ..... 
*rent  of  meters,  ..... 
steam  heating,     ..... 


Total, 


2. 

3. 

4. 

6. 

6. 

7. 

8. 

9. 
10. 
11. 
12. 
13. 

14. 
15. 

16. 
17. 

18. 
19. 
20. 
21. 
22. 
23. 
24. 
25. 
26. 
27. 
28. 
29. 


EXPBNSES:  — 

1.   Coal  or  other  fuel. 

Rent  of  real  estate  used  for  plant, 

Oil  and  waste, 

Water, 

Wages  at  station,  . 

Station  tools  and  appliances, 

Station  structures  and  repairs, 

Hydraulic  plant  repairs. 

Steam  plant  repairs. 

Electric  plant  repairs,     . 

Current  bought,     . 

Wages  for  care  of  lights,  etc., 

Maintena9ce  and  renewals  of  distribution, 
tools,  etc., 

Maintenance  and  renewals  of  street  lamps, 

Maintenance  and  renewals  of  lamps  (com- 
mercial lighting).,         .... 

Repairs  and  renewals  of  lines  and  conduits, 

Repairs  and  renewals  of  meters  and  trans- 
formers,    ..... 

Directors'  allowances,     . 

Salaries  of  officers, 

General  salaries,     .... 

Rent  of  offices,  if  separate  from  plant, 

Repair  and  maintenance  of  office  buildings. 

General  office  and  management  expenses. 

Taxes 

Insurance,     ...... 

Law  expenses,        ..... 

Claims,  ...... 

Bad  debts 

Incidental  expenses,        .... 

Total, 


$9,726  96 

171,352  46 

11,317,551  68 

1,348,982  03 

1,354,486  58 

6,531,905  00 

1,252,816  65 

4.971  69 

223,894  46 

12,359  28 

64,398  07 


$22,292,444  86 


$2,179,741  18 

837,738  05 

26,573  91 

69.748  50 

1,008,969  38 

98,369  48 

69,479  35 

12,202  50 

267,446  19 

191,306  14 

1,518.008  63 

519,622  00 

227,218  03 
330,388  93 

295.620  29 
971,765  92 

154,098  64 
28,554  48 

285,173  66 

966.028  67 
91,907  07 
44,218  28 

763.769  17 
1,984,097  35 

275,509  67 
85,735  77 
10,367  73 
47,049  64 
46.599  43 


$7,171  08 

184,238  75 

12,622,383  12 

1322,081  15 

1,473.304  55 

8,337,462  40 

1,834,000  75 

5,683  30 

240,633  67 

14,010  67 

92,150  50 


$13,407,308  04 


$26,133,119  94 


$3,105,625  31 

188,411  76 

31.966  25 

75,822  76 

1,175,437  10 

167,002  40 

98,233  97 

36.103  02 

378,480  42 

227.882  47 

1,897,769  53 

708,109  10 

261,443  32 
353.091  90 

320,998  61 
1.151,744  68 

157,722  18 

29,288  84 

309.318  04 

1,024.698  97 

107,143  96 

51,691  01 

881,330  43 

2,296,474  46 

359.095  36 

108,455  60 

8,086  52 

48,880  38 

73,807  28 


$15,634,115  63 
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Fob  Ybab  ending  June  ; 


Iflf. 


1S17. 


Leaving  an  apparent  profit  of         .         .         . 

Of  this  profit,  the  gas  companies  made  in  their 

eleetneal  departments,       .... 

Leaving  for  the  electric  companies, 
To  which  should  be  added  the  income  from 
rents,  jobbing,  etc.,  amounting  to 

Making  a  total  of  ....         . 

Against  which  the  following  charges  were 
made:  — 

Interest, 

Dividends,        ...... 

Depreciation,    ...... 

Sundry  items, 


Iieaving  an  apparent  net  profit  for  the  year  of  , 


$8,885,136  82 
1,535,608  87 


$10,499,004  31 
1,409.056  51 


$7,349,437  95 
1,487,190  99 


$9,089,947  80 
898,983  99 


$8,836,628  94 


$866,100  60 

5,297.734  37 

511,244  63 

1,517.051  40 


$9,988,931  79 


$1,288,621  93 
5.378,342  67 
1,340,082  33 
1,247.785  02 


$8,192,131  00 
644.497  94 


$9,254,831  95 
734,099  84 


$8,836,628  94 


$9,988,931  79 


Two  ^  of  the  corporations  included  above  appear  not  to  have 
earned  expenses,  and  ten  ^  have  not  earned  sufficient  to  warrant 
the  declaration  of  any  dividend. 

From  the  above  data  it  appears  that  the  gross  profits  from 
sale  of  electricity  by  all  the  companies  increased  $1,613,867.48, 
and  those  doing  only  an  electric  business  show  an  increase  dur- 
ing the  last  year  of  $1,740,509.85. 

In  Appendix  B  will  be  found,  under  date  of  June  30,  1917, 
the  separate  balance  sheets,  profit  and  loss  and  manufacturing 
accounts  of  the  companies,  as  taken  from  the  annual  returns, 
with  corrections  made  by  the  Board  after  examination  and  cor- 
respondence with  the  officers  of  the  several  companies. 

The  valuation  of  the  property  of  the  several  electric  com- 
panies, as  fixed  by  the  local  assessors,  may  be  found  in  detail 
in  Appendix  F.  The  aggregate  valuation  of  all  of  the  electric 
companies  is  $70,672,247.  This  does  not  include  the  valuation 
of  the  electric  plants  of  the  gas  companies.  The  total  sum  paid 
by  the  companies  for  taxes,  including  State  supervision  and  in- 
cluding the  amounts  paid  by  the  gas  companies  on  account  of 
their  electric  plants,  is  $2,296,474.46. 


I  One  in  1916. 


s  Ten  in  1916. 
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DiTldendB. 

The  amount  paid  in  dividends  by  the  several  electric  light 
companies  and  the  rate  per  cent,  will  be  found  in  detail  in 
Appendix  F.  Nine  companies  paid  no  dividends.  The  other 
50  comp'anies  paid  out  in  all  as  dividends  the  sum  of  $5,378,- 
342.67,  which  is  an  avj^rage  rate  of  10.29  per  cent,  on  their 
capital  stock. 

B«ductloiis  in  Price. 

The  following  companies  have  reduced  the  maximum  net 
price  per  kilowatt  hour  for  electricity  for  commercial  use  dur- 
ing the  year  ending  June  30,  1917:  — 

Cents  per  Kikmatt  Hour. 

Amesbury, from  16     to  15.5 

Amherst, from  13.5  to  11.7 

Ayer, from  15     to  14 

Blackstone, from  13.5  to  13 

Edison  (Brockton), from  10     to   9 

Fitchburg, from  12     to  11 

Lowell, from  10     to   9 

Norton, from  19     to  15 

Seekonk, from  10     to   9 

Shirley, from  15     to  12 

Stockbridge, from  15     to  14 

Sunderland, from  13.5  to  11.7 

Union  (Franklin), from  13.5  to  13 

Wejmaouth, from  15     to  13.5 

Worcester, from   9     to   8 

Worcester  Suburban, from  14     to  13.5 

The  Chester  Electric  Light  Company  has  increased  its  price 
from  18  to  23.75  cents  net  a  kilowatt  hour. 
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Prices,  Commereial  Business. 
The  following  table  shows  the  prices  charged  by  the  several 
companies  for  commercial  electric  lights  and  power  on  June 
30,  1917:  — 


COMPANY. 


Ahington 
Und. 


and    Roek- 


Prioes. 


For  Ught:  tor  rttldMioM  in  Abington  and 
Rockland  IS  oonti  grow  a  k.  w.  h.,  with  dla- 
ooimt  of  10%  if  paid  in  10  daya;  in  Hanover, 
NorweU  and  Pembroko  IS  oonti  not,  and 
in  Cofaaaet  and  Soitnate  IT  oonti  not  to  turn- 
mor  oustomen  and  15  oants  net  to  yearly  oua* 
tomers;  minimum  charge  $12  a  year;  $10  net 
to  summer  cottages.  For  itoroo  in  Abington 
and  Rockland  IS  oonto  a  k.  w.  h.  for  first  80 
hours'  use  of  connected  load  a  month  and  7 
cants  for  all  k.  w.  h.  in  excess,  with  discount  of 
10%  if  paid  in  10  days;  and  in  Hanover,  Nor- 
well,  Gohasset,  Scituate  and  Pembroke  14.4 
oonts  not  a  k.  w.  h.  for  first  50  hours*  use  of 
connected  load  a  month  and  6.8  cents  net  for 
all  k.  w.  h.  in  excess;  minimum  mcnthly 
charge  25  hours'  use  of  connected  load  a  month 
net.  For  f  aotorloi  in  Abington,  Rockland, 
Hanover  and  Norwell  same  as  power  rate  be- 
tween March  1  and  November  1,  and  during 
remainder  of  year  IS  oonti  a  k.  w.  h.  for  all 
used  in  excess  of  average  monthly  use  under 
power  rate  during  the  preceding  period  from 
March  to  November,  with  discount  of  10%  if 
paid  in  10  days  and  minimum  charge  of  $12  a 
year.  For  signs,  10  cents  a  k.  w.  h.  where 
lamps  are  maintained  by  company;  if  by  cus- 
tomer, 7  cents. 

For  power:  10  oonti  grow  for  installatiocs 
to  5  h.  p.,  with  discounts  ranging  from  10  to 
67%  acccnrding  to  monthly  use,  with  minimum 
monthly  charge  of  $1.50  a  h.  p.  In  Abington 
and  Rockland  a  disoonnt  of  10%  if  paid  in  10 
days,  and  elsewhere  price  is  9  to  2.7  oenta  net 
a  k.  w.  h.  according  to  monthly  use.  For 
installations  of  5  h.  p.  and  over  capacity 
diarge  of  $2  for  first  k.  w.  of  motor  rating  and 
$1.25  for  each  additional  k.  w.  and  price  of  3) 
cents  a  k.  w.  h.,  with  quantity  discounts  on 
all  over  10  h.  p.  and  discount  of  10%  if  paid 
in  10  days;  if  motor  exceeds  50  h.  p.  price  is 
3  cents  a  k.  w.  h.  Maximum  demand  of  670 
h.  p.,  $10,800  for  600,000  k.  w.  h.;  aU  in  ex- 
cess of  600.000  k.  w.  h.  at  1  cent,  lighting  at 
2  cents  and  not  included  in  600,000  k.  w.  h., 
aU  subject  to  10%  discount  for  cash  in  10 
days. 

For  boating:  10  oonti  groM  a  k.  w.  h.  for  first 
20  hours'  use  for  each  k.  w.  supplied  and  3) 
cents  for  aU  additional  k.  w.  h..  with  a  mini- 
mum charge  of  $12  a  year  and  dlaoount  of 
10%  in  Abington  and  Rockland  for  cash  in  10 
days. 
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(Maynard). 
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Amherat,   . 


Prices. 


For  Uf  ht:  IS  o«nti  grow  a  k.  w.  h.  on  fint  15 
k.  w.  h.  a  month,  and  9  oenU  a  k.  w.  h.  for  aU 
in  ezoeae  thereof,  with  dlooount  if  paid  in  10 
days  of  1  cent  on  each  k.  w.  h.  No  minimmn 
charge.    Free  lamp  renewals. 

For  powor:  9  oonti  grooa  a  k.  w.  h.,  with  dls- 
oount  if  paid  in  10  days  of  1  cent  each  on  first 
2,000  k.  w.  h.  a  month.  2  eents  each  on  next 
6,000  k.  w.  h.  a  month.  If  cents  oach  on  next 
22,000  k.  w.  h.  a  month,  and  1\  cents  each  on 
all  in  ezoess  thereof.  Minimum  charge  of  $12 
a  year  per  h.  p.  of  connected  load.  Diioount 
of  from  2|  to  10%  on  60  to  ISO  k.  w.  h.  used  per 
month  per  each  h.  p.  installed.  An  additional 
disocunt  of  1%  for  each  year  of  the  ccntract  on 
contracts  of  not  less  than  two  nor  more  than 
five  years. 

For  llirlvt:  IS  oonti  grow  a  k.  w.  h.  for  first 
200  k.  w.  h.,  and  prices  ranging  from  this  down 
to  8  cents,  according  to  monthly  consumption. 
Dlsoount  of  10%  if  paid  in  10  days.  Mini- 
mum  montiily  charge  of  50  cents,  with  dis- 
count of  10%  if  paid  in  10  days.  Gem  lamps 
renewed  free.    No  wiring. 

For  power:  4  oonti  not  per  k.  w.  h.  for  first 
800  k.  w.  h.,  prioQO  ranging  from  this  down  to 
1.8  cents,  according  to  monthly  consumption. 
Minimum  charge  of  $1.50  per  month  for  instal- 
lations of  3  h.  p.  or  less;  50  cents  per  month  per 
h.  p.  for  installations  of  over  3  h.  p. 

For  oookinc  ond  hooting:  $  oonto  not  a  k.  w. 
h.  for  first  40  k.  w.  h.  a  month,  and  2  cents 
net  a  k.  w.  h.  for  all  over  40  k.  w.  h.  a  month. 
Minimum  charge  of  $1.50  a  month. 

For  Ufht:  IS  oonto  grooi  a  k.  w.  h.  to  cua- 
tomers  using  less  than  70  k.  w.  h.,  or  $0.10  a 
month,  with  discounts  of  from  5  to  80%  to 
customers  using  more  than  70  k.  w.  h.  Dii- 
oount of  5%  on  all  bills  paid  by  15th  of  month. 
Minimum  charge  $9  a  year.  Lamp  renewals 
at  cost. 

For  powor:   10  oonto  a  k.  w.  h. 

For  Uffht:  1$.$  oonto  grooi  a  k.  w.  h.,  and  for 
use  in  ezoess  of  10  k.  w.  b.  a  month  prices  range 
from  16  to  11  cents,  according  to  amount  used. 
Dlsoount  of  1  cent  a  k.  w.  h.  if  paid  in  15  days. 
Minimum  monthly  charge  of  75  cents. 

For  powor:  10  oonto  not  a  k.  w.  h.  to  very 
small  customers,  5  cents  net  to  o^ers  using 
less  than  500  k.  w.  h.  a  month,  and  for  use  in 
excess  thereof  prices  ranging  from  4)  to  2 
cents,  according  to  amount  used.  Primary 
electricity  at  company's  switchboard.  Mini- 
mum monthly  charge  of  $1  a  h.  p.  of  demand. 

For  Uffht:  IS  oonto  groia  a  k.  w.  h.  for  first 
200  k.  w.  h.  a  month,  and  for  use  in  excess 
thereof  prices  ranging  from  12  to  8  cents,  ac- 
cording to  amount  used.  Dlsoount  of  10%  if 
paid  in  10  days.  Minimum  monthly  charge 
of  50  cents. 

For  powor:  •  oonto  not  a  k.  w.  h.  for  first  400 
k.  w.  h.  a  month,  and  for  use  in  excess  thereof 
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COMPANY. 


Ambent  —  Con. 


Athol, 


Attleboro, 


Aytx, 


Barnes,     A. 
(Boston). 


W.    Co. 


Prices. 


prices  ranging  from  4|  to  1.8  cents,  aooord- 
ing  to  amount  used.  Minimum  monthly 
charge  of  $1.50  up  to  and  including  3  h.  p.,  and 
of  SO  cents  a  h.  p.  connected  for  all  in  excess. 

Vor  Uffht:  14  oanti  net  a  k.  w.  h..  prices  rang- 
ing from  this  down  to  8  cents,  according  to 
monthly  consumption;  when  over  600  k.  w.  h. 
a  month  are  used,  for  the  first  600  k.  w.  h.  9 
cents,  and  balance  8  cents  a  k.  w.  h.  Mini- 
mum charge,  $0  a  year.  No  wiring.  Lamp 
renewals  free.  Faetory  lighting:  prices 
range  from  10  cents  a  k.  w.  h.  for  100  to  250 
k.  w.  h.  a  month,  with  a  minimum  charge 
of  $3  a  month,  to  5  cents  a  k.  w.  h.  for  2,500 
k.  w.  h.  and  over  a  month  and  a  minimum 
charge  of  $20  a  month. 

For  powtr:  10  omti  groit  a  k.  w.  h.,  ranging 
from  this  down  to  If  cents,  according  to  quan- 
tity used.  Minimum  charge  for  power,  $1  a 
month  for  1  h.  p.  or  over. 

For  mlieallanaoiia  pufpoMs:  $  oe&ti  net  a 
k.  w.  h.  on  independent  meter;  no  use  of 
service  between  4  p.m.  and  10  p.if.  from  Octo- 
ber 15  of  one  year  to  March  15  of  the  following 
year.    Minimum  charge,  $20  a  year  a  meter. 

For  light:  11  oenti  not  a  k.  w.  h.,  with  a  few 
large  power  consumers  getting  their  lighting 
at  power  rates;  contract  lights  at  $1  and  $1.50 
a  month  iof  each  50-watt  light;  arc  lights,  10 
cents  a  k.  w.  h.  Free  renewals  to  contract 
customers  and  at  a  slight  advance  on  cost  to 
meter  customers.  No  wiring.  Minimum 
yearly  charge  of  $0. 

For  power:  T  oonta  net  a  k.  w.  h.,  prices  rang- 
ing from  this  down  to  If  cents.  Minimum 
monthly  charge  of  $1  a  h.  p. 

For  light:  1$  cents  gross  a  k.  w.  h.,  subject  to 
the  following  discount:  first  50  k.  w.  h.,  dis- 
count of  1  cent  a  k.  w.  h.  if  paid  in  10  days;  all 
in  excess  of  50  k.  w.  h.,  12  cents  a  k.  w.  h.  net. 
Commercial  lighting  on  contract,  $1  to  $3  a 
month  for  25-w8tt,  and  $1.50  to  $4.50  a  month 
for  50-watt  lamps,  according  to  hours  of  burn- 
ing. Minimum  charge  of  $9  a  year.  Renewals 
of  carbon  lamps  free. 

For  power:  $  cents  groii  a  k.  w.  h.,  less  dis- 
count of  1  cent  for  payment  in  10  days  a 
k.  w.  h.,  for  first  1,000  k.  w.  h.  a  month,  for 
next  9,000  k.  w.  h.  a  month  2i  cents  net  a 
k.  w.  h.,  and  all  in  excess  of  10,000  k.  w.  h.  a 
month,  2  cents  net  a  k.  w.  h.  Additional  dis- 
count from  2}  to  12i%  on  from  50  to  150 
k.  w.  h.  and  over  a  month  used  of  each  h.  p. 
installed.  Also  a  discount  of  1%  a  year  for  the 
term  of  the  contract  where  contracts  are  for 
not  less  than  two  nor  more  than  five  years. 

For  light:  10  csnts  net  a  k.  w.  h.,  with  reduc- 
tions in  price  according  to  quantity  used. 
Minimum  charge  of  75  cents  a  month.  Re- 
newals free  for  standard  carbon  lamps.  No 
wiring. 

For  power:  same  as  for  light. 
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B«verly, 


Blackstone, 


Block  Plant  (Boaton). 


For  llf ht:  IS  eenti  groM  a  k.  w.  h.  in  Beverly, 
Wenham  and  Hamilton,  with  diieount  of  2 
cents  a  k.  w.  h.  when  bills  are  paid  by  the  10th 
of  month:  in  Topefield.  19  oenta  gron  a 
k.  w.  h.,  with  dlaooant  of  2  cents  a  k.  w.  h.  if 
bills  are  paid  by  10th  o{  modth.  Minimum 
monthly  charge  of  75  cents.  No  free  wiring  or 
lamp  renewals. 

For  power:  10  conts  gron  a  k.  w.  h.  in  Bev- 
erly, Wenham  and  Hamilton,  with  diieoimti 
of  from  10  to  65%,  according  to  amount  of 
monthly  bill,  if  paid  by  10th  of  month;  in 
Topefield,  IS  cents  gron  a  k.  w.  h.,  with 
same  diieoimts  as  in  Beverly.  Minimum 
monthly  charge  of  SI  a  rated  h.  p.  of  motors 
instaUed. 

For  oooUng:  IS  oonti  gron  a  k.  w.  h.,  less 
dlaooant  of  2  cents  a  k.  w.  h.  for  first  20 
k.  w.  h.  a  month  and  7  cents  a  k.  w.  h.  on  sll 
over  20  k.  w.  h.  a  month.  These  rates  on  cur> 
rent  on  separate  meter  and  on  oontraot  of  not 
less  than  four  consecutive  months.  Monthly 
minimum  charge  of  SI  a  k.  w.  of  maximum 
demand  but  not  less  than  S2  a  month. 

For  light:  14  oonta  gron  a  k.  w.  h..  with  dla- 
oount  of  1  cent  a  k.  w.  h.  for  payment  in  10 
dasrs.  Minimum  monthly  charge  of  75  cents, 
adjusted  yearly.  Free  renewals  on  all  carbon 
and  gem  lamps.  When  Vn  agreement  for 
yearly  electric  service  has  been  signed,  a 
price  of  $4  a  month  per  kilowatt  of  demand 
will  be  charged,  and  6  cents  a  k.  w.  h.  for  all 
current  furnished  in  addition  to  the  charge 
of  S4. 

For  power:  10  centi  net  a  k.  w.  h.,  prices 
ranging  from  this  down  to  4  cents,  according 
to  quantity  used.  Minimum  monthly  charge 
of  SI  a  h.  p.  of  connected  capacity.  Monthly 
service  charge  S2.25  a  h.  p.  of  maximum  de- 
mand, plus  a  charge  for  current  of  2f  cents  a 
k.  w.  h.,  with  discounts  ranging  from  15  to  40% 
on  from  10  to  75  and  over  h.  p.  of  demand, 
with  additional  discount  of  10%  for  payment 
in  10  days. 

For  misoellanaoua  onargy:  14  eonts  gron 
a  k.  w.  h.  for  first  20  k.  w.  h.  per  month,  leas 
diaeount  of  1  cent  a  k.  w.  h.  for  payment  in 
10  days;  3  cents  a  k.  w.  h.  on  all  exceeding  20 
k.  w.  h.  a  month.  A  minimum  charge  of  Si  a 
month  net  for  each  meter  used. 

For  light:  IS  eants  gron  a  k.  w.  h.,  less  dia- 
eount of  10%  on  all  bills  of  Si.  11  or  over  for 
payment  in  10  days.  Ck>ntract  rate,  S1.33i 
a  month  for  a  16  c.  p.  lamp  or  equivalent. 
Demand  rate:  1  cent  a  lamp  hour  for  400 
primary  lamp  hours  a  year,  i  cent  a  lamp 
hour  for  all  secondary  lamp  hours,  less  a  dis- 
count of  10%  for  payment  in  10  days.  Arc 
lights  supplied  at  same  rates  as  incandescents, 
one  5-ampere  arc  lamp  being  estimated  as 
equivalent  to  10  16  c.  p.  incandescent  lamps. 
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Block  Plant    (Boston) 
—  Ccn. 


BoBBxdy,    James  F. 
(West  Stoekbridge), 


Busaaids     Bay     (Fat- 
mouth). 


Ckmbridse. 


Minimum  monthly  charge  of  75  cents.  No 
wiring.  Renewals  of  plain  carbon  lamps  free; 
special  lamps  at  special  prices. 

Tior  powar:  Current  at  demand  rate:  12  cents 
a  k.  w.  h.  gross,  less  the  following  reductions: 
1st,  a  price  of  9  cents  a  k.  w.  h.  for  all  in  excess 
of  23  and  not  exceeding  103  hours'  use  of  de- 
mand; 2d,  a  price  of  d  cents  a  k.  w.  h.  for  all 
in  excess  of  103  hours'  use  of  demand;  3d. 
whenever  that  portion  of  the  bill  reckoned  at 
the  9-cent  or  6-oent  rate,  or  both,  exoeeds  $10 
a  month,  a  discount  of  70%  will  be  allowed  on 
the  excess  over  $10;  an  additional  discount 
of  10%  for  payment  by  10th  of  month.  Mini- 
mum monthly  charge  of  $1. 

For  light:  10  oonts  gron  a  k.  w.  h.,  with  dif- 
oount  of  25%  if  paid  by  the  15th  of  month. 

For  power:  10  eonti  not  a  k.  w.  h.  for  first  50 
k.  w.  h.  a  month,  ranging  from  10  to  6  cents, 
according  to  quantity  used;  for  11,000  volt 
current,  2  cents  a  k.  w.  h.  for  first  10,000, 1.85 
cents  for  next  10,000,  1.78  oen^  on  all  over 
20,000  k.  w.  h.  a  month.  Minimum  monthly 
charge  of  $1. 

ForUght:  If  oonts  grou  a  k.  w.  h.  This  rate 
applies  to  first  75  hours  of  maiimiim  demand 
each  month;  all  over  this  amount  at  rate  of 
5  cents  a  k.  w.  h.  Prompt  payment  dis- 
oonnts  October  to  May,  indusive,  on  or 
before  the  10th,  40%;  11th  to  20th,  inolusive, 
20%.  Demand  rate:  the  minimum  to  be  paid 
monthly  for  each  connection  is  3i  cents  a  watt 
a  month  for  first  25;  2i  cents  for  next  50;  If 
cents  for  all  over  75  watts  actually  demanded 
in  any  month.  Minimum  sesscm  charge  of  99 
with  three  months'  use  gcaranteed.  Short- 
season  customers  required  to  make  a  deposit. 
No  wiring  or  lamp  renewals. 

For  power:  0  osnts  a  k.  w.  h.  for  primary 
power  service,  with  diaoounti  increasing 
with  quantity  of  current  consumed,  subject 
to  a  minimum  monthly  capacity  charge  of  $2 
for  first  h.  p.  and  $1.50  each  for  the  next  24 
h.  p.  Special  year-round  business  subject  to 
interruption  on  peak  load,  5  cents  a  k.  w.  h. 

For  light:  10  oonts  gross  a  k.  w.  h.  for  first  500 
•  k.  w.  h.  a  month,  and  9  cents  a  k.  w.  h.  for 
next  500  k.  w.  h.,  with  disooimt  of  1  cent  a 
k.  w.  h.  if  paid  in  15  days;  next  1,004  k.  w.  h. 
a  month,  7  cents  net  a  k.  w.  h.;  next  2356 
k.  w.  h..  3}  cents  net;  all  over  4.951  k.  w.  h.. 
5i  cents  net  a  k.  w.  h.  No  minimum  charge 
under  this  rate.  Under  yearly  lighting  con- 
tract, a  service  charge  of  $48  a  year  a  k.  w. 
contracted  for,  and  an  operating  charge  of  6 
'  cents  a  k.  w.  h..  less  discount  of  10%  if  paid  in 
15  days.  No  contract  made  for  less  than  i 
k.  w.  a  month.  Free  renewal  of  carbon  and 
gem  lamps.    Wiring  for  power  only. 

For  power:  01  oonts  gross  a  k.  w.  h.,  on  first 
660  k.  w.  h.  a  month,  and  a  sliding  scale  down 


15 


20 


20 


Digitized  by 


Google 


126 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


COMPANY. 


Prices. 


Maximum 

Nvr  Pbicb 

PBB  K.  W.  H. 

(Cnm). 


ItlT. 


ins. 


Cambridge  —  Con. 


Central  Maasachuaetta, 


Charlemont, 


Charleatown, 


to  2i  cents  a  k.  w.  h.  on  bill  of  1,280  or  more 
k.  w.  h.  a  month.  Diaeount  of  10%  if  bill 
is  paid  in  15  days.  Minimum  charge  of  SI 
a  h.  p.  of  demand.  Rates  by  oontraot:  first 
5,000  k.  w.  h.  a  month.  $163.59;  next  10.000. 
1.85  oenta  per  k.  w.  h.;  next  35,000,  1.8  cento; 
next  41,433  k.  w.  h..  1.5  cento  per  ic.  w.  h.; 
91.434  and  over.  1.75  cento  a  k.  w.  h.  net.  This 
applies  to  electricity  for  both  lighting  and 
power  purposes,  but  80%  or  more  of  the  de- 
mand must  be  for  power  purposes. 
For  mlicttlUiiaoua  purpOMi:  51  cento  for 
first  70  k.  w.  h.,  less  10%  discount  for  prompt 
payment:  next  1,930  k.  w.  h.,  3  cento  net,  and 
over  2,000  k.  w.  h.,  2i  cento  net  a  k.  w.  h. 
Minimum  monthly  charge  of  $1  a  k.  w.  of 


For  light:  !•  e«nts  gron  a  k.  w.  h.,  with  dls- 
eounte  if  paid  on  or  before  10th  of  month, 
varying  from  1  to  4.1  cento  a  k.  w.  h..  accord- 
ing to  amount  used.  Stores  and  hotels:  12 
cento  a  k.  w.  h.  for  first  50  k.  w.  h.,  and  8  cento 
a  k.  w.  h.  for  all  over  50  k.  w.  h..  with  dU- 
eount  of  10%  for  prompt  payment.  Rates 
for  window  lighting,  from  50  cento  to  $1.25, 
according  to  wattage  of  lamps.  Sign  lamps.  8i 
cento  a  lamp  a  month.  Minimum  monthly 
charge  of  50  cento.  No  wiring.  Carbon  lamps 
renewed  free. 

For  poirtr:  8  osmts  gron  a  k.  w.  h.  for  first 
50  hours'  use  of  maximtim  demand;  over  50 
k.  w.  h.,  2i  cento  a  k.  w.  h.;  with  discoi^to  on 
more  than  10  h.  p.  from  10  to  50%.  according 
to  horse  power  connected,  and  additional  dis- 
count of  10%  for  payment  in  15  days.  Mini- 
mum monthly  charge  of  $1  a  h.  p.  of  maximum 
demand.  Rato  to  street  railway:  1.2  cento 
net  a  k.  w.  h. 

For  miMollaiMoiis  onsTgy:  1$  osmts  gron  a 
k.  w.  h.  for  off-peak  use,  with  diaoount  of  1 
cent  on  first  10  k.  w.  h.  and  3i  cento  a  k.  w.  h. 
on  all  over  10  k.  w.  h.  Readinaas-to-serve 
charge  of  $1  a  month. 

For  light:  1$  eonti  not  a  k.  w.  h.  A  discount 
on  25  k.  w.  h.  and  over  of,  10%  if  paid  in  10 
days.  By  contract,  varies  according  to  con- 
sumption and  hours  of  burning.  Wiring  at 
customer's  eiq>ense.      Lamp  renewals  at  cost. 

For  light:  11  conts  gron  a  k.  w.  h.,  with  dia- 
oount of  1  cent  a  k.  w.  h.  for  pasnonent  in  10 
days.  Minimum  charge  of  $9  a  year.  Under 
an  agreement  for  yearly  electric  service,  $60  a 
year,  payable  in  equal  monthly  installmento, 
will  be  charged  for  each  kilowatt  of  demand 
up  to  and  including  15  kilowatto;  $36  a  year 
for  each  kilowatt  exceeding  15  up  to  and  in- 
cluding 55;  $30  a  year  for  each  kilowatt  ex- 
ceeding 55.  In  addition,  5  cento  per  k.  w.  h. 
will  be  charged  for  aU  electricity  up  to  and 
including  1,500  k.  w.  h.  a  month;  3  cento  a 
k.  w.  h.  for  all  exceeding  1,500  up  to  and  in- 
cluding 5,500  k.  w.  h.  a  month;  and  2}  cento 
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a  k.  w.  h.  for  all  over  5,600  k.  w.  h.  a  month. 
No  wiring.  Carbon  lamps  furnished  free; 
masda  lamps  from  Id  to  25  cents,  according 
to  wattage. 

For  pow«r:  10  eenta  gron  a  k.  w.  h.,  with  dls- 
comita  from  10  to  40%.  depending  upon  the 
number  of  horse  power  used  and  amount  of 
bill  per  month.  This  price  requires  a  yearly 
contract  and  a  minimum  amount  of  $1  a  motor 
horse  power  a  month.  To  other  customers, 
IS  oonts  groM  a  k.  w.  h.,  with  the  following 
deductions:  first  deduction,  a  price  of  9  cents 
a  k.  w.  h.  for  all  electricity  in  excess  of  23 
and  not  exceeding  103  hours'  use  of  demand: 
second  deduction,  6  cents  a  k.  w.  h.  for  all 
electricity  in  excess  of  103  hours'  use  of  de- 
nuuod;  third  deduction,  whenever  that  por- 
tion of  a  customer's  bill  calculated  at  the 
9-cent  and  6-cent  rate,  or  both,  exceeds  $10  a 
month,  a  discount  of  70%  will  be  allowed  on 
such  excess;  fourth  deduction,  iriienever  a 
customer's  bill,  after  foregoing  deductions 
have  been  made,  exceeds  $100  a  month,  a  dis- 
count of  30%  will  be  allowed  on  such  excess; 
fifth  deduction,  whenever  a  customer's  bill, 
after  all  deductions  have  been  made,  exceeds 
an  average  rate  of  10  cents  a  k.  w.  h.,  a  deduc- 
tion will  be  made  to  make  average  rate  10 
cents  a  k.  w.  h.  Minimum  charge  of  $1  a 
month  a  horse  power  of  demand  or  connected 
load. 

For  mlMaUaneoui  onergy:  10  oenti  net  a 
k.  w.  h.  with  the  following  deductions:  3  cents 
a  k.  w.  h.  in  excess  of  20  k.  w.  h.;  2  cents  a 
k.  w.  h.  in  excess  of  2,000  k.  w.  h.;  1  cent  a 
k.  w.  h.  in.  excess  of  10,000  k.  w.  h. 

fior  light:  If  oenti  gron  a  k.  w.  h.,  with  5% 
dlBOOunt  for  prompt  payment.  A  service 
charge  of  50  cents  plus  12  cents  a  lamp  of  esti- 
mated demand  plus  25  cents  a  k.  w.  h.  for  first 
50  k.  w.  h.,  10  cents  a  k.  w.  h.  on  excess.  Ww 
■tores:  10  eenti  a  40-w»tt  lamp  of  estimated 
demand,  current  charge  the  same  as  for  general 
use.  No  wiring.  Lamps  at  slightly  less  than 
cost.  Off-peak  cooking  rate,  5  cents  a  k.  w.  h., 
with  prompt  pajrment  discount  of  10%. 

Por  light:  10  eents  net  a  k.  w.  h.  By  con- 
tract, 83  cents  for  4  c.  p.  lamp;  $1  for  8  e.  p. 
or  25-watt  lamp;  $1 .50  for  16  c.  p.  or  40-wstt 
lamp.  Minimum  monthly  charge  75  cents. 
No  wiring.    No  renewals. 

For  light:  IS  oenti  grou  a  k.  w.  h.  on  first  800 
k.  w.  h.  a  month,  with  dieeount,  if  paid 
within  10  days,  of  1  cent  a  k.  w.  h.;  all  in  ex- 
cess of  300  k.  w.  h.,  8  cents  a  k.  w.  h.  Con- 
tract rates  depend  on  consumption  and  hours 
of  burning.  Arc  lights  at  same  rates  as  incan- 
descents.  Minimum  charge  of  75  cents  a 
month.    Carbon  lamps  renewed  free. 

For  power:  •  eents  grou  a  k.  w.  h.,  with  dU- 
oomits,  if  paid  within  10  days,  of  1  cent  a 
k.  w.  h.  on  first  1,000  k.  w.  h.;  for  next  9,000 
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k.  w.  h.  the  rate  is  2)  cents  net  a  k.  w.  h.;  for 
all  over  10,000  k.  w.  h.  the  rate  is  2  cents  net 
a  k.  w.  h.  Additional  discount  of  from  2i  to 
12i%,  aocordine  to  number  of  k.  w.  h.  oon- 
sumed  a  month  per  h.  p.  installed.  Also  a  dis- 
count of  1  cent  a  year  for  each  year  of  con- 
tract on  contracts  of  not  less  than  two  or 
more  than  five  years.  Customers  guarantee 
$12  a  h.  p.  a  year  installed. 

For  light:  IS  oants  gron  a  k.  w.  h.,  with  dis- 
count of  10%  if  bill  is  paid  within  10  days; 
also  discounts  of  from  1  to  5  cents  from  gross 
price  for  consumption  of  200  or  more  k.  w.  h. 
monthly.  Demand  rate:  $10  a  year  per 
k.  w.  h.  of  demand  plus  A  of  a  cent  a  k.  w.  h. 
of  consumption.  Minimum  monthly  charge 
of  50  cents.    No  lamo  renewals  or  wiring. 

For  powor:  •  eonts  not  a  k.  w.  h.,  ranging  from 
this  price  to  1.8  cents  a  k.  w.  h.,  according  to 
quantity  used  per  month.  Minimum  monthly 
charge  of  $1.60,  Mid  above  3  h.  p.,  60  cents 
a  h.  p. 

For  ll^t:  for  oloetrloitar  (or  any  um,  10 
oonts  not  a  k.  w.  h.  Under  an  agreement  for 
yearly  electric  service,  prices  are  $60  a  year 
a  k.  w.  of  demand  up  to  and  including  15  h,  w.; 
$36  a  year  a  k.  w.  exceeding  15  and  up  to  and 
including  66  k.  w.;  $30  a  year  a  k.  w.  for  all 
k.  w.  exceeding  66.  with  running  costs  of  6 
cents  a  k.  w.  h.  up  to  and  including  1,600 
k.  w.  h.  a  month,  3  cents  a  k.  w.  h.  for  all 
electricity  exceeding  1.500  and  up  to  and  in- 
cluding 6,600  k.  w.  h.,  2i  cents  a  k.  w.  h.  for 
all  electricity  exceeding  6,500  k.  w.  h.;  and  for 
all  customers  guaranteeing  at  least  60  k.  w.  of 
permanent  electric  service  a  price  of  $80  a 
year  a  k.  w.  for  all  up  to  and  including  666, 
and  $20  a  yesr  for  all  exceeding  666.  If  cus- 
tomer has  applied  for  high-tension  alternating 
service,  an  alternative  may  be  $16  a  k.  w.  for 
service  on  all  exceeding  166  and  up  to  and  in- 
cluding 266  and  $12  a  k.  w.  of  service  for  all 
exceeding  266,  these  prices  not  including  siq>- 
ply  of  electricity,  prices  for  wliich  range  from 
6  cents  to  ItV  cents  a  k.  w.  h..  according  to 
quantity.  For  permanent  theatrical  service 
to  any  customer  guaranteeing  a  demand  of 
not  over  160  k.  w.,  $2,160  a  year  and  3  cents 
a  k.  w.  h.  for  all  current  consumed;  an  excess 
price  of  20  cents  a  k.  w.  h.  for  all  electricity 
furnished  at  any  time  in  excess  of  160  k.  w. 
Minimum  charge  of  $9  a  year.  Renewals 
free  for  standard  carbon  lamps  and  some 
masda  lamps.    No  free  wiring. 

For  powor:  IS  conti  net  a  k.  w.  h.,  with  the 
following  deductions:  first  deduction,  0  cents 
a  k.  w.  h.  for  all  electricity  in  excess  of  23  and 
not  exceeding  103  hours'  use  of  the  demand; 
second  deduction,  6  cents  a  k.  w.  h.  for  all 
electricity  in  excess  of  103  fours'  use  of  de- 
mand; third  deduction,  whenever  that  portion 
of  customer's  bill  calculated  at  6-cent  Mid  9- 
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cent  rate,  or  both,  exceeds  $10  a  month,  a  dis- 
count of  70%  will  be  allowed  od  such  ezoesi; 
fourUi  deduction,  when  a  customer's  bill,  after 
the  foregoinc  deductions,  exceeds  $100  a 
month,  a  discount  of  30%  will  be  allowed  on 
such  excess;  fifth  deduction,  whenever  a  cus- 
tomer's bill,  after  all  deductions  have  been 
made,  exceeds  an  average  rate  of  10  cents  a 
k.  w.  h.,  a  deduction  will  be  made  to  make 
average  rate  10  cents  a  k.  w.  h.  To  any  cus- 
tomer signing  an  agreement  for  at  least  50 
k.  w.  of  permanent  electric  power  service,  the 
fixed  rate  will  be  $15  a  k.  w.  of  servioe  or,  if  60- 
cyele  alternating  current  high-tension  servioe, 
$1 2  a  k.  w.  of  servioe  for  all  exceeding  255 ;  the 
prices  for  electricity  ranging  from  5  cents  a 
k.w.h.  for  first  1,500  k.w.h.  to  li^  cents  a  k.w.h. 
da  all  exceeding  905,500  k.  w.  h.  a  month. 

For  mlscallanaoui  antrgy:  10  o«nta  n«t  a 
k.^w.  h.,  with  following  deductions:  first  de- 
duction, 3  cents  a  k.  w.  h.  for  all  electricity 
in  excess  of  20  k.  w.  h.  a  month:  second  deduc- 
tion, 2  oents  a  k.  w.  h.  for  all  electricity  in 
excess  of  2.000  k.  w.  h.  a  month;  third  deduc- 
tion, 1  cent  a  k.  w.  h.  for  all  electricity  in  ex- 
cess of  10.000  k.  w.  h.  a  month.  If  high- 
tension,  alternating  current  is  supplied,  a 
price  of  7  mills  a  k.  w.  h.  will  be  charged  for 
all  electricity  in  excess  of  100,000  k.  w.  h.  a 
month.  When  energy  is  used  only  for  cooking, 
heating  and  refrigeration,  there  may  be,  in 
place  of  the  several  deductions  named,  a  rate 
of  2  cents  a  k.  w.  h.  on  all  in  excess  of  10  k.  w.  h. 
a  month.  To  customers  whose  bills  exceed 
$100  a  month  there  will  be  a  price  of  3  cents  a 
k.  w.  h.  in  excess  oi  any  and  all  other  charges 
for  electricity  fumi^ed  during  certain  hours 
specified  from  time  to  time  by  the  company, 
but  not  exceeding  500  hours  a  year  or  4  hours 
a  day. 

For  light :  f  i  oonti  grots  a  k.  w.  h.,  with  dli- 
oount  of  i  cent  a  k.  w.  h.  for  payment  within 
10  days.  Yeariy  minimum  charge  of  $12.  For 
store  lighting.  9}  cents  a  k.  w.  h.  for  all  elec- 
tricity used  up  to  and  induding  40  hours*  use 
of  load;  8i  oents  a  k.  w.  h.  for  all  used  from 
40  up  to  and  including  120  hours'  use  a  month; 
4i  cents  a  k.  w.  h.  for  all  in  excess  of  120  hours' 
use  a  month.  Discount  of  i  cent  a  k.  w.  h.  for 
payment  within  10  days.  Monthly  minimum 
charge  for  25  hours*  use  of  connected  load  at 
primary  rate.  Yearly  lighting  rate:  when  a 
customer  signs  an  agreement  for  yearly  service, 
a  price  of  $3  a  month  a  kilowatt  is  charged  for 
the  first  30  kilowatts  connected,  and  $1.50  a 
month  a  kilowatt  for  all  in  excess  of  30  kilo- 
watts connected,  all  plus  a  charge  of  5  oents 
a  k.  w.  h.  for  first  1,000  k.  w.  h.  used  a  month, 
3  oents  a  k.  w.  h.  for  next  2,600  k.  w.  h.  and  2) 
cents  a  k.  w.  h.  for  all  in  excess  of  first  3,500 
k.  w.  h.  a  month.  Rate  for  window  lighting, 
controlled  by  company  on  outside  switch,  from 
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10  cents  a  month  for  5>watt  lamp  to  $1.38  for 
a  100-watt  lamp,  lamps  to  be  biimed  from  30 
minutes  before  sunset  until  11  o'clock  every 
night.  Arc  lamp  rates  same  as  for  ineandes- 
oents.  No  wiring.  Lamp  renewals  free  for 
carbon  lamps  and  at  cost  for  tungsten  lamps. 

For  power:  10  oenta  groti  a  k  w.  h.  for  first 
10  k.  w.  h.  a  h.  p.  connected  and  4  cents  a 
k.  w.  h.  for  all  in  excess,  with  discount  of  10% 
for  payment  in  10  days  for  motors  of  from  1 
to  10  h.  p.  For  motors  of  10  h.  p.  and  over,  a 
service  charge  of  $2  a  k.  w.  a  month  for  ^e 
first  k.  w.  of  demand  and  $1.25  a  k.  w.  for  each 
succeeding  k.  w.,  plus  current  at  3  cents  a 
k.  w.  h.,  less  sliding  softle  of  discounts  from  5 
to  2fi%,  aooording  to  sise  of  installation  and 
prompt  payment  discount  of  10%.  Minimum 
monthly  charge  of  $1  a  h.  p.  on  installations 
up  to  10  h.  p. ;  for  motors  of  more  than  10  h.  p. 
service  charge  becomes  minimum  charge. 
When  a  customer  has  an  agreement  for  service 
for  a  period  of  years  with  a  connected  load  of 
100  h.  p.  and  over,  a  service  charge  of  $2  a 
month  for  first  k.  w.  of  demand,  and  $1.25  for 
each  additional  k.  w.  plus  3  cents  a  k.  w.  h.  for 
current  uaed.  with  discounts  of  from  33|  to 
50%,  according  to  number  of  h.  p..  and  cash 
discount  of  10%  for  prompt  iwyment.  Service 
for  intermittent  power  load  up  to  20%  of  con- 
nected load  will  be  treated  as  separate  instal- 
lation, with  discounts  of  from  5%  up  to  17 
k.  w.  to  50%  on  more  than  255  k.  w. 

For  miseolUiMoiM  onorKy:  •  eente  groti  a 
k.  w.  h.,  with  dlMOUnt  of  10%  for  payment 
within  10  days.  For  refrigerating  service, 
with  connected  load  of  50  h.  p.  or  more,  2 
cents  a  k.  w.  h.  for  first  2,000  k.  w.  h.  a  month 
per  h.  p.  connected,  U  cents  a  k.  w.  h.  for 
next  2,000  k.  w.  h.  a  month  per  h.  p.  con- 
nected and  \\  cents  a  k.  w.  h.  in  excess  of 
4,000  k.  w.  h.  a  h.  p.  connected,  less  discount 
of  10%  for  payment  in  10  days.  Minimum 
charge  of  $3.33  a  year  a  h.  p.  or  any  fractional 
part  thereof  installed. 

roroookiiiff  andliaatiiiff:  lOi  canto  groM  a 
k.  w.  h.  for  first  20  k.  w.  h.  used  a  month  and 
2i  cents  a  k.  w.  h.  for  all  in  excess  of  20  k.  w.  h. 
a  month,  less  discount  of  \  cent  a  k.  w.  h.  for 
payment  in  10  days.  Minimum  charge  of  $2 
net  a  meter. 

For  light:  f  canto  groM  a  k.  w.  h.,  with  dli- 
count  of  5%  for  pajrment  in  15  dayn.  Prices 
range  from  9  to  4  cents,  according  to  quantity 
used.    No  free  wiring  or  lamp  renewals. 

For  power:  •  canto  groat  a  k.  w.  h.,  with  dis- 
count of  10%  if  paid  in  15  days.  Prices  range 
from  6  to  If  cents,  according  to  quantity  used. 
Minimum  charge  of  $3  a  month.  Primary 
demand  rate:  first  50.000  k.  w.  h.  at  1.5  cents; 
next  100,000  k.  w.  h.  at  1  cent;  next  150,000 
k.  w.  h.  at  .9  cent;  minimum  charge  of  $200 
a  month. 
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For  oookUiff :  4  e«nto  groM  a  k.  w.  h.  for  first 
200  k.  w.  h.  and  3  centa  a  k.  w.  h.  for  all  over 
200  k.  w.  h..  with  dlieount  of  5%  if  paid 
within  15  days. 

For  Ucht:  IS  oonto  groot  a  k.  w.  h.,  with  a 
dlieount  of  1  cent  a  k.  w.  h.  if  paid  within  15 
days.  Prices  lanse  from  12  to  4)  cents,  ac- 
cording to  consumption.  Tungsten  sign  and 
window  lighting,  5  nights  to  10  p.m.  and  1 
night  to  midnight:  a  flat  rate  of  li  cents  a 
month  per  watt  connected:  dlieount  of  10% 
if  paid  by  15th  of  month .  Minimum  charge  of 
SO  a  year.    No  free  wiring.    No  free  renewals. 

For  powor:  10  eonta  groot  a  k.  w.  h.  for  first 
10  k.  w.  h.  per  h.  p.  of  demand,  with  all  in 
excess  at  prices  ranging  from  5  cents  to  1  cent 
a  k.  w.  h.,  according  to  monthly  consumption; 
all  subject  to  a  dlieount  of  10%  if  paid  within 
15  days.  Combined  lighting  and  power,  10 
cents  a  k.  w.  h.  for  first  10  k.  w.  h.  per  h.  p.  of 
demand;  all  in  excess  ranging  from  5  cents  a 
k.  w.  h.  for  first  200  hours  to  1  cent  for  all  over 
10,000  hours,  all  subject  to  a  discount  of  10% 
for  payment  in  15  dasrs.  Current  used  for 
lighting  in  excess  of  16%  of  monthly  consump- 
tion charged  for  at  rate  of  12  cents  a  k.  w.  h. 
for  first  300  k.  w.  h.  to  4.5  cents  a  k.  w.  h.  for 
all  over  2,400  k.  w.  h.,  subject  to  a  discount  of 
1  cent  a  k.  w.  h.  if  paid  within  15  days.  Mini- 
mum monthly  charge  of  $1  a  h.  p.  of  demand, 
same  being  taken  at  00%  of  maximum  demand 
noted  during  year.  Wholesale  power  service, 
at  approximately  60  cycles  and  13.200  volts; 
contract  shall  be  for  at  least  10  years,  con- 
nected load  300  h.  p.  or  more,  the  demand 
not  less  than  150  k.  w.  and  the  consumer  guar- 
antees he  will  use  and  pay  for  not  less  than 
337,500  k.  w.  h.  a  year:  demand  charge  of 
$1.50  a  month  per  k.  w.  of  demand,  subject 
to  discounts  of  from  10%  on  more  than  300 
k.  w.  to  30%  on  1,500  k.  w.  and  above,  plus  a 
current  charge  of  A  of  a  cent  a  k.  w.  h.  based 
on  coal  at  $5  a  gross  ton  f.  o.  b..  Providence. 

For  heating  and  eooking:  IS  eento  groM  a 
k.  w.  h.,  with  dlieount  of  1  cent  a  k.  w.  h. 
for  payment  in  15  days  on  first  20  k.  w.  h.  a 
month,  and  4  cents  a  k.  w.  h.  on  all  over  20 
k.  w.  h.    Minimum  charge  of  |2  a  month. 

For  light:  11  oenti  grooi  a  k.  w.  h.,  with  dli- 
eount of  10%  if  paid  before  10th  of  month. 
Prices  range  from  1 1  to  7  cents,  according  to 
monthly  consumption.  Monthly  minimum 
charge  of  50  cents.  Wiring  at  a  little  above 
cost.    No  free  renewals. 

For  power:  •  eenti  net  to  2  cents  net,  accord- 
ing to  monthly  consumption.  Monthly  mini- 
mum charge  of  $1.50  up  to  and  including  3 
h.  p. ;  above  3  h.  p.,  50  cents  a  h.  p.  connected. 

For  heating  and  eooklnff:  $  eenti  net  a 
k.  w.  h.  for  first  40  k.  w.  h.  a  month,  and  2 
cents  a  k.  w.  h.  for  all  over  40  k.  w.  h.  Monthly 
minimim>  charge  of  $1.50. 
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ror  Ufht:    rmMiuMM,  11  Mnta  groM  a 

k.  w.  h.,  with  dlMOUnt  of  1  cent  a  k.  w.  h. 
if  paid  on  or  before  20th  of  month.  Vor 
oommsroial  Uf httnc  on  demand  bans,  from 
it  Mnti  fVOM  a  k.  w.  h.  to  6  cents  gross  a 
k.  w.  h.,  aocording  to  number  of  hours'  daily 
use  of  connected  load,  with  a  discount  of  1  cent 
a  k.  w.  h.  if  paid  on  or  before  20th  of  month. 
Flat  rate  lighting:  residences,  l\  cents  a  watt 
of  demand  a  month;  stores,  except  those  open 
more  than  three  nights  a  week  until  10  p.m., 
1|  cents  a  watt  of  demand  a  month;  stores 
open  not  later  than  12  p.m.  and  drug  stores, 
2i  cents  a  watt  of  demand  a  month;  stores 
open  all  night,  3f  cents  a  watt  of  demand  a 
month;  no  contract  will  be  accepted  for  less 
than  100  watts  or  for  less  than  one  year.  Dls- 
OOOBt  of  20%  if  paid  by  20th  of  month.  Sign 
and  window  rates:  3  nights  a  week  from  dusk 
until  10  P.M.,  60  cents  a  month  for  100  watts 
of  connected  load  and  1.1  cenU  a  100  watu 
of  connected  load  for  each  extra  hour  of  use; 
6  nighU  a  week  from  dusk  until  10  p.m.,  83 
cents  a  month  for  100  hours  of  connected  load 
and  1.1  cents  a  100  watts  for  each  extra  hour 
of  use;  for  one  500- watt  tungsten  burning  6 
nights  from  dusk  until  10  p.m.,  including  re- 
newals of  lamps  and  time  clock,  $3.40  a  month 
net  and  5  cents  an  hour  net  for  each  extra  hour 
of  use.  Discount  of  10%  on  all  bills,  except 
for  500-watt  tungstens,  if  paid  on  or  before 
20th  of  month.  Minimum  charge  of  19  a  year. 
Free  renewals  of  carbon  and  gem  lamps.  No 
wiring. 

ror  powar:  iMnta  net  ak.  w.  h.  to  2.1  cents 
net,  according  to  consumption.  Minimum 
charge  of  60  cents  a  h.  p.  of  connected  load. 

For  hsating;  provided  customer  has  a  con- 
nected load  0^  heating  devices  equal  to  or 
exceeding  1,600  watts,  •  osnta  iMt  a  k.  w.  h. 
Minimum  charge  of  $9  a  year. 

ror  light:  If  oanti  grots  s  k.  w.  h.  for  first  100 
k.  w.  h.  a  month;  11  cents  a  k.  w.  h.  for  next 
100;  7  cents  a  k.  w.  h.  for  next  400;  6  cents  a 
k.  w.  h.  for  next  300;  if  over  900  k.  w.  h.  con- 
sumed a  month,  price,  8  cents  for  each  k.  w.  h., 
—  all  these  prices  subject  to  discount  of  1 
cent  a  k.  w.  h.  if  bills  are  paid  on  or  before  15th 
of  month.  Minimum  monthly  charge  of  75 
cents.  Price  to  customers  for  iununor 
ioason  only,  10  osnts  a  k.  w.  h.,  with  dis- 
eoiint  of  10%  for  payment  in  15  days,  and 
minimum  monthly  charge  of  $2,  and  a  mini- 
mum season  charge  of  16.  Are  lights:  li 
eonts  gross  a  k.  w.  h..  with  discount  of  33i% 
if  paid  on  or  before  1 5th  of  month.  No  wiring. 
Renewals  free  on  carbon  and  gem  lamps. 

ror powar:  11  osnts  gross  a  k.  w.  h.  on  first  50 
k.  w.  h.  a  month,  and  prices  ranging  from  this 
to  3  cents  a  k.  w.  h-,  according  to  quantity 
used,  with  discount  of  1  cent  a  k.  w.  h.  if  paid 
by  15th  of  month.  Minimum  monthly  charge 
of  12.50. 
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ror  light:  !•  MBta  groM  a  k.  w.  h.*  with  dlf- 
ooimt  of  2  oenU  if  paid  on  or  before  15th  of 
month.  By  contract:  87i  oente  for  a  16  c  p. 
lamp.  Minimum  charce  of  75  cents  a  month. 
No  wiring.  BenewaU  free  on  gem  lampe;  at 
ooet  on  maidl  lamps. 

ror  powar:  10  oenti  groM  a  k.  w.  h..  with 
dlMOUnt  of  20%  if  paid  by  15th  of  month. 
Prices  range  from  10  to  3.2  cents,  according 
to  monthly  consumption.  Minimum  diarge 
of  $1  a  month. 

ror  hfoatlng  »&d  oooMng:  •  eonta  groH  a 
k.  w.  h..  with  disoount  of  20%  if  paid  by  15th 
of  month.    Minimum  charge  of  $1  a  month. 

ror  light:  11  oents  groH  a  k.  w.  h.,  ranging 
from  this  down  to  7  cents  a  k.  w.  h.»  according 
to  monthly  consumption,  with  disoount  of 
10%  if  paid  within  10  daya  For  sign  and  win- 
dow lighting:  for  every  night  (Sundays  ex- 
oepted)  to  10.30  p.m.,  from  12  cents  each  a 
month  for  from  1  to  50  10-watt  lamps  to  $2 
a  month  for  250-wBtt  lamps.  Minimum 
monthly  charge  of  50  cents.  Wiring  at  cost. 
Free  renewal  of  carbon  and  gem  filament 
lamps. 

ror  power:  •  eonti  not  a  k.  w.  h.  and  prices 
ranging  from  this  to  1.8  cents,  according  to 
monthly  consumption.  Minimum  charge  of 
$1.50  up  to  and  including  3  h.  p.;  for  exceed- 
ing 3  h.  p.,  50  cents  a  h.  p.  connected,  whether 
current  is  used  or  not. 

Cooking  rate:  •  oonti  not  a  k.  w.  h.  for  first 
40  k.  w.  h.  a  month  and  2  cents  a  k.  w.  h.  on  all 
in  excess  of  40  k.  w.  h. 

ror  light:  10  oonts  grou  a  k.  w.  h..  with  dlf- 
oount  of  3  cents  a  k.  w.  h.  on  first  50  k.  w.  h. 
a  month;  all  in  excess  of  50  k.  w.  h.,  12  cents 
net  a  k.  w.  h.  By  contract:  25-watt  lamp 
burning  until  midnight,  $1  a  month:  until 
dawn,  $1.50  a  month;  day  and  night,  $3  a 
month;  50-watt  lamp  burning  until  midnight 
each  night,  $1.50  a  month;  until  dawn,  $2.25 
amonth;  day  and  night,  $4.50  a  month.  Min- 
imum charge  of  $0  a  year.  No  wiring.  Re- 
newals of  carbon  lamps  free. 

ror  powor:  $  oents  grots  a  k.  w.  h..  with  dis- 
oount of  1  cent  a  k.  w.  h.  if  bills  are  paid 
within  10  days.  For  next  9,000  k.  w.  h.  a 
month,  2i  cents  net  a  k.  w.  h.;  for  all  over 
10,000  k.  w.  h.  a  month,  2  cenU  net  a  k.  w.  h. 
Monthly  load  factor  discount:  from  2^  to 
12i%,  according  to  quantity  consumed  a 
month  per  h.  p.  installed.  Also  discount  of 
1  cent  for  each  year  of  contracts  for  not  less 
than  two  nor  more  than  five  years.  Cus- 
tomers guarantee  $1  a  h.  p.  a  month  installed. 

ror  light:  U  oonts  grou  a  k.  w.  h.,  with  dis- 
oount of  1  cent  a  k.  w.  h.  if  bill  is  paid  within 
15  days  from  its  date.  Minimum  ^arge  of  $9 
a  year.  Long-hour  burning  schedule:  service 
charge  on  first  10  k.  w.  of  demand,  $50  a  k.  w. 
a  year;  next  40  k.  w.  of  demand,  $36  a  k.  w.  a 
year,  with  prices  for  current  ranging  from  6  to 
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3|  oenta  a  k.  w.  h..  according  to  monthly  oon- 
mimption,  with  discotint  of  1  cent  a  k.  w.  h.  for 
pasrment  within  15  days.  Window  and  sign 
lighting:  lamps  burning  5  nights  a  week  until 
10  P.M.  and  1  night  until  J 2  p.m.,  1.5  cents  per 
connected  watt  per  monm,  with  proportional 
increase  in  charges  for  additional  hours'  use 
per  week;  all  subject  to  a  discount  of  10%  if 
paid  within  15  days.  Minimum  charge  ol  %l 
a  month  for  each  installation.  Arc  lamps: 
current  sold  on  arc  lamp  hour  basis,  an  arc 
lamp  hour  equalling  500- watts.  First  32  hours 
of  each  lamp  installed  are  sold  at  6i  cents  a 
lamp  hour,  next  60  at  3^  cents  a  lamp  hour, 
and  the  balance  at  2|  cents  a  lamp  hour.  Min* 
imum  monthly  charge  of  $1.50  for  each  lamp. 
Carbon  lampe  free:  tungstens  at  customer's 
expense. 

Vor  power:  it  eanta  grosi  a  k.  w.  h.  for  first 
10  k.  w.  for  each  h.  p.  of  demand  a  month, 
and  all  in  excess  of  first  10  k.  w.  ranging  from 
4.3  cents  a  k.  w.  h.  to  1.9  cents  a  k.  w.  h., 
according  to  monthly  consumption,  with  dia- 
count  of  1  cent  a  k.  w.  h.  if  paid  within  15 
days.  Minimum  charge  of  $1.50  a  month 
for  each  k.  w.  of  demand.  For  charging  bat- 
teries: between  4  and  9  p.m.,  12  cents  a  k.  w.  h. : 
between  9  and  4  p.m.  of  the  day  following,  7 
cents  a  k.  w.  h.,  with  discount  of  1  cent  a 
k.  w.  h.  for  payment  within  15  days.  This  is 
a  2-meter  rate,  and  minimum  charge  for  the 
two  meters  is  $2  a  month.  Current  furnished 
for  lighting  and  power  under  a  5-year  con- 
tract, where  t  here  is  an  agreement  for  not  less 
than  150,000  k.  w.  h.  per  annum,  3  cents  a 
k.  w.  h..  with  discount  of  1  cent  a  k.  w.  h.  for 
payment  by  151  h  of  month.  If  more  than  15% 
of  consumption  in  any  year  is  for  lighting  pur- 
poses, excess  shall  be  paid  for  at  lighting  rates. 

Vor  hofttlnir  and  eooidnc:  12  cents  grosi  a 
k.  w.  h.  for  first  20  k.  w.  h.  a  month,  with  dia- 
eoiint  of  1  cent  a  k.  w.  h.  if  paid  in  15  days; 
all  over  20  k.  w.  h.  a  month,  4  cents  a  k.  w.  h. 
Minimum  monthly  charge  of  $2  for  each  meter 
installed. 

For  light:  lScentsnetak.w.h.  To  churches, 
10  cents  a  k.  w.  h.  By  contract:  50  cents  to 
$4  a  month.    Minimimi  charge  of  $1  a  month. 

For  light:  IS  cents  gross  a  k.  w.  h.,  with  dis- 
count of  10%  for  payment  by  15th  of  month. 
Prices  range  from  12  to  5  cents  a  k.  w.  b.,  ac- 
cording to  monthly  consumption.  Optional 
rate  of  $4  a  month  per  k.  w.  of  connected  load, 
plus  6  cents  a  k.  w.  h.  for  all  current  used, 
less  10%  discount  for  payment  by  15th  of 
month.  Street  arc  lights  for  commercial  cus- 
tomers: 480-watt  lamp,  $100  a  year;  310-watt 
lamp,  $90  a  year,  burning  every  night  all 
night.  Minimum  monthly  charge  of  75  cents, 
less  10%  discount  for  prompt  payment.  Car- 
bon and  gem  lamps  renewed  free;  tungsten 
lamps  sold  at  below  cost. 
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Prices. 


For  powMr:  10  e«nU  gxoii  a  k.  w.  h.  to  2  cents 
a  k.  w.  h.,  ftocording  to  monthly  consumption, 
less  dlMOunt  of  10%  if  bill  is  paid  by  15th  of 
month.  For  charging  automobiles,  6  cents  s 
k.  w.  h.,  less  discount  of  10%  for  prompt  pay- 
ment. When  over  1,000  k.  w.  h.  a  month  are 
used,  rates  same  as  for  power.  Minimum 
charge  of  $1  a  h.  p.  a  month,  less  10%  discount 
for  prompt  payment. 

For  cooking  and  heating:  IS  cents  grou  a 
k.  w.  h.,  with  discount  of  10%  for  payment  by 
15th  of  month,  on  first  20  k.  w.  h.  a  month, 
and  3 1  cents  a  k.  w.  h.,  less  prompt  payment 
discount,  on  all  in  excess  of  20  k.  w.  h.  a  month. 
Minimum  monthly  charge  of  $2,  less  10%  dis- 
count if  paid  by  15th  of  month. 

For  light:  10  cents  net  a  k.  w.  h.  On  a 
monthly  consumption  of  from  $1  to  $10,  a  dis- 
count of  50%  on  all  above  $1.  Current  for 
liichting  and  household  applisnces:  20  cento 
a  k.  w.  h.  to  $1  monthly,  50%  discount  on  all 
over  $1  up  to  a  consumption  of  25  k.  w.  h.  a 
month;  from  25  to  100  k.  w.  h.  a  month,  10 
cento  a  k.  w.  h.  and  on  100  k.  w.  h.  and  over, 
0  cento  a  k.  w.  h.    No  free  wiring  or  renewals. 

For  power:  9  cents  net  a  k.  w.  h.  Prices  vary 
from  9  to  5  cento  a  k.  w.  h.,  according  to  quan- 
tity used,  with  special  rates  for  more  than 
1,250  k.  w.  h.  a  month. 

For  light:  tO  cents  gross  a  k.  w.  h.,  with  dis- 
count of  25%  a  k.  w.  h.  to  yearly  customers 
for  consumption  up  to  60  k.  w.  h.  a  month, 
and  30%  a  k.  w.  h.  for  over  50  k.  w.  h.  Yearly 
customers  using  7,500  k.  w.  h.  a  year  receive 
40%  discount.  To  transient  customers,  20% 
discount  on  bills  of  more  than  25  k.  w.  h. 
Churches  are  charged  10  cento  a  k.  w.  h.  for 
more  than  6  k.  w.  h.  AU  disoounto  provisional 
on  payment  on  or  before  15th  of  month.  Min- 
imum charge,  75  cento  a  month.  No  wiring 
or  renewals. 

For  power:  91  a  month  on  all  motors  installed; 
10  cento  a  k.  w.  h.  on  from  10  to  100  k.  w.  h.; 
8  cents  a  k.  w.  h.  on  100  k.  w.  h.  or  over. 

For  heating  and  cooking:  14  cents  net  a 
k.  w.  h.  on  first  10  k.  w.  h.  a  month;  6  cento 
a  k.  w.  h.  for  all  in  excess  of  10  k.  w.  h. 

For  Ught:  IS  cents  gross  a  k.  w.  h.,  with  dis- 
count of  1  cent  a  k.  w.  h.,  if  paid  in  10  days, 
on  first  300  k.  w.  h.  a  month,  and  8  cento  net  a 
k.  w.  h.  on  all  in  excess  of  300  k.  w.  h.  a  month. 
Contract  rates  according  to  consumption  and 
hours  of  burning.  Theatre  rate  of  15  cento  net 
a  k.  w.  h.  for  first  20  k.  w.  h.  a  week,  and  10 
cento  a  k.  w.  h.  on  all  over.  Minimum  monthly 
charge  of  75  cents  to  all  whose  net  bills  dur- 
ing the  year  average  less  than  that  amount. 
Renewals  of  carbon  lamps  free. 

For  power:  6  cents  gross  a  k.  w.  h.,  with  dis- 
count of  1  cent  a  k.  w.  h.  for  prompt  pay- 
ment on  first  1,000  k.  w.  h.  a  month,  2)  cento 
net  a  k.  w.  h.  on  next  9,000  k.  w.  h.  a  month, 
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and  2  oeoU  a  k.  w.  h.  on  all  in  excess  of  10,000 
k.  w.  b.  a  month.  Monthly  load  factor  dis- 
count: 2|  to  12)%,  according  to  quantity 
used  a  month  per  h.  p.  installed.  Also  a  dis- 
ootmt  of  1%  a  year  on  contracts  of  not  less 
than  two  nor  more  than  five  years.  Customers 
guarantee  ft  a  month  a  h.  p.  installed. 

ror  light:  9)  etnta  grou  a  k.  w.  h.,  with  dia- 
eount  of  I  cent  if  bill  is  paid  in  10  dasrs. 
Where  a  customer  signs  an  agreement  for 
yearly  electric  service,  9i  cento  a  k.  w.  h.  will 
be  charged  for  first  75  hours'  use  a  month  of 
connected  load,  7|  cento  a  k.  w.  h.  for  all  elec- 
tricity from  76  to  100  hours'  use,  5\  cento  a 
k.  w.  h.  for  all  exceeding  100  hours'  iise,  all 
subject  to  discount  of  }  cent  n  k.  w.  h.  if  paid 
within  10  days.  Minimum  bill  of  27  hours' 
iise  a  month  of  connected  load  at  9|  cento  a 
k.  w.  h.  Long-hour  lighting  rates:  12  cento 
gross  a  k.  w.  h.,  subject  to  disoounto  of  15  to 
45%  for  guaranteed  yearly  use  of  maximum 
demand,  5  to  50%  for  guaranteed  maximum 
demand,  5%  for  guaranteed  term  of  contract, 
and  10%  discount  for  pajrment  within  10  dajre 
of  date  of  bill.  For  window  and  sign  lighting: 
7i  cento  a  month  for  a  5-watt  lamp  to  $1.50  a 
month  for  a  100-watt  lamp,  burning  from  15 
minutes  before  sipiset  until  11.30  o'clock,  with 
discount  of  10%  for  payment  in  10  days.  Min- 
imum charge  of  $9  net  a  year.  Regtilar-siied 
metallxed  filament  and  carbon  lamps  free  to 
meter  customers;  tungsten  lamps  free  when 
customer  pays  a  monthly  rentol  of  20  cento  a 
lamp. 

Vor  powwr:  11  eents  gxou  a  k.  w.  h.,  with  dla- 
eount  of  10%  for  pes^ment  in  10  days:  dis- 
counto  for  quantities  more  than  50  k.  w.  h. 
vary  from  5  to  56%,  according  to  consump- 
tion; $1.11  a  month  gross  for  1  h.  p.  to  and 
including  5  h.  p..  and  $5.55  for  over  5  h.  p. 
Wholesale  meter  rates:  monthly  service 
charge  of  $2  for  first  k.  w.  of  demand,  plus 
$1.25  for  each  additional  k.  w.,  and  3  cento 
gross  a  k.  w.  h.  for  all  current  consumed 
monthly,  less  discount  of  5  to  25%,  according 
to  maximum  demand,  and  prompt  payment 
discount  of  10%.  I^rge  power  late:  3  cents 
a  k.  w.  b.  for  first  4,700  k.  w.  h.  a  month,  and 
ranging  from  this  to  A  of  a  cent  for  over 
360,000  k.  w.  h.  a  month,  less  discount  of  10% 
for  pasrment  within  10  days  of  date  of  bill, 
with  minimum  of  $2.50  net  a  month  a  k.  w.  for 
first  50  k.  w.  of  maximum  power,  $1.50  net  a 
k.  w.  for  next  250  k.  w.,  $1.25  a  k.  w.  for  next 
300  k.  w.,  and  $1  a  k.  w.  for  all  over  600 
k.  w. 

Vor  heating,  charging  batteries  and  oook-* 
Ing:  10|  cents  grou  a  k.  w.  h.  for  first  20 
k.  w.  h.  a  month  and  2i  eents  gross  for  all  cur- 
rent in  excess  of  20  k.  w.  h.,  all  subject  to  a 
discount  of  }  cent  for  prompt  payment.  Mini- 
mum charge  of  $2.10  gross  a  month. 
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V6rlJl|^t:  IS  eants  net  a  k.  w.  h.  Discount  of 
10%  if  over  $100  of  current  is  used  during  12 
consecutive  months.  Minimum  chorse  of  60 
cents  a  month.  No  wiring.  Free  lamp  re- 
newals. 

For  powwr:  •  e«nU  net  a  k.  w.  h.  to  3.5  cents 
net  a  k.  w.  h..  according  to  monthly  consump- 
tion. Minimum  monthly  charge  of  $1.50  up 
to  and  including  3  h.  p.;  in  excess  of  3  h.  p., 
50  cents  a  h.  p.  conpected. 

For  eooklng  and  heating:  i  eents  net  a 
k.  w.  h.  for  first  40  k.  w.  h.  a  month,  and  2 
cents  net  a  k.  w.  h.  for  all  over  40  k.  w.  h. 
Minimum  charge  of  $1.50  a  month. 

For  light:  11  eenta  grou  a  k.  w.  h.,  less  dli- 
eount  of  1  cent  a  k.  w.  h.  for  payment  within 
10  days  of  date  of  bill;  over  285  k.  w.  h.  a 
month,  9  cents  a  k.  w.  h.;  2,400  k.  w.  h.  and 
above  for  store  lighting.  7  cents  a  k.  w.  h. 
When  the  oomiumer  uses  at  least  200  k.  w.  h. 
a  month  for  day  lighting,  the  oompcmy  will  in- 
stall, upon  application,  a  2-rate  meter;  in  such 
ease  the  sliding  scale  of  prices  will  apply  only 
to  night  rate,  and  the  day  rate  will  be  5  cents 
a  k.  w.  h.  a  month,  with  prompt  payment  dis- 
count of  1  cent  a  k.  w.  h.;  when  the  day  use 
falls  below  200  k.  w.  h.  a  month,  the  amount 
used  will  be  billed  at  $8  net.  Charging  auto- 
mobiles:  current  measured  on  2-rate  meter, 

9  cents  a  k.  w.  h.  for  night  current  and  5  cents 
a  k.  w.  h.  for  day  current,  with  prompt-pay- 
ment discount  of  1  cent  a  k.  w.  h.  Theatre 
lighting:  flat  rate  of  5  cents  a  k.  w.  h.  Mini- 
mum monthly  charge  of  50  cents.  Renewal  of 
carbon  lamps  free;  of  tungsten  lamps  at  slight 
profit. 

For  power:  6  eente  gxou  a  k.  w.  h.,  prices 
ranging  from  6  to  2}  cents,  according  to 
monthly  consumption,  with  discount  of  1 
cent  a  k.  w.  h.  for  i>ayment  within  10  days  of 
date  of  bill.  Current  for  heating  on  separate 
meter  from  lighting  at  power  rates.  Minimum 
charge  of  $2  a  month. 

For  light:  11  oente  grou  a  k.  w.  h.,  with  dis- 
count of  1  cent  a  k.  w.  h.  for  payment  within 
15  days  of  date  of  bill.  For  tungsten  window 
lighting:  1.5  cents  per  connected  watt  per 
month*  with  prompt-payment  discount  of 
10%;  lamps  to  be  burned  5  nights  a  week 
until  10  P.M.  and  1  night  until  12  p.m.  For 
additional  hours*  use  per  week  a  proportional 
increase  in  charges  will  be  made.  Minimimi 
charge  of  $1  a  month  per  installation.  Long 
hour  burning  schedule:  6  cents  gi  oss  a  k.  w.  h. 
for  first  250  k.  w.  h,  a  month,  5  cents  gross  for 
next  500, 4  cents  gross  for  next  1.000. 3^  cents 
gross  for  all  ourrent  in  excess  of  1,750  k.  w.  h., 
—  all  these  rates  subject  to  a  discount  of  1 
cent  a  k.  w.  h.  for  pajrment  in  15  days  from 
date  of  bill;  in  addition  to  these  charges  there 
is  a  service  charge  of  $50  a  k.  w.  a  year  for  first 

10  k.  w.  of  demand  snd  $36  a  k.  w.  a  year  for 
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next  40  k.  w.  of  demand.  Minimum  eharBd 
$9  net  a  year.  No  free  wiring.  Renewals  free 
on  cat^n  lamps;  tungstens  at  customer's 
expense. 

For  power:  4i  conti  not  a  k.  w.  h.,  prices 
ranging  from  4i  cents  to  1  cent,  according  to 
consumption,  and  a  service  charge  of  $1.60 
a  h.  p.  a  mouth.  Off-peak  or  battery  charg- 
ing rate:  between  hours  of  4  p.m.  and  9.  p.m., 
regular  rate  of  11  cents;  between  9  p.m.  and 
4  P.M.,  7  cents  net  a  k.  w.  h.,  with  discount  of 
1  oent  a  k.  w.  h.  if  payment  is  made  within 
15  days  of  date  of  bill.  Hours  of  use  deter- 
mined by  2  meters  and  a  time  switch.  Mini- 
mum charge  of  60%  connected  load  for  power 
at  $1.60  a  h.  p.  a  month. 

rer  ceoldnc  and  taaatinr:  11  conU  a  k.  w.  h. 
on  first  20  k.  w.  h.;  all  over  20  k.  w.  h.  4  cents 
a  k.  w.  h.  with  disoount  of  1  cont  a  k.  w.  h. 
for  payment  in  16  days.  Minimum  charge  of 
$2  a  month  for  each  meter  installed. 

For  light:  16  oonta  not  a  k.  w.  h.  tc  custom- 
ers using  lights  11  months  or  more;  25  cents 
a  k.  w.  h.  to  summer  customers.  Minimum 
charge  of  10  cents  a  lamp  a  month  to  yearly 
customers;  15  cents  a  lamp  a  month  to  sum- 
mer customers.    No  wiring  or  renewals. 

For  power:  same  rates  as  for  lighting. 

For  light:  IS  oonts  grou  a  k.  w.  h..  with  dis- 
oount of  1  cent  a  k.  w.  h.  if  paid  in  10  days. 
If  customer  guarantees  for  one  year  a  monthly 
minimum  bill  equal  to  primary  usage  each 
month,  primary  hours  are  reduced  to  400  a 
year,  with  primary  rate  of  20  cen^  a  k.  w.  h. 
and  secondai  y  rate  of  6  cents  a  k.  w.  h.  Light- 
ing during  the  daytime,  when  current  for  both 
power  and  light  is  furnished,  ranges  in  price 
from  10  cents  a  k.  w.  h.  for  from  200  to  300 
k.  w.  h.  a  month  to  6  cents  a  k.  w.  h.  for  2,500 
to  3,000  k.  w.  h.  a  month;  the  circuits  to 
which  these  rates  apply  being  on  from  6  a.m. 
to  6.45  P..M.  only.  Minimum  monthly  charge 
of  75  ce  nts.  Current  for  sign  lighting,  6  cents 
a  k.  w.  h.    No  wiring. 

For  powor:  IS  oonts  net  a  k.  w.  h.  for  first 
25  hours'  use  of  demand  a  month,  6  cents  a 
k.  w.  h.  for  next  50  hours'  uae  and  3  cents 
a  k.  w.  h.  for  all  in  excess  of  above.  If  bill 
is  over  $20  a  month  when  figured  at  these 
rates,  a  discoimt  of  33 i%  will  be  allowed 
on  all  over  $20.  Special  rates  for  both  power 
and  lighting  during  daytime  range  for  power 
ftom  10  cents  a  k.  w.  h.  to  1\  cents  a  k.  w.  h., 
according  to  monthly  consumption. 

For  heatinff  or  cooUng:  i  oonts  a  k.  w.  h. 

For  light:  11  cents  gross  a  k.  w.  h.,  with  dis- 
count of  1  cent  a  k.  w.  h.  if  paid  within  10 
days.  Minimum  charge  of  75  cents  a  month. 
No  wiring.    Lamp  renewals  free. 

For  power:  6  cents  gross  a  k.  w.  h.,  with  dis- 
count of  1  cent  a  k.  w.  h.  for  payment  in  10 
days  on  first  1,000  k.  w.  h.  a  month,  and  2| 
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cents  a  k.  w.  h.  on  all  over  1,000  k.  w.  h.  a 
month.  Monthly  load  factor  discount  of  from 
2i  to  12|%,  according  to  number  of  k.  w.  used 
per  h.  p.  installed.  Also  a  discount  of  1%  a 
year  on  contracts  of  not  lees  thsli  two  nor  more 
than  five  years. 

Vor  Ucht:  18  oenta  grou  a  k.  w.  h.,  with  dis- 
eount  of  3  cents  a  k.  w.  h.  on  first  30  k.  w.  h.  a 
mcnth  if  paid  within  10  days,  and  15  cents  a 
k.  w.  h.,  with  a  discount  of  3  cents  a  k.  w.  h. 
for  payment  in  10  days,  on  all  in  excess  of  30 
k.  w.  h.  a  month.  Minimum  charge  of  75 
cents  a  month.  No  wiring.  Renewals  of 
lamps  free. 

ror  power:  •  cents  grou  a  k.  w.  h.,  with  dli- 
count  of  5%,  if  bill  is  paid  in  10  days,  on  first 
500  k.  w.  h.  consumed  a  month,  2^  cents  a 
k.  w.  h.,  with  same  prompt  payment  discount, 
on  next  9,500  k.  w.  h.  a  mcnth,  and  2.1  cents 
a  k.  w.  h.,  with  same  discount,  on  all  over 
10.000  k.  w.  h.  a  month.  Monthly  load  factor 
discounts  of  from  2}  to  12^%,  according  to 
quantity  used  per  h.  p.  inatidled.  Also  a  dis- 
count of  1%  a  year  on  contracts  of  not  less 
than  two  nor  more  than  five  years.  Monthly 
guarantee  of  SI  a  h.  p.  installed. 

For  light:  11  eenti  grou  a  k.  w.  h.  in  New 
Bedford,  Aeushnet,  Fairhaven  and  part  of 
Dartmouth;  prices  ranging  from  11  to  3 } 
cents,  according  to  monthly  consumption, 
with  diacount  of  5%  if  paid  on  or  before  10th 
of  month.  In  Mattapoisett,  Bay  View,  Non- 
quit  and  Westport.  16  oents  a  k.  w.  h.,  less 
diacount  of  3  cents  a  k.  w.  h.  if  paid  in  10 
days.  Current  for  sign  lights,  5  oents  a  k.  w.  h. , 
with  discount  of  5%  for  payment  in  10  days. 
Minimum  monthly  charge  of  75  cents.  No 
wiring.  Renewal  of  carbon  lamps  free;  other 
lamps  sold  at  about  cost. 

For  power:  LSS  cents  grou  a  k.  w.  h.  up  to  3 
h.  p.,  prices  ranging  from  5  to  1.35  cenu,  ac- 
cording to  h.  p.  installation,  with  discount  of 
5%,  excepting  upon  bills  of  1,000  h.  p.  or  over, 
when  it  is  1  mill  a  k.  w.  h.  if  paid  on  or  before 
10th  of  month.  In  Mattapoisett,  Bay  View, 
Nonquit  and  Westport,  1  cent  more  in  each 
case  than  in  New  Bedford  and  Fairhaven.  For 
night  or  24-hour  service,  from  3|  cents  gross 
to  1.35  cents  gross  a  k.  w.  h.,  according  to  h.  p. 
installation,  with  discount  of  5%  for  payment 
in  10  days,  excepting  on  bills  of  500  h.  p.  or 
over,  when  the  discount  is  1  mill  a  k.  w.  h. 
Minimum  charge  of  $1.50  a  month.  Current 
for  charging  batteries,  3^  cents  a  k.  w.  h., 
with  discount  of  5%  for  payment  in  10  days. 

For  light:  If  cents  grou  a  k.  w.  h.,  with  dis- 
count of  2  oents  a  k.  w.  h.  when  bill  is  paid  on 
or  before  12th  day  of  month.  Minimum 
chai  ge  of  75  cents  a  month.  No  free  wiring 
or  lamp  renewals  except  for  sign  and  window 
lights.  Sign  and  window  lighting,  8  cents  a 
k.  w.  h. 
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ror  pow«r:  9  c«ntt  grou  a  k.  w.  h..  prioea 
ranging  from  9  to  2.8  oenta  a  k.  w.  h.,  aooording 
to  monthly  consumption,  with  diaeount  of  1 
Mnt  a  k.  w.  h.  for  pasrment  by  the  12th  of  the 
month.  Current  for  smoothing  and  pressing 
irons  in  shoe  factories  and  moving-picture 
machines,  18  cents  a  k.  w.  h.,  with  a  dkoount 
of  60%  if  bills  are  paid  on  or  before  12th  of 
month.  Minimum  monthly  charge  for  mot  on, 
81  for  each  rated  h.  p. 

ror  light:  U  o«&ta  giou  a  k.  w.  h..  less  dli- 
count  of  1  cent  a  k.  w.  h.  on  first  20  k.  w.  h. 
if  paid  in  10  days,  and  9  cents  a  k.  w.  h.  on  all 
in  excess  of  20  k.  w.  h.,  with  discount  of  1 
cent  if  paid  in  10  days;  fiO-watt  tungsten 
lights,  burned  all  night  and  every  night,  818 
each  a  year.  No  wiring.  Renewals  of  carbon 
lamps  free. 

For  powMr:  i  oonta  groM  a  k.  w.  h.,  less  dif- 
oount  of  1  cent  a  k.  w.  h.  on  first  2,000  k.  w.  h. 
a  month  if  paid  in  10  days,  2  cents  net  a  k.  w.  h. 
on  next  6,000  k.  w.  h.  a  month,  11  cents  a 
k.  w.  h.  on  next  22,000  k.  w.  h.  and  li  cents 
a  k.  w.  h.  on  all  over  30,000  k.  w.  h.  Monthly 
load  factor  discounts  of  from  2|  to  10%,  ao- 
oording to  quantity  consumed  per  h.  p.  in- 
stalled. Also  a  discount  of  1%  a  year  on 
contracts  for  not  less  than  two  nor  more  than 
five  years.  Customers  guarantee  81  a  month 
a  h.  p.  installed. 

ror  light:  10  oenta  groM  a  k.  w.  h.,  with  dif- 
oount  of  1  cent  a  k.  w.  h.  if  paid  within  10 
days.  Minimum  monthly  charge  of  75  cents. 
No  wiring.    Carbon  lamp  renewals  free. 

ror  powor:  6  oonta  groM  a  k.  w.  h.  for  first 
fiOO  k.  w.  h.  a  month,  2|  cents  a  k.  w.  h.  for 
next  9,fi00  k.  w.  h.  a  month  and  2.1  cents  a 
k.  w.  h.  for  all  in  excess  of  10,000  k.  w.  h.  a 
month,  with  a  dlaoount  of  5%  for  payment 
within  10  days.  Also  load  factor  discounts 
•ranging  from  2}  to  12)%,  according  to  number 
of  k.  w.  h.  consumed  monthly  per  h.  p.  in- 
stalled. Additional  discount  of  1%  a  year  on 
contracts  for  not  less  than  two  nor  more  than 
five  years.  Minimum  guarantee  of  812  a  year 
a  h.  p.  of  connected  load.  Automobile  charg- 
ing stations:  public,  5  cents  net;  and  private, 
6  cents  net  a  k.  w.  h. 

ror  light:  16  oanta  groM  a  k.  w.  h.,  with  dli- 
oountl,  if  bills  are  paid  before  10th  of  month, 
as  follows:  to  100  k.  w.  h.,  1  cent  a  k.  w.  h.; 
from  100  to  150  k.  w.  h.,  1.5  cents  a  k.  w.  h.; 
from  150  to  200  k.  w.  h.,  2.4  cents  a  k.  w.  h.; 
from  200  to  250  k.  w.  h.,  3.26  cents  a  k.  w.  h. ; 
over  250  k.  w.  h.,  4.1  cents  a  k.  w.  h.  Mini- 
mum monthly  charge  of  50  cents.  No  wiring. 
Renewals  of  carbon  lamps  free. 

ror  power:  8  oenta  gron  a  k.  w.  h.  for  first 
60  hours'  use  of  maximum  demand,  plus  a 
secondary  charge  of  2|  cents  a  k.  w.  h.  for  all 
current  consumed  thereafter,  less  discounts 
varying  from  10  to  50%,  according  to  horse 
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Fanonfl,  D.  C.  (Pep- 
pereU). 


Pittefield, 


Prices. 


powers  installed,  11  h.  p.  being  the  lowest 

'  receiving  any  discount,  with  additional  dia- 
count  of  10%  for  pajrment  in  10  days.  Mini- 
mum monthly  charge  of  $1  a  h.  p.  of  monthly 
ty^y<My¥p^it¥^  demand' 

Tw  hafttlsf  and  oooking:  16  Mnta  groM  a 
k.  w.  h.  for  first  10  k.  w.'h.,  with  dlaoount  of 
1  cent  for  prompt  payment;  over  10  k.  w.  h., 
3|  cents  a  k.  w.  h.  Service  charge  of  $1  a 
month. 

For  light:  flat  rate  for  lamps  supplied:  10  to 
12  lamps,  $2.50;  12  to  16,  $3;  15  to  20,  $3.50; 
20  to  26,  $4  a  month. 

ror  light:  1$  oanta  groM  a  k.  w.  h.  for  nti- 
dMioa  lighting*  with  disoounts,  if  paid  be- 
fore the  10th  of  month,  of  1  or  2  cents,  ac- 
cording to  amount  of  monthly  bill.  For  store 
lighting,  16  oentt  groH  a  k.  w.  h.,  with  dii- 
eount  of  1  cent  if  paid  within  10  days  of  date 
of  bill.  Minimum  monthly  charge  of  76  cents. 
Porch  lights,  $1.25  net  a  month.  No  wiring 
or  renewals. 

For  power:  $.$f  oents  not  a  k.  w.  h.  Prices 
range  from  8.36  to  4.4  cents  a  k.  w.  h.,  accord- 
ing to  quantity  used.  Minimum  diarge,  $1.50 
a  month  a  h.  p.  of  demand. 

For  oooking  and  hoating:  7  cents  a  k.  w.  h. 

For  light:  IS  oanta  net  a  k.  w.  h.  Chnrohea 
and  aohools,  10  oenta  net  a  k.  w.  h.  Mini- 
mum charge  of  $9  a  year.  No  wiring  or  lamp 
renewals. 

For  power:  IS  oente  net  a  k.  w.  h.  for  first  15 
k.  w.  h.  a  month,  and  6  cents  a  k.  w.  h.  for  all 
over  16  k.  w.  h. 

For  light:  IS  eenta  grou  for  first  k.  w.  h.  used 
for  each  26-watt  lamp  installed  and  8  cents 
gross  a  k.  w.  h.  for  all  current  used  in  addition, 
less  discount  of  10%  for  payment  on  or  be- 
fore 16th  of  month.  In  Dalton  14  oente 
gross  for  first  k.  w.  h.  used  for  each  26-watt 
lamp,  in  Lanesborough  16  cents  for  first 
k.  w.  h.,  and  in  Hinsdale  16  cents  for  first 
k.  w.  h.,  and  8  cents  a  k.  w.  h.  for  all  current 
used  in  addition,  lees  discount  of  10%  for 
payment  on  or  before  20th  of  month.  If  meter 
does  not  register  8  k.  w.  h.  in  any  month,  no 
bill  for  current  will  be  rendered,  but  a  charge 
of  50  cents  will  be  made  for  maintenance  of 
installation,  and  current  used  will  be  added  to 
consumption  of  following  month.  No  wiring. 
For  commercial  lighting:  12  cents  a  k.  w.  h. 
for  first  30  hours'  use  a  month  of  each  k.  w.  of 
demand;  8  cents  a  k.  w.  h.  for  next  50  hours* 
use;  6  cents  a  k.  w.  h.  for  next  100  hours'  use 
and  6  cents  a  k.  w.  h.  for  all  in  excess  of  180 
hours'  use,  with  discount  of  10%  for  payment 
on  or  before  the  16th  of  the  month.  Csrbon 
lamps  renewed  free;  tungstens  at  10  cents  less 
than  cost. 

For  power:  $  oenta  gross  a  k.  w.  h.,  prices 
ranging  from  8  cents  gross  to  1.6  cents  gross, 
according  to  quantity  used  a  month,  with  dis- 
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Pittafleld  —  Con. 


Plymoutli, 


Provinoetown, 


Quincy, 


lUndoIpb, 


eount  of  5%  for  payment  on  or  before  15th 
of  month,  with  a  rental  eharge  for  motors  be- 

•  longing  to  company  of  $2  a  month  for  i  h.  p. 
to  $26  a  month  for  35  h .  p.  Minimum  monthly 
charge  to  customers  not  owning  motors,  from 
$1.50  for  I  h.  p.  to  $25  for  35  h.  p.,  and  to  cus- 
tomers owning  their  motors,  75  cents  a  month, 
plus  25  cents  a  connected  h.  p.  or  fraction 
thereof.  For  ftutomobil*  chMJCglMig:  4 
Mnti  net  a  k.  w.  h.  plus  50  cents  per  charge 
to  transients;  by  the  month,  4  cents  a  k.  w.  h. 
plus  $8  a  month. 

Woe  heating  and  oooUng:  4  oanti  a  k.  w.  h., 
with  minimum  charge  of  $1  a  month. 

Tor  light:  If  oanta  groH  a  k.  w.  h.  for  first 
100  k.  w.  h.  a  month.  13  cents  a  k.  w.  h.  for 
next  100  k.  w.  h..  11  cents  for  next  100  k.  w.  h. 
and  10  cents  a  k.  w.  h.  for  all  additional  cur- 
rent, with  dlMOUnt  of  10%  for  prompt  pay- 
ment of  bills  to  customers  having  a  large  in- 
stallation of  lights  but  small  or  infrequent  use 
of  them,  and  20%  to  customers  who  use  their 
lights  practically  every  night  in  the  week. 
Minimum  monthly  charge  of  75  cents  a  month 
net  for  yearly  customers,  and  summer  cu»- 
tomers  pay  $0  a  season  in  advance.  No  wir- 
ing.   Free  renewals  of  carbon  lamps. 

ror  power:  10  oente  net  a  k.  w.  h.,  ranging 
from  this  to  3  cents,  according  to  monthly 
consumption.  Minimum  monthly  charge  of 
$1  a  h.  p.  for  from  i  h.  p.  to  5  h.  p.  motors. 

For  heattjag:  1*  oente  groee,  with  a  dlioount 
of  10%  on  first  15  k.  w.  h.  and  4  cents  net  a 
k.  w.  h.  on  all  over  15  k.  w.  h. 

For  light:  10  oente  groee  a  k.  w.  h.,  with  die- 
eonnt  of  10%  for  pajrment  in  15  days.  Ready 
to  serve  charge  of  75  cents  a  month.  No  wir- 
ing or  free  renewals. 

For  power:  10  oente  net  a  k.  w.  h. 

For  light:  If  eente  groee  a  k.  w.  h.,  less  die- 
oount  of  10%  for  payment  by  15th  of  month 
on  bills  of  less  than  $20,  15%  on  bilk  of  $20  or 
more  and  less  than  $40,  20%  on  bills  of  $40  or 
more  and  less  than  $60,  25%  on  bills  of  $60 
or  more  and  less  than  $80,  30%  on  bills  of  $80 
or  more  and  less  than  $100,  and  33i%  on  bills 
of  $100  or  more.  Minimum  charge  of  $6  a 
year.  Masda  clusters  for  store  lighting:  5 
100-watt  lamps  burning  from  dusk  until  mid- 
night, $4  each  a  month;  burning  from  dusk 
until  10  P.M.,  $3.50  a  month.  By  contract: 
$1  a  month  for  each  25-watt  lamp,  $2  a  month 

■  for  each  40-watt  lamp.  No  wiring.  Masda 
lamps  renewed  free  of  charge. 

For  power:  10  eente  gross  s  k.  w.  h..  with  dis- 
count of  10%  if  paid  by  15th  of  month,  and 
additional  discounts  from  5  to  70%,  according 
to  monthly  consumption.  Minimum  charge 
of  $1  a  h.  p.  of  demand. 

For  light:  1$  eente  net  a  k.  w.  h.  Store  rate: 
minimum  charge  of  $48  a  year  a  k.  w.  of  de- 
mand and  6  cents  a  k.  w.  h.  for  current  con- 
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aumed.  Minimum  charge  at  r^pilar  lighting 
rate,  $1  a  month.  By  contract:  $1  a  month 
for  1  16  c.  p.  lamp  to  midnight,  SI.  10  for  all- 
night  lamp.    No  wiring  and  no  lamp  renewals. 

For  power:  IS  cents  net  a  k.  w.  h.  to  4}  cents 
a  k.  w.  h.,  ao^rding  to  monthly  consumption. 
Large  power  customers,  5  to  2i  oenta  a  k.  w.  h. 
Minimum  monthly  charge  of  SI  for  each  h.  p. 
of  motor  installed. 

For  haatinr:  S  eenU  nmt  a  k.  w.  h..  or  13 
cents  a  k.  w.  h.  for  first  20  k.  w.  h.  plus  3  cents 
a  k.  w.  h.  for  additional  current. 

For  light:  IS  oanta  grou  a  k.  ^.  h.,  with  dis- 
count of  1  cent  a  k.  w.  h.  for  pajrment  within 
15  days  of  date  of  bill.  A  minimum  charge 
of  50  cents  a  month.  Are  lights  and  multiple 
glower  nemst  lamps:  13  cents  gross  a  k.  w.  h., 
with  discount  of  3  cents  a  k.  w.  h.  foe  payment 
within  15  dajrs  of  date  of  bill,  and  minimum 
monthly  charge  of  SI  net.  Long  hour  burn- 
ing schedule:  a  service  charge  of  S50  a  k.  w. 
a  year  for  first  10  k.  w.  of  demand  and  S36  a 
k.  w.  a  year  for  next  40  k.  w.,  to  be  made  in  12 
equal  monthly  charges,  plus  6  cents  a  k.  w.  h. 
for  first  250  k.  w.  h.  a  month,  5  cents  a  k.  w.  h. 
for  next  fiOO  k.  w.  h.,  4  cents  a  k.  w.  h.  for  next 
1,000  k.  w.  h.  and  3^  cents  a  k.  w.  h.  for  all  in 
excess  of  1,750  k.  w.  h.,  with  discount  of  1 
cent  a  k.  w.  h.  for  current  used  if  paid  within 
15  days  of  date  of  bill.  For  auxiliary  break- 
down service,  S1.50  net  a  month  for  each  kilo- 
watt of  demand.  Window  tfnd  sign  lighting 
rates:  tungsten  lamps  only,  burning  5  nights 
a  week  until  10  p.m.  and  1  night  (Saturday) 
until  12  P.M.:  1.5  cents  a  connected  load  a 
month,  less  prompt  payment  discount  of  10%; 
for  additional  hours'  use  a  week  a  propor- 
tional increase  in  charges.  No  wiring.  Car- 
bon and  metaliied  filament  lamps  renewed 
free,  tungsten  lamps  at  cost. 

For  power:  10  cants  gross  a  k.  w.  h.  for  first 
40  k.  w.  h.,  8  cents  gross  for  next  60  k.  w.  h. 
a  month,  7  cents  a  k.  w.  h.  for  next  100  k.  w.  h., 
each  succeeding  block  of  current  being  sold  at 
a  lower  rate  than  the  preceding  one,  down 
to  2  cents  a  k.  w.  h.  for  last  40,000  k.  w.  h., 
the  minimum  net  rate  at  which  current  will  be 
offered  being  1}  cents  a  k.  w.  h.;  these  ratea 
subject  to  a  diseovint  of  10%  for  pajrment  in 
10  days  a^d  load  factor  discoimts  from  2  to 
40%.  thistUsootmt  being  determined  by  divid- 
ing kilowatt  consumption  by  h.  p.  of  demand. 

For  cooking  and  hoftting:  IS  oonts  gross  a 
k.  w.  h.  for  first  20  k.  w.  h.  a  month,  4  cents  a 
k.  w.  h.  for  all  over  20  k.  w.  h.,  with  discount 
of  1  cent  a  k.  w.  h.  for  payment  in  15  days. 
Minimum  charge  of  S2  net  a  month  for  each 
meter  installed. 

For  light:  S  cents  net  a  k.  w.  h.  to  4  cents 
net  a  k.  w.  h.,  according  to  monthly  consump- 
tion. Yearly  contract  rate:  annual  service 
charge  of  S120  a  k.  w.  for  maximum  demand  of 
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Shirley, 


Southeastern     Mass 
(Marion). 


Prioet. 


from  lAi  to  10  k.  w.,  ranging  from  thia  to  $34 
a  k.  w.  for  maximum  demand  of  200  k.  w.  or 
over,  plua  ohargo  for  current  of  1  to  A  cent  a 
k.  w.  h.;  minimum  charge  one-twelfth  of  an- 
nual service  charge.  No  wiring.  No  lamp  re- 
newals. Minimum  charge  of  $10  a  season  to 
summer  c.Tstomers,  who'are  also  required  to 
deposit  $10  as  guarantee  of  payment  of  bills. 

Vor  power:  8  eenU  net  a  k.  w.  h.,  with  vary- 
ing discounts  determined  by  amount  of 
monthly  bills;  minimum  charge  of  $1  a 
month  for  installations  of  leas  than  2  h.  p., 
50  cents  a  h.  p.  a  month  for  installations  of 
from  2  to  10  h.  p.,  $5  a  month  for  installa- 
tions exceeding  10  h.  p.  Yearly  contract  rate 
for  customers  signing  for  a  contract  of  st 
least  200  k.  w.;  lighting  not  to  exceed  25%  of 
total  demand  may  be  used  under  this  rate;  an- 
nu^  service  charge  of  $18  a  k.  w.  from  200 
to  300  k.  w.;  for  300  to  500,  a  service  charge 
of  $15,  with  same  charge  for  current;  from 
500  to  750.  $14;  from  750  to  1.000.  $13; 
from  1.000  to  1,500.  $12,  in  each  case  plus  a 
charge  for  current  of  A  of  a  cent  a  k.  w.  h.; 
for  1.500  k.  w.  h.  or  over.  $12  plus  a  charge 
for  current  of  A  of  a  cent  a  k.  w.  h. 

For  boating  ond  eooking:  service  charge  of 
$2  a  month  for  4  kilowatts  of  demand  or  less; 
from  5  to  7  k.  w.,  $3  a  month;  over  7  k.  w.. 
$3  a  month  plus  $1  for  each  k.  w.  or  fraction 
in  excess  of  7  k.  w.,  plus  a  current  charge  of 
1  i  cents  a  k.  w.  h.  for  current  used. 

Vor  light:  IS  oonto  not  a  k.  w.  h.  Minimum 
charge  of  $9  a  year.  For  factories.  10  cents  a 
k.  w.  h.  for  first  100  k.  w.  h.  a  month,  9  cents 
a  k.  w.  h.  for  next  100,  8  cents  a  k.  w.  h.  for 
next  100,  and  7  cents  a  k.  w.  h.  for  all  over 
300.  Minimum  yearly  charge  of  1,200  watts. 
No  free  wiring  or  renewals. 

For  power:  i  centa  grou  a  k.  w.  h.,  less  dis- 
count of  5%  for  prompt  payment.  Mini- 
mum yearly  charge  of  $12. 

For  hoftting  end  cooking:  7  cents  net  a  k.  w. 
h.  for  first  10  k.  w.  h.  used,  3  cents  a  k.  w.  h. 
for  next  115,  and  2  cents  a  k.  w.  h.  for  all  over 
125  k.  w.  h.  of  monthly  consumption;  also  a 
demand  charge  of  40  cents  a  100  watts 
monthly.    Minimum  monthly  charge  of  $2.50. 

For  light:  li  cents  net  a  k.  w.  h.  for  first  200 
k.  w.  h.  a  year,  12  cents  a  k.  w.  h.  for  next  100 
k.  w.  h..  and  10  cents  a  k.  w.  h.  for  over  300 
k.  w.  h.  Ready-to-serve  charge,  75  cents  a 
month.    No  wiring  or  renewals. 

For  power:  li  cents  net  a  k.  w.  h.  for  all 
power  up  to  and  including  i  h.  p.  of  maximum 
demand;  10  cents  a  k.  w.  h.  for  all  above  i  h.  p. 
On  yearly  contract  of  6  h.  p.  or  over,  a  monthly 
piimary  charge  of  12  cents  gross  for  first  50 
hours'  use  of  demand,  and  a  secondary  charge 
of  4  cents  gross  for  all  in  excess  of  50  hours' 
use,  less  discounts  based  on  yearly  maximum 
demand  of  from  20  to  70%,  and  a  discount  of 
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10%  for  payment  by  16th  of  month.  Mini- 
mnm  charge  of  $1  a  month  a  h.  p.  of  maximum 
demand. 

ror  mlsMUuMons  ntngj:  If  oenti  net  a 
k.  w.  h.  for  first  10  k.  w.  h.  a  month,  and  4 
cents  a  k.  w.  h.  for  all  over  10  k.  w.  h.  a 
month. 

ror  liffht:  it  cents  grou  a  k.  w.  h.,  with  dis- 
eount,  if  paid  within  10  days,  of  3  cents  on 
first  100  k.  w.  h.  a  month.  On  all  in  excess  of 
100  k.  w.  h.,  12  cents  net  a  k.  w.  h.  Minimum 
monthly  charge  of  75  cents.  No  wiring.  Free 
renewal  of  carbon  lamps. 

For  power:  •  oents  net  a  k.  w.  h.  on  first  60 
k.  w.  h.  a  month  of  maximum  demand,  and 
2}  cents  net  a  k.  w.  h.  on  all  in  excess  of  this, 
with  discounts  on  more  than  8  k.  w.  h.  varying 
from  5  to  45%,  according  to  monthly  con- 
sumption. Also  1%  a  year  on  contracts  for 
not  less  than  two  nor  more  than  five  years. 
Minimum  charge  of  $1  a  month  a  h.  p.  of 
connected  load. 

Wot  hghti  it  eents  grow  a  k.  w.  h.,  with  dls- 
eount  of  4  cents  if  paid  by  15th  of  month. 
Minimum  charge  of  76  cents  a  month.  No 
wiring  and  no  free  renewals. 

For  power:  SO  eents  net  a  k.  w.  h.  for  first 
50  k.  w.  h.  a  month,  8  cents  a  k.  w.  h.  from  50 
to  100  k.  w.  h.,  7  cents  a  k.  w.  h.  from  100  to 
150  k.  w.  h.,  6  cents  a  k.  w.  h.  from  150  to  200 
k.  w.  h.,  and  5)  cents  a  k.  w.  h.  for  200  k.  w.  h. 
and  over. 

For  cooUng:  4  eents  net  a  k.  w.  h. 

For  light:  11  cents  gross  a  k.  w.  h.,  with  a 
discount  of  1  cent  a  k.  w.  h.  if  bill  is  paid 
in  15  days.  Minimum  monthly  charge  of  75 
cents.  Long  hour  burning  rate:  950  a  k.  w. 
of  demand  a  year  for  first  10  k.  w.  of  demand, 
and  $36  a  k.  w.  for  all  in  excess  of  this,  plus 
charge  for  current  varying  from  6  cents  net 
for  first  250  k.  w.  h.  a  month  to  3|  cents  a 
k.  w.  h.  for  all  above  1.750  k.  w.  h.,  aU  less 
prompt  pajrment  discount  of  1  cent  a  k.  w.  h. 
Long  hour  burning  rate  for  summer  customers: 
11  cents  gross  a  k.  w.  h.  less  a  discount  of  1 
cent  a  k.  w.  h.  for  payment  within  10  days  of 
date  of  bill,  and  a  minimiun  charge  of  $1  a 
month  for  each  installation.  The  minimum 
charge  for  the  sesson  shall  be  $5.  By  con- 
tract, from  SI  to  $6.50  a  lamp  a  month,  ac- 
cording to  hours  burned  and  siae  of  lamps. 
(Contract  rates  to  customers  using  10.000 
k.  w.  h.  or  over  for  light  and  power:  first 
10.000  at  10  cents  a  k.  w.  h.;  excess  of  10,000 
k.  w.  h.  in  4  consecutive  numths  at  5  cents  a 
k.  w.  h.  Sign  and  window  lighting:  burning 
5  nights  a  week  until  10  p.m.  and  Saturday 
night  until  midnight:  1.5  cents  a  oonnected 
watt  a  month,  leas  10%  discount  for  prompt 
payment.  For  additional  hours  a  week,  a  pro- 
portional increase  in  charges.  Minimum 
monthly  charge  of  $1  per  installation.     Re- 
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newal  of  carbon  filament  lamps  free  to  yearly 
ouatomers. 

ror  power:  A\  etnts  net  a  k.  w.  h.  up  to  186 
k.  w.  h.  down  to  1  cent  a  k.  w.  h.  for  all  over 
8J30  k.  w.  h.,  and  a  service  charge  of  $1.50  a 
month  a  k.  w.  of  demand.  Special  rates  to 
certain  large  customers  for  both  light  and 
power  given  with  lighting  rates.  For  auto- 
mobile eluurflng:  11  eents  a  k.  w.  h.  for 
current  used  from  4  to  9  p.m.,  and  7  cents  a 
k.  w.  h.  for  that  used  from  9  p.m.  to  4  p.m.  of 
day  following,  both  rates  subject  to  discount 
of  1  cent  a  k.  w.  h.  for  prompt  payment. 
Minimum  charge  of  $2  a  month  for  each  in- 
stallation. 

For  cooUag  and  heftting:  11  eents  grou  a 
k.  w.  h.  for  first  20  k.  w.  h.,  and  4  cents  a 
k.  w.  h.  for  all  over  20  k.  w.  h.,  less  a  discount 
of  1  cent  a  k.  w.  h.  for  payment  within  1 6  days 
of  date  of  bill.  Minimum  charge  of  $2  a  month 
for  eaoh  installation. 

For  light:  IS  eents  grois  a  k.  w.  h.  for  first 
200  k.  w.  h.  a  month  to  8  oents  a  k.  w.  h.  for 
600  k.  w.  h.  or  over  a  month,  less  disoount  of 
10%  if  paid  in  10  days.  Minimum  monthly 
charge  of  50  cents.    No  wiring  or  renewals. 

For  power:  •  eents  net  a  k.  w.  h.  for  first  400 
k.  w.  h.  a  month  to  1.8  cents  for  12,000  k.  w.  h. 
or  over  a  month.  Minimum  monthly  charge 
of  $1.60  up  to  and  including  3  h.  p.;  for  an 
installation  of  more  than  3  h.  p.,  SO  oents  a 
h.  p.  connected. 

For  Ught:  li  oents  net  a  k.  w.  h.  Minimum 
monthly  charge  of  75  cents.  No  wiring  or 
renewals. 

For  light:  14  eents  gross  a  k.  w.  h.,  with 
disoount  of  1  cent  for  payment  in  10  days. 
Yearly  contract  rate:  $4  a  month  for  each 
k.  w.  of  connected  load,  plus  6  cents  a  k.  w.  h. 
for  current  used.  Ready->to-serve  charge  of 
$9  a  year.  No  wiring.  Free  lamp  renewals  of 
carbon  and  gem  lamps. 

For  power:  10  cents  net  a  k.  w.  h.,  prices  rang- 
ing from  10  to  4  cents,  according  to  monthly 
constunption,  with  minimum  monthly  charge 
of  $1  net  a  h.  p.  of  connected  capacity;  $2.25 
a  month  a  h.  p.  of  yearly  maximum  demand, 
plus  2f  cents  a  k.  w.  h.,  less  discounts  to  43%, 
based  on  maximum  demand,  and  disoount  of 
10%  for  payment  in  10  days. 

For  heftUng  and  other  miscellaneous 
energy:  14  cents  gross  a  k.  w.  h.,  with 
disoount  of  1  cent  a  k.  w.  h.  on  the  first  20 
k.  w.  h.  a  month  for  pasrment  in  10  days,  and 
3  cents  a  k.  w.  h.  for  all  exceeding  20  k.  w.  h. 
a  month.  A  ready-to-serve  charge  of  $1  a 
month. 

For  light:  9  eents  net  a  k.  w.  h.  for  less  than 
150  k.  w.  h.  a  month  of  eaoh  50-watt  lamp  or 
its  equivalent,  and  8  cents  a  k.  w.  h.  where  at 
least  150  k.  w.  h.  a  month  are  used.  Hospital 
and  charitable  institutions  using  electricity 
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IflT. 


Iflt. 


Can. 


Vtneyanl  (Omk  Bluffs), 


Ware, 


every  night,  7  oeots  a  k.  w.  h.  For  oustomers 
using  their  eapaoity  long  hours  the  rates  are 
6  cents  a  k.  w.  h.  Minimum  charge  of  $8  a 
year.  No  wiring.  Carbon  lamps  renewed 
free;  masda  lamps  at  list  prices. 

For  powsr:  S  cents  n«t  a  k.  w.  h.  to  If  cents 
net  a  k.  w.  h.,  according  to  installation  and 
quantity  used.  Minimum  charge  of  115  a 
year  a  h.  p. 

For  mlscalluMOiu  oiMrgy:  •  oonts  not  a 
k.  w.  h. 

For  light:  M  conto  groM  in  June.  July,  Au- 
gust and  September,  with  dUeount  of  5% 
for  pasrment  in  10  dsys.  For  same  monthis, 
one  25-watt  unit,  $1  a  month;  two  units,  $1.80 
a  month;  additional  units,  60  cents  a  month. 
A  minimum  season  charge  of  2  months'  net 
bill  and  not  less  than  $9  is  payable  in  advance. 
DIsoount  of  5%  if  bill  is  paid  before  10th  of 
month.  For  remainder  of  year,  discount  of 
40%  on  bills  paid  within  10  days,  and  20%  on 
those  paid  in  20  days.  No  wiring  or  free  re- 
newals. 

For  powor:  T  conto  not  a  k.  w.  h.,  subject  to 
a  minimum  monthly  net  bill  of  S2  for  each 
h.  p.  or  fraction  thereof,  or  $1.60  for  first 
fiOO-watt  capacity  of  heating  devices  or  frac- 
tion thereof.  Additional  power  capacity.  60 
cents  net  a  month  for  each  i  of  a  h.  p.  in  ex- 
cess of  1  h.  p.,  and  for  heating  devices.  60 
cents  net  a  month  for  each  250-watt  unit  or 
fraction  thereof.  Service  limited  to  time  from 
midnight  to  6  p.m. 

For  light:  It  oonts  crosg,  with  diseount  of 
1  cent  a  k.  w.  h.  for  less  than  75  k.  w.  h.  if 
paid  on  or  before  10th  of  month,  prices  on 
more  than  75  k.  w.  h.  ranging  from  15  to  8 
cents  a  k.  w.  h.,  according  to  amount  con- 
sumed, with  disoount  of  10%  for  pasrment 
on  or  before  10th  of  month.  Storo  and  hotol 
rato:  IS  eonto  grosg  a  k.  w.  h.  for  first  60 
k.  w.  h.,  and  8  cents  a  k.  w.  h.  for  all  over  60, 
less  discount  of  10%  for  prompt  payment, 
lights  by  contract:  16  c.  p.  lamp,  $8,  $10  and 
$12  a  year.  Flat  rate  controlled  circuits:  100- 
watt  lamD.  00  cents  s  month;  60-watt,  60 
cents  a  month,  operated  from  sunset  until  10 
P.M.  Minimum  monthly  ohaige  of  50  cents. 
No  wiring.    Carbon  lamps  renewed  free. 

For  powor:  8  conto  gross  a  k.  w.  h.  for  first  50 
hours'  use  of  maximum  demand,  and  2i  cents 
a  k.  w.  h.  for  all  current  consumed  thereafter, 
less  diseount  of  10%  for  payment  in  10  days, 
and  discounts  from  10  to  50%,  based  on 
monthly  maximum  h.  p.  demand.  Minimum 
monthly  charge  of  $1  a  h.  p.  of  wntTiTnynn 


For  miaoolUnoous  onorgy:  It  cents  gross  a 

k.  w.  h.  and  3i  cents  a  k.  w.  h.  for  all  over 
10  k.  w.  h.,  with  disoount  of  1  cent  a  k.  w.  h. 
for  prompt  pasonent.  Ready-to-serve  charge 
of  $1  a  month. 
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Per  U(ht:  IS  cents  groig  a  k.  w.  h.  to  6  cento 
a  k.  w.  h.  for  1.200  k.  w.  b.  and  over,  with  dis- 
covnt  of  ]0%  for  payment  by  the  10th  of 
month;  maiimum  monthly  bill  at  any  rate 
not  to  exceed  minimum*  at  next  lower  rate. 
Contract  rate:  $10  a  lamp  a  year.  Minimum 
monthly  charge  of  75  cent«.  No  wiring.  Re- 
newal of  carbon  and  gem  hunpe  free. 

For  power:  •  eenta  groM  a  k.  w.  h.  for  first  160 
k.  w.  h.  to  1.7  cento  for  17,000  k.  w.  h.  or  over, 
with  dieoount  of  10%  for  payment  on  or  before 
the  10th  of  month;  maximum  monthly  bill  at 
any  rate  not  to  exceed  the  minimum  at  the 
next  lower  rate. 

For  Ucht:  It  cents  gron  a  k.  w.  h.,  with  die- 
count  of  li  cento  a  k.  w.  h.  if  paid  by  15th  of 
month.  Stores  pay  15  cento  a  k.  w.  h.  for  first 
30  k.  w.  h.  and  10  cento  a  k.  w.  h.  for  all  over  30; 
also,  a  charge  of  $48  a  k.  w.  of  demand,  plus 
6  cento  a  k.  w.  h.  for  current  used.  Minimum 
monthly  charge  of  75  cento  to  yearly  cus- 
tomers and  $6  a  season  to  summer  customers. 
No  wiring.  Renewals  at  10  cento  each  for 
carbon  lamps. 

Tm  power:  1$  cents  net  a  k.  w.  h.  Small 
single  phase  motors  on  lighting  circuito:  on 
bills  up  to  $5  a  m<mth,  15  cento  a  k.  w.  h.; 
discount,  li  cento  per  k.  w.  h.  if  bill  is  paid 
before  the  15th:  from  $5  to  $10,  10  cento  a 
k.  w.  h.;  over  $10,  7i  cento  a  k.  w.  h.  Small 
motors  for  power  only:  on  bills  up  to  $5  a 
month,  15  cento;  disoount,  1|  cento  per  k.  w.  h. 
if  bills  are  paid  before  the  15th;  bills  from  $5  to 
$10, 7i  cento;  bills  over  $10, 5  cento.  To  large 
users  of  power:  from  500  to  1,000  k.  w.  h.,  3i 
cento  a  k.  w.  h.;  1,000  to  5,000  k.  w.  h.,  3 
cento;  5,000  k.  w.  h.  and  over,  2.68  cento  a 
k.  w.  h.  Oroes  primary  charge  of  10  cento  a 
k.  w.  h.  for  first  87  hours'  use  of  maximum 
demand,  plus  a  secondary  charge  of  2i  oento 
a  k.  w.  h.  for  all  current  in  addition,  subject 
to  discounto  based  on  maximum  h.  p.  of  de- 
mand, from  10%  on  11  to  20  to  50%  on  301 
and  over;  also  an  additional  discount  of  10% 
on  demand  of  0  h.  p.  or  over. 

ForcooUng:  4  cents  net  a  k.  w.  h.  Minimum 
monthly  charge  of  $1. 

For  Uf  ht:  1$  cents  gross  a  k.  w.  h.  for  first  15 
k.  w.  h.  s  month,  and  9  cento  a  k.  w.  h.  for  all 
over  15  k.  w.  h.,  with  discount  of  1  cent  a 
k.  w.  h.  if  paid  in  10  days.  No  wiring.  Re- 
newals free  of  charge. 

For  power:  $  cents  gross  a  k.  w.  h.,  with  dis- 
count on  the  first  2,000  k.  w.  h.  a  month  of 
1  cent  a  k.  w.  h.  if  paid  in  10  days,  and  all  over 
2,000  k.  w.  h.,  2  cento  a  k.  w.  h.  net.  Cus- 
tomers at  this  rate  guarantee  a  consumption 
of  $1  a  h.  p.  a  month.  Load  factor  discounto 
of  from  2i  to  10%  according  to  k.  w.  h.  con- 
sumption a  month  a  h.  p.  installed.  Also  a 
discount  of  1%  a  year  on  contracto  of  not  less 
than  two  nor  more  than  five  years. 
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For. light:  IS  ««nta  net  a  k.  w.  h.  for  fint 
100  k.  w.  h.  oonsumed  in  a  month;  9  cents  a 
k.  w.  h.  for  next  100;  7  oents  a  k.  w.  h.  for 
next  100;  and  5  cents  a  k.  w.  h.  for  next  100. 
By  contract:  16  c.  p.  lamp  burning  all  night 
and  every  night,  $1  a  month;  8  o.  p.  lamp,  75 
cents  a  month;  4  o.  p.  lamp,  50  cents  a  month. 
Minimum  monthly  charge  of  75  cents.  Lamp 
renewals  at  a  slight  advance  over  cost. 

For  powor:  10  conta  not  to  2.1  cents  net, 
according  to  monthly  consumption.  Mini- 
mum  monthly  charge  of  $1. 

For  mIsoolUnoous  onorgy:  unite  up  to  50 
k.  w.  at  regular  lighting  rates;  from  50  to  100 
k.  w.,  6  cento  a  k.  w.  h.;  over  100  k.  w.,  power 


For  oloetrio  rangei:  IS  eonto  not  a  k.  w.  h. 

for  first  10  k.  w.  h.,  and  3.5  cento  a  k.  w.  h. 
for  all  over« 
For  light:  f  oonto  groig  a  k.  w.  h.,  with  dli- 
oonnt  of  1  cent  a  k.  w.  h.  if  paid  in  15  days. 
Yearly  lighting  rate:  from  8.5  cento  a  k.  w.  h. 
for  first  400  k.  w.  h.  of  monthly  consumption 
to  4.5  cento  a  k.  w.  h.  for  5,000  k.  w.  h.  or 
more  a  month,  all  subject  to  a  prompt  pay- 
ment discount  of  A  of  a  cent  a  k.  w.  h.  To 
any  customer  who  has  signed  an  agreement 
for  not  less  than  40  k.  w.  connected  a  price  of 
$45  per  year  a  k.  w.  will  be  charged  for  first 
40  k.  w.,  $30  a  year  for  any  part  of  next  40 
k.  w.,  $24  a  k.  w.  for  all  k.  w.  exceeding  80,  all 
payable  in  equal  monthly  instalmento,  plus 
a  charge  of  2|  cento  a  k.  w.  h.  for  first  5,000 
k.  w.  h.  used  a  month.  2  cento  a  k.  w.  h.  for 
next  5,000.  and  li  cento  a  k.  w.  h.  for  all  ex- 
ceeding 10,000  k.  w.  h.  a  month,  all  subject 
to  a  prompt  payment  discount  of  i  cent  a 
k.  w.  h.  FLat  rate  lighting  for  residences,  with 
tungsten  lamps  only:  from  $1.25  for  4  20  c.  p. 
100-watt  lamps  to  $3.81,  according  to  number, 
candle  power  and  wattage  of  lamps,  with  dis- 
count of  20%  for  payment  within  15  days  of 
date  of  bill.  Flat  rate  lighting  for  stores,  with 
tungBten  lamps  only:  from  12  cente  for  a  10- 
watt  lamp  to  $5  for  a  500-watt  lamp,  burning 
until  6  P.M.;  15  cente  to  $7,  burning  until 
8  p.m.;  18  cente  to  $8,  burning  until  9  p.m.;  20 
cente  to  $9,  burning  imtil  11  p.m.;  25  cente  to 
$10.50,  burning  imtil  12  p.m.;  40  cente  to 
$15.25,  burning  all  night.  No  contract  taken 
for  less  than  $12,  or  less  than  one  year.  Sign 
lighting:  7i  cente  a  month  for  a  5-watt  lamp 
to  11  P.M.;  9  cente  a  month  to  12  p.m.;  8i  cente 
a  month  for  a  7i-watt  lamp  to  11  p.m.;  10 
cente  to  12  p.m.  ;  1  cent  a  lamp  for  each  addi- 
tional hour.  Window  lighting:  flat  rate  for 
300  days  in  the  year,  to  11  p.m.,  35  cente  for  a 
25-watt  light  to  $5.75  for  a  500-watt  lamp; 
to  12  P.M.,  from  45  cente  for  a  25-watt  lamp 
to  $6.95  for  a  500-watt;  to  1  a.m.,  from  55 
cente  for  a  25-watt  lamp  to  $8.15  for  a  500- 
watt.    No  contract  for  either  sign  or  window 
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lightinic  for  less  than  $12  a  year.  Minimum 
charge  for  residences,  stores,  ete.,  19  a  ytmr; 
for  factories,  $2  a  month  per  k.  w.  of  capacity 
connected.  Price  in  Leicester:  10  e«ntB 
grosg  a  k.  w.  h.,  with  diaeoimt  of  1  cent  if 
paid  in  15  days;  minimum  charge  19  a  year. 
No  wiring.  Free  renewals  of  all  but  maada 
lamps,  except  in  factories. 

For  pomr:  trom  8  ocnts  grosg  a  k.  w.  h.  for 
first  50  hours'  use  of  maximum  demand;  2i 
oente  gross  for  all  in  excess  of  first  50  hours' 
use,  with  diaeoimt  of  10%  on  all  bills  paid 
within  15  days,  and  discounte  ranging  from 
10  to  50%,  based  on  yearly  marimnm  k.  w. 
demand.  Minimum  charge  for  power  for 
motors,  $1  a  month  a  h.  p.  of  maximum  de- 
mand for  firat  9  h.  p.,  ranging  from  this  down 
to  50  cente  a  h.  p.  for  100  h.  p.  and  over. 

For  hoatinf,  cooUnff  and  automobile 
eharginff:  9  coots  grou  a  k.  w.  h.  for  first 
10  k.  w.  h.,  with  discount  of  1  cent  a  k.  w.  h. 
for  payment  within  15  days;  4  cento  a  k.  w.  h. 
for  all  in  excess  of  20  k.  w.  h.  a  month.  In 
Leicester:  10  cento  gross  a  k.  w.  h.  en  first  17 
k.  w.  h.,  with  discount  of  1  cent  a  k.  w.  h.  for 
payment  within  15  days;  4  cento  a  k.  w.  h.  for 
all  in  excess  of  17  k.  w.  h.  a  month.  Minimum 
charge  of  $9  a  year. 

For  light:  14  cents  gross  a  k.  w.  h.  for  first  520 
hours*  use  of  customers'  demand,  with  dis- 
count of  i  cent  a  k.  w.  h.  for  payment  in  10 
days,  and  12  cents  net  a  k.  w.  h.  for  all  addi- 
tional current  consumed.  For  st<Mre  lighting, 
14  cento  a  k.  w.  h.;  for  church  lighting,  14 
cento  a  k.  w.  h.,  with  10%  discount.  Mini- 
mum charge  of  $9  a  year,  payaUe  monthly. 
Sign  lighting:  4  c.  p.  5-watt  lamp,  from  not 
earlier  than  6  p.m.  to  10  p.m.  each  night,  75 
cento  a  year.  Renewal  of  carbon  lamps  free; 
tungstens  at  slightly  more  than  cost.  Annual 
lighting  contract:  16  cento  net  a  k.  w.  h.  for 
first  400  hours*  use  of  demand  and  9  cento  a 
k.  w.  h.  for  all  additional  current.  Minimum 
monthly  charge  under  this  rate  is  the  amount 
of  the  16-«ent  charge. 

For  powor:  •  cents  net  to  1.4  cento,  accord- 
ing to  monthly  oonsimiption,  with  discount, 
if  paid  in  15  days,  of  5%  on  bills  of  $10  or 
over  and  10%  on  bills  of  $100  or  over.  An- 
nual power  rates:  6  cento  for  first  1,200 
k.  w.  h.  a  year  to  1.4  cento  for  over  180,000 
k.  w.  h.  a  year,  with  discount  of  5%  on  annual 
bills  of  $120  or  over  and  10%  on  bills  of  $1,200 
and  over  for  pajrment  within  15  days.  Mini- 
mum charge  under  first  schedule  of  $1  a  h.  p. 
a  month  and  second  of  $12  a  h.  p.  a  year. 
Where  electricity  is  needed  for  lighting  in  con- 
nection with  power  a  lamp  load  amounting  to 
not  more  than  15%  of  the  motor  h.  p.  will  be 
allowed,  the  current  for  which  will  be  sold 
at  power  rates.  Demand  rate:  12  cento  a 
k.  w.  h.  for  first  25  hours'  use  a  month  of 
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COMPANY. 

Price.. 

MAxiMxm 

Net  Pbicb 

PBB  K.  W.  H. 

(Cbktb). 

IflT. 

Iflt. 

WoroMter  (Suburban) 
—  Cew. 

h.  p.  demand,  6  cents  a  k.  w.  h.  for  next  60 
and  3  oenta  a  k.  w.  h.  for  remainder  of  con- 
sumption; first  $20  of  bill  net;  on  remainder 
a  discount  of  3di%  is  allowed. 

UMi:   14  cents  net  a  k.  w.  h.  for  first  10 
k.  w.  h.  a  month,  and  3}  cents  on  all  over  10 
k.  w.  h.    Minimum  monthly  charge  of  $2. 
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HYDRO-ELECTRIC  COMPANIES* 

The  following  table  gives  the  names  of  the  corporations  and 
associations  under  the  supervision  of  the  Board  who  were  en- 
gaged on  June  30,  1917,  in  making  and  selling  or  distributing 
and  selling  electricity  generated  primarily  by  water  power,  with 
the  towns  in  which  their  plants  are  located  or  through  which 
their  transmission  lines  pass,  and  their  outstanding  capital  stock 
and  bonds:  — 


Namb. 


Locality. 


Capital 
Stock. 


Bonds. 


Central  Maseachuaetta  Fbwer  Com- 
pany,      

FVanklin  County  Power, 
Holyoke  Water  Power,     . 


New  y.ngland  Power, 


Palmer,! 

Wendell, 

Holyoke, 

South  Hadley. 

Adama,* 

Auburn, . 

Ayer.*     . 

Bennington,  Vt., 

Berlin,     . 

Bolton,    . 

Boylston,* 

Brookfield, 

Buckland, 

Charlemont, 

Clarkaburg, 

Clinton,* 

Colrain,  . 

Conway, 

Deerfield, 

Enfield,  . 

Fitohburg,  * 

Florida,  . 

Gardner,* 

Heath,     . 

Holden,« 

Hudeon,* 

Lancaster, 

Leicester, 

Leominster,* 

Leverett, 

Leyden,  . 

Millville, 

Millbury,* 

Monroe,* 

Monson,  . 

North  Adams,  * 

North  Brookfield, 

Northborough, 

Northbridge,  . 

Palmer,* 

Pelham,  . 

Pownal,  Vt..   . 

Readsboro,  Vt., 

Howe,      . 


|1,200.000> 


MU.OOO 


$6,000,000 


1  Owns  hydraulic  devebpment  and  power  station  only. 
>  Unincorporated. 

'  Generation  and  sale  of  electricity  a  minor  portion  of  its  business. 
*  Town  where  the  company  sells  electricity.  ^-^  j 
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Name. 


Locality. 


Capital 

Stock. 


Bonds. 


New  England  Power  —  Con. 


Turners  Falls  Power  and  Electric, 


Royalston, 
Shelbume,  ^ 
Shirley, » 
Shrewsbury,    . 
Shutesbury,    . 
Somerset,  Vt., 
Spencer,  . 
Sterling,  t 
Stamford,  Vt., 
Stratton,  Vt., 
Sunderland,    . 
Sutton,    . 
Townsend,  ^ 
Uzbridge,^ 
Ware.»     . 
Warwick, 
West  Boylston.i 
West  Brookfield, 
Westminster,  . 
Whitingham,  Vt., 
Wilmixigton,  Vt., 
Winchendon,  ^ 
Woodford,  Vt., 
Worcester,  I 
Agawam, 
Amherst, 
Chioopee, 
Easthampton, 
Leverett, 
Ludlow,  . 
Springfield,     . 
Turners  Falls, 
West  Springfield, 


16,914,000 


19,000,000 


4.144.620 


250.000 


^  Town  where  the  company  sells  electricity. 

These  companies  were  brought  under  the  supervision  of  the 
Board  by  chapter  742  of  the  Acts  of  the  year  1914.  As  this 
act  did  not  take  eflFect  until  Aug.  1,  1914,  the  first  returns  re- 
ceived from  these  companies  were  for  the  year  ending  June  30, 
1915.  The  character  of  their  business  and  property  is  so  dif- 
ferent from  electric  companies  engaged  in  the  local  supply  of 
electricity  that  it  has  seemed  best,  for  the  present,  at  least,  not 
to  group  them  with  the  other  electric  companies,  save  with 
respect  to  their  balance  sheets,  operating  and  profit  and  loss 
accounts,  which  will  be  found  among  those  of  the  gas  and 
electric  companies  in  Appendix  B,  and  to  the  statistical  in- 
formation found  in  Appendix  F.  Moreover,  the  terms  upon 
which  their  sales  of  electricity  in  bulk  are  made  are  so  complex 
that  it  is  impracticable  to  abstract  and  tabulate  their  prices. 
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WATER  COMPANIES* 

The  following  table  gives  the  names  of  the  corporations  un- 
der the  supervision  of  the  Board  who  were  engaged  on  June 
30,  1917,  in  distributing  and  selling  water,  with  the  names  of 
the  localities  and  populations  supplied,  and  their  outstanding 
capital  stock  and  bonds:  — 


Namb. 


Locality. 


Popula- 
tion. 


Capital 
Stock. 


Bonds. 


Amherst, 


Aabfield.      . 
Afpinwall,  , 

Barnateble, 


Berkahire,   . 

Brant  Rock, 
Bridcewatera, 
Cbeahira,     . 
Cohawet.    . 
Cottace  City, 


Dedkmm, 


Eaat  Mountain, 
Edcartown, 

FairiiaTen,  . 


OfBfton.      . 
Granrilk  Center, 

GlOtOQ, 

HOI*    .       . 


HolUrton, 


Amherst, 
Shutesbury,  . 
West  Pelham, 
Ashfield, 
Lenox  (in  part),  * 
Barnstable,    . 
Yarmouth,    . 
Lee, 


Rock), 


Washinston, 

Marshfield  (Brant 

Bridcevrater, 

Cheshire, 

Cohasset, 

Oak  Bluffs, 

Dedham, 

Westwood,     . 

West  Stockbridge, 

Edgartown,  . 

Fairhaven,    . 

BCattapoisett, 

Grafton, 

Granville, 

Groton, 

Prospect  Hill  (Stockbridce) 

Cohasset  (in  part) 

Hincham, 

Hull,     . 

Norwell, 

Holliston,      . 


5,568 
292 

409 
994 
3,242 
4.9951 
1.415] 
4.481 
8,242 
275 
5,772 
9,381 
1,535 
2,800 
1,245 
11,0431 
1.448] 
1.277 
1,270 

6,2n| 

1,352] 
0,250 
784 
2,833 
1,901 
2.800 
5,204 
2,200 
1,563 
2,788 


1150,000 

15.600 
10,000 

75,000 

20.000 

5,000 
100.000 
15,000 
100,000 
100,000 

200.000 

4,000 
82,500 

125.000 

80,000 

6,000 

31.800 


400.000 


50,000 


175,000 
20.000 

75,000 

80,000 
90,000 

113,000 
82.500 

80.000 
26.000 

120.000 
60.000 


stock  issued.OglC 


^  Supplies  Asptnwali  Hotel  only. 


*  No  capital 
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Namb. 


Locality. 


Popula- 
tion. 


Capitel 
Stock. 


Bonds. 


Housatonic, 


Humaroek  Beach, 


Knox  HOI, 


Lenox, 


Ludlow  BCanufacturins, 
Medfield,     . 


MUford,       . 

MiUbury,     . 

Mountain  Sprins, 

Northfield,  . 

Northfidd  Schools.! 

Norton, 

Onset, 

Oxford, 

Palmer, 

Riverside,  . 

Salisbury,*  . 

Scituate,      . 

Sheffield,     . 

Southbridge  Water  Supply 

South  Egremont, 

Stockbridse, 

Sunderland, 

Wannaoomet, 

Westford,     . 

Westhampton, 

Weston, 
WUliamstown,     . 


Housatonic  (Great  Barrine- 

ton). 
Humaroek  Beach  (Scituate), 


Sea  View  (Marshfield), 

Palmer, 

Lenox,  . 

North  Stockbridce, 

Ludlow, 

Medfield, 

Hopedale, 

MiUord. 

Millbury, 

Southampton, 

Northfield,    . 

Northfield,    . 

Norton, 


Point  Independmice   (Ware- 
ham). 
Oxford,  . 


Palmer, 
OiU  (in  part), 
Salisbury,      . 
Scituate, 
Sheffield, 
Southbridge, 
South  Egremont, 
Stookbridge, . 
Sunderland,  . 
Nantucket,    . 
Westford, 
Westhampton, 
Wayland, 
Weston, 
North  Adams, 
Pownal,  Vt., 
Williamstown, 


6,627 
2,6611 
1.7251 
0,468 
8,242 1 
1.901  J 
6.251 
3.648 
2.663 1 
13,684  J 
5,295 
«50 
1.782 


2.587 
5,176 
8,476 
9,468 

951 

1.717 

2.661 

1,862 

14,217 

599 
1,901 
1.278 
3.166 
2,843 

430 
2.(»3 
2,842 
22.035 

3,981 


940,000 

10.000 

1,925 

86,600 

29.000 
24.000 

200.000 

113,000 
MOO 
2,000 

.2 

75,000 
25,000 
50,000 
80,000 
10,000 
90.000 

250.000 
20.000 

200.000 
8,900 
48,000 
10,700 
45.000 
40,000 
1.500 

50.000 
100.000 


$84,000 


200.000 
83.000 


75,000 
19,000 
35.000 
30.000 

70.000 
100.000 
20.000 

6,000 
18.000 

45.000 
35.000 

50,000 

160.000 


1  Supplies  Northfield  Seminary  and  certain  private  customers  in  East  Northfield. 

*  No  capital  stock  issued. 

*  Owns  and  operates  a  sewer  system  on  Salisbury  Beach. 

1 

These  companies  were  brought  under  the  supervision  of  the 
Board  by  chapter  787  of  the  Acts  of  the  year  1914.f^This  act 
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did  not  take  effect  until  Aug.  1,  1914,  and  the  first  returns 
received  from  these  companies  were  for  the  year  ending  June 
30,  1915.  The  majority  of  the  companies  are  small,  and  in 
many  cases  their  books  of  accounts  and  records  of  physical 
property  and  of  operations  had  been  of  the  simplest  character, 
making  it  difficult  to  assemble  in  this  report  the  information 
gathered  in  a  form  useful  and  reliable  for  purposes  of  com- 
parison. But  considerable  progress  in  this  respect  has  been 
made  mean  time.  In  the  pages  following  may  be  found  tables 
of  prices  classified  as  between  fixture  and  metered  rates.  In 
Appendix  C  the  balance  sheets,  operating,  profit  and  loss 
accounts  may  be  found  in  detail,  and  in  Appendix  G  certain 
statistics  relative  to  physical  conditions  and  operations  are 
tabulated. 

Prices. 

A  number  of  the  water  companies  do  not  meter  water  con- 
sumed by  their  customers,  but  base  their  charges  upon  the 
character  of  the  premises  or  fixtures  supplied.  The  two  follow- 
ing tables  set  forth  the  schedules  in  force  on  June  30,  1917, 
first,  of  those  companies  charging  meter  rates,  and  second,  of 
those  whose  prices  are  based  on  other  factors,  so  far  as  it  is 
practicable  to  tabulate  them  in  view  of  their  number  and 
variety:  — 


Table  1.  —  Meter  Rates. 


COMPANY. 

Pricea. 

Yearly 
Charge. 

Prompt 

mentDis- 
counts 
JPev 
Cent.). 

Ambent, 

Rates  per  qimrter:  first  3,600  cubic  feet,  22 
cents  pet  100  cubic  feet;  uezt  3,600  cubic 
feet,  13  cents  per  100  cubic  feet;  next 
6,000  cubic  feet,  9  cents  per  100  cubic 
feet;  next  130,000  cubic  feet,  7  cents  per 
100  cubic  feet;  next  130,000  cubic  feet. 
6  cents  per  100  cubic  feet;  next  400,000 
cubic  feet,  4i  cents  per  100  cubic  feet; 
all  in  excess,  3|  cents  per  100  cubic  feet. 

Contract  rates  for  building  purposes :  brick 
per  thousand,  10  cents;  stone  work  per 
cubic  yard,  5  cents;  concrete  work  per 
cubic  yard,  5  cents;  plastering  per  100 
yards.  20  cents. 

25  cents  per  100  cubic  feet,    . 

$8  00 
9  00 

Google 
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Table  1.  -—  Meter  Rates  —  Continued. 


COMPANY. 


Prices. 


Yearly 
Chazte. 


Prompt 

Pay- 
ment Dis- 
oounta 
(Per 
Cent.). 


Bridgewaton, 


Cohaeset, 


Cottage  City  (Oak 
Bluffs). 


Dedham, 


East  Mountain   (West 

Stockbridge). 
Edgartown,  . 


Fairhaven, 


Grafton, 
Qranville  Center,  . 


Groton, 


Hingham, 


Rates  per  quarter:  100,000  gaU<Hi8  or  less, 
per  1,000  gallons,  26  cents;  over  100,000 
gallons,  per  1,000  gallons,  30  cents.  If 
over  100,000  gallons  is  used,  charge  to 
be  not  less  than  925  for  the  quarter. 

27,000  cubic  feet  per  year,  per  100  cubic 
feet,  22i  cents;  over  27,000  cubic  feet 
per  year,  per  100  cubic  feet,  20  cents. 

Rates  per  quarter:  first  6,000  cubic  feet, 
20  cents  per  100  cubic  feet;  next  45.000 
cubic  feet,  18  cents  per  100  cubic  feet; 
next  60,000  cubic  feet.  16  cents  per  100 
cubic  feet;  next  100,000  cubic  feet,  12 
cents  per  100  cubic  feet;  above  200,000 
cubic  feet,  9  cents  per  100  cubic  feet. 

Meter  rentals  from  26  cents  per  quarter 
for  i  or  f  inch  meters  to  $10  per  quarter 
for  4-inch  meters. 

First  6,700  cubic  feet,  26  cents  per  100 
cubic  feet;  next  20,100  cubic  feet,  23 
cents  per  100  cubic  feet;  next  13,400 
cubic  feet.  18  cents  per  100  cubic  feet; 
next  26,800  cubic  feet,  16  cents  per  100 
cubic  feet;  over  67,000  cubic  feet,  10 
cents  per  100  cubic  feet. 

Contract  with  town  of  Dedham,  16,000 
net. 

60  cento  per  1,000  gallons  if  over  20,000 
gallons  are  used  yearly. 

Rates  per  quarter:  first  10,000  cubic  feet. 
25  cents  per  100  cubic  feet;  all  in  excess, 
20  cento  per  100  cubic  feet. 

Rates  per  annum:  100,000  gallons  or  less, 
30  cento  per  1,000  gallons;  100,000  to 
600,000  gallons,  25  cento  per  1,000  gal- 
lons; over  600,000  gallons,  20  cento  per 
1.000  gallons;  over  1,600.000  gallons, 
special  rates. 

35  cento  per  1,000  gallons. 

Semiannual  rates:  20,000  gallons  or  less, 
16;  over  20.000  gallons.  26  cento  per 
1,000  gallons. 

First  2.000  cubic  feet,  37}  cents  per  100 
cubic  feet;  second  2,000  cubic  feet,  33 1 
cento  per  100  cubic  feet;  third  2,000 
cubic  feet,  30  cento  per  100  cubic  feet; 
fourth  2,000  cubic  feet  (and  over).  26 
cento  per  100  cubic  feet. 

Hydranto,  925  per  year. 

Monthly  rates:  first  2,000  cubic  feet.  23 
cento  per  100  cubic  feet;  next  7,000 
cubic  feet,  19  cents  per  100  cubic  feet; 
next  15,000  cubic  feet,  16}  cento  per  100 
^ubic  feet;  next  40,000  cubic  feet,  15 
cento  per  100  cubic  feet;  over  64.000 
cubic  feet,  13}  cento  per  100  cubic  feet. 

Meter  rentals  from  $2  per  annum  for  f- 
inch  meters  to  $8  for  2-inch  meters.  Pro 
rata  for  larger  sixes. 


t20  00 

22  60 
14  00 


61 


6  00 


10 


10  00 
16  00 

10  00 


12  00 
6  00 


8  00 


20 


6» 


1  Fine  for  overdue  payment. 


Digitized  by 


Google 


1918.] 


PUBLIC  DOCUMENT  — No,  35. 


179 


Table  1.  —  Meter  Rates  —  Continued. 


COMPANY. 


Prices. 


Minimum 
Chvce. 


Prompt 

Pay- 
ment Dis- 
oounts    • 

(Per 
Cent.). 


Housatcniio, 


Lenox, 
Ludlow, 


Milfoid, 


Milibury, 


Northfield,    . 
Northfield  Schools, 


Norton, 
Oxford, 


Palmer. 


Rates  per  quarter:  first  6,000  cubic  feet. 
22  cents  per  100  cubic  feet;  all  over  5,000 
cubic  feet,  5  cents  per  100  cubic  feet. 

25  cents  per  1,000  sallons. 

Rates  per  quarter:  first  5,000  cubic  feet, 
22  cents  per  100  cubic  feet;  all  over  5,000 
cubic  feet,  5  cents  per  lOO  cubic  feet. 

Monthly  rates:  first  1,000  cubic  feet,  35 
cento  per  100  cubic  feet;  next  2,000 
cubic  feet,  24  cento  per  100  cubic  feet: 
next  7,000  cubic  feet,  18  cento  per  100 
cubic  feet;  next  5,000  cubic  feet,  12 
cento  per  100  cubic  feet;  over  15,000 
cubic  feet.  11  cento  per  100  cubic  feet. 

88,333  sallons  per  year,  $15;  over  33,333 
gall<His  per  year,  45  cento  per  1.000 
sallons. 

For  large  consumers  using  2,000  gallons 
daily,  431  cento  per  1,000  gallons;  next 
2,000  gallons  daily,  36  cento  per  1,000 
gsdlons;  next  2,000  gallons  daily,  30 
cento  per  1,000  gallons;  all  over,  25 
cento  per  1,000  gallons. 

30  cento  per  100  cubic  feet  to  1,500  feet; 
second  1,500  feet,  25  cento;  third  1.500 
feet,  20  cento. 

Semiannual  rates:  first  2.000  cubic  feet, 
16;  second  2,000  cubic  feet.  25  cento  per 
100  cubic  feet;  third  2.000  cubic  feet,  20 
cento  per  100  cubic  feet;  fourth  2,000 
cubic  feet,  15  cento  per  100  cubic  feet; 
all  over  8,000  cubic  feet,  10  cento  per 
100  cubic  feet. 

25  cento  per  100  cubic  feet,     . 

Semiannual  rates:  first  12,500  gallons,  S5; 
next  25^)00  gallons,  30  cento  per  1,000 
gallons;  next  25.000  gallons,  25  cento 
per  1.000  gallons;  next  25.000  gallons, 
22i  cento  per  1.000  gallons;  next  25,000 
gallons  and  over,  20  cento  per  1,000 
gallons. 

Rates  per  annum  for  domestic  purposes: 
33,350  gallons,  30  cento  per  1,000  gal- 
lons; all  over  33,850  gallons,  25  cento 
per  1 ,000  gallons.  Rates  per  quarter  for 
hotels,  blocks,  livery  stobles,  etc: 
33,350  gallons,  30  cento  per  1,000  gal- 
lons; next  51,650  gallons,  25  cento  per 
1,000  gallons;  next  55,000  gallons,  22 
cento  per  1,000  gallons;  next  60.000  gal- 
lons, 20  cento  per  1,000  gallons;  next 
50,000  gallons.  18  cento  per  1,000  gal- 
lons; next  50,000  gallons,  16  cento  per 
1,000  gallons;  next  50,000  gallons,  14 
cento  per  1,000  gallons;  next  50,000  gal- 
lons, 12  cento  per  1,000  gallons. 

Meter  rentals,  $2  to  $10  per  annum  ac- 
cording to  sise. 
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16  00 
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11  00 


15  00 


900 
12  00 
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10  00 
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Table  1.  —  Meter  Ratee  — -  Concluded. 


COMPANY. 


PrioeB. 


Mixtimum 


Prompt 
Pay- 
ment Di»- 
counts 
(Per 
Cent.). 


SaUBbury.     . 
Southbridge. 


South  Egremont,  . 
Stockbridse, 


Wannaeomet  (Nan- 
tucket). 
Westford,     . 
Weeton, 


Williamstown, 


For  large  tftkers,  30  cents  per  1,(XX>  gallons. 
Water  not  sold  by  meter  for  private 
houses. 

Rates  per  quarter:  first  5,000  cubic  feet, 
10  cents  per  100  cubic  feet;  next  6,000 
cubic  feet,  12i  cents  i>er  100  cubic  feet; 
next  5,000  cubic  feet.  10  cents  per  100 
cubic  feet;  next  10.000  cubic  feet,  8  cents 
per  100  cubic  feet;  over  25,0(X)  cubic 
feet,  6  cents  per  100  cubic  feet. 

Public  hydrants,  t25  per  year;  watering 
trough,  S50. 

Rates  per  quarter:  first  5,000  cubic  feet, 
22  cents  per  100  cubic  feet;  over  5,000 
cubic  feet,  10  cents  per  100  cubic  feet. 

For  power,  manufacturing  and  commercial 
purposes:  first  5,(XX)  gallons  daily,  4 
cents  per  100  gallons;  second  5,000  gal- 
lons daily,  3  cents  per  100  gallons;  over 
10,000  gallons  daily,  2}  cents  per  100 


20  cents  per  100  cubic  feet,     . 

20  cents  per  100  cubic  feet. 

Annual  rates:  first  35,000  gallons.  $18; 
next  65.000  gallons,  35  cents  per  1,000 
gallons;  all  over  100,000  gallons,  30  cents 
per  1,000  gallcois. 

Rates  per  quarter:  first  4,000  cubic  feet, 
22  cents  per  100  cubic  feet;  next  6.000 
cubic  feet,  15  cents  per  100  cubic  feet; 
next  4O,O0iD  cubic  feet,  10  cents  per  .100 
cubic  feet;  next  100.(XX)  cubic  feet,  5 
cents  per  1(K)  cubic  feet;  all  over  150,000 
cubic  feet,  4  cents  per  loio  cubic  feet.  For 
residential  purposes  consumer  guaran- 
.tees  minimum  quarterly  consumption 
equivalent  to  $2  for  each  dwelling,  or 
$1.50  for  each  tenement,  and  in  addition 
thereto  $1  for  each  water-closet  and  50 
cents  for  each  bathtub.  For  commer- 
cial purposes  consumer  guarantees  a 
quarterly  consumption  based  on  sixe  of 
meter  installed :  |-inch  meter  and  under, 
$3  per  quarter;  f-inch  meter,  16;  1-inch 
meter,  $12;  and  for  each  additional 
I  inch  in  meter  sise,  $6  per  quarter. 


$8  00 
6  00 


10  00 


6  00 


10  00 
18  00 


8  00 


3* 


5« 


s  Fine  for  overdue  payment. 
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VOLUNTARY  ASSOCIATIONS. 

By  the  provisions  of  section  148  of  chapter  742  of  the  Acts 
of  1914,  "Trustees  of  a  voluntary  association  under  a  written 
instrument  or  declaration  of  trust  the  beneficial  interest  under 
which  is  divided  into  transferable  certificates  of  participation 
or  shares,  who  own  or  control  a  majority  of  the  capital  stock 
of  a  gas  or  electric  company,  •  .  .  shall  annually  on  or  before 
the  first  day  of  April  file  .  .  •  with  the  board  a  statement  show- 
ing the  number  of  shares  of  such  company  owned  or  controlled 
by  them  and  the  stockholders  of  record  on  the  books  of  such 
company  in  whose  name  such  shares  are  held."  Under  this  pro- 
vision statements  were  filed  with  this  Board  by  the  trustees  of 
the  following-named  voluntary  associations,  viz.:  — 


Name  of  Volxhctabt  Associatiok. 


Names  of  Gas 

or  Electric  Li«ht  Companies 

owned  or  controlled. 


Number 
of  Shares 
owned  or 
controlled 
by  Asso- 
ciation. 


Total 
Shares 
outstand- 
ing 


Boston  Electric  Associates, 

Cambridge  Electric  Securities  Com- 
pany  


Central  Massachusetts  Light  and 
Power  Company,    . 


Commonwealth  Gas  and  Electric 
C(»nx>anjes,     .... 


Massachusetts  Gas  Companies, 


Massachusetts  Lighting  Companies, 


Biinards  Bay  Electric  Co., 
Vineyard  Haven  Gas  and  Elec- 
tric Light  Co.,  . 
Vineyard  Lighting  Co., 

Cambridge  Elactric  Light  Co., 
Blackfitone  Electric  Light  Co.^ 
Central   Massachusetts  Electric 

Co., 

North  Brookfield  Electric  Light 

and  Power  Co., 
Union  Light  and  Power  Co., 
Ware  Electric  Co., 
Athol  Gas  and  Electric  Co., 
Marlboro-Hudson  Gss  Co., 
Boston  Consolidated  Gas  Co., 
East  Boston  Gas  Co., 
Citisens'  Gas  Light  Co.  of  Quincy, 
Newton    and    Watertown    Gas 

Light  Co 

Adams  Gas  Light  Co^ 
Arlington  Gas  Light  Co.,    . 
Aver  Electric  Light  Co.,     . 
Clinton  Gas  Light  Co., 
Gloucester  Gas  Light  Co.,  . 
Harvard  Gas  and  Electric  Co, . 
Leominster  Electric  Light  and 

Power  Co., 
Leominster  Gas  Light  Co., 
Lexington  Gas  Co., 
Milford  Electric  Light  and  Power 

Co .        . 

Milford  Gas  Light  Co., 
Mill  River  Electric  Light  Co., 
North  Adams  Gas  Light  Co., 
Northampton  Electric  Lighting 

Co., 

Northampton  Gas  Light  Co., 
Spencer  Gas  Co., 
williamstown  Gas  Co., 
Worcester  County  Gas  Co., 


105 

95 
245 

7,238 
400 

2.800 

600 
2,728 
1,820 
6.550 
2.470 
151.126 
23.000 
7,430 

5,600 
600 

4,500 
300 
866 

4,108 
120 

2.200 

1,347 

400 

1,025 
713 
150 

4,000 

1.174 

6,225 

968 

400 

2.850 


110 

100 
250 

10,000 
400 

2,800 

600 
2,728 
1,320 
6,550 
2.470 
151.246 
23.000 
7,430 

5,600 
600 

4,500 
300 
366 

4,200 
120 

2,200 

1,350 

400 

1,025 
723 
150 

4.000 

1.174 

6,227 

975 

400 

2.850 


=!e 
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Namb  of  Voluntary  Association. 


Names  of  Gas 

or  Electric  Light  Companies 

owned  or  controlled. 


Number 
of  Shares 
owned  or 
controlled 
b^  Asso- 
ciation. 


Total 
Shares 
outstand- 
ing. 


New  England  Company,   . 
North  Boston  Lighting  Properties, 


Old  Colony  Light  and  Power  Asso- 
ciates  


New  England  Power  Co.,   . 

Maiden  Electric  Co.,   . 

Maiden  and  Mehxwe  Gas  Light 

Co 

Salem  Electric  Lighting  Co., 
Suburban  Gas  A  Electric  Co.,    . 
Plymouth  Electric  Light  Co.,     . 
Piovincetown  Light  and  Power 

Co 


85.000 
0,528 

10,982 
15,780 
7.958 
3.152 

600 


85,000 
10,680 

20,855 
15.900 
8,345 
3.152 

600 


MUNICIPAL  OWNERSHIP, 

Official  replies  to  inquiries  relative  to  action  about  a  mu- 
nicipal gas  or  electric  lighting  plant  have  been  received  from 
192  towns  and  cities,  including  all  the  cities  and  substantially  all 
the  towns  in  which  the  population  exceeds  1,500  and  in  which 
no  such  action  had  previously  been  taken.  Except  as  stated  on 
page  204  none  of  these  have  taken  action  during  the  year. 

Pages  193-203  contain  a  tabular  statement  intended  to  show 
briefly  all  action  within  the  State  in  respect  to  the  municipal 
ownership  of  gas  or  electric  light  plants  prior  to  1916.  The 
pages  following  contain  carefully  prepared  abstracts  from  the 
reports  of  town  officers,  showing,  in  two  sections,  the  history  of 
this  subject  during  the  last  calendar 'y^^r.  The  first  section 
(page  204)  exhibits  the  action  of  those  towns  which  are  not 
engaged  in  the  lighting  business,  but  have  during  the  year 
considered  propositions  to  undertake  it.  The  second  section, 
relating  to  mimicipal  plants  in  actual  operation,  contains  two 
parts:  the  first  part  (pages  204-246)  setting  forth  certain  finan- 
cial data  relative  to  the  preceding  municipal  fiscal  year,  with 
the  estimates  and  appropriations  of  the  current  fiscal  year, 
taken  from  information  furnished  the  Board  by  various  town 
officers,  and  the  second  part  (pages  246-269)  setting  forth  cer- 
tain general  fiinancial  and  physical  data  relative  to  the  plants 
from  the  returns  made  to  the  Board  as  of  June  30,  1917.  In 
Appendix  D  will  be  found,  under  date  of  June  30,  1917,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing 
accounts  from  the  annual  returns  of  the  different  municipalities. 
Appendix  H  contains  detailed  statistics  relative  to  the  municipal 
plants,  compiled  from  the  annual  returns  of  June  30,  Wl^gje 
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Propositions  considered. 

Beverly,  —  At  a  meeting  of  the  board  of  aldermen  on  Dec. 
13,  1917,  it  was  ordered  "that  the  city  solicitor  be  and  he  is 
hereby  authorized  and  directed  to  draw  up  a  bill,  to  be  intro- 
duced to  the  next  Legislature,  with  provisions  to  grant  author- 
ity to  the  city  of  Beverly  to  establish  and  maintain  a  plant  for 
the  manufacture  and  distribution  of  gas  and  electricity." 

Dighton.  —  It  was  voted  at  the  annual  meeting  of  the  town 
on  March  5,  1917,  "to  instruct  the  committee  on  electricity  to 
apply  to  the  Board  of  Gas  and  Electric  Light  Commissioners 
to  send  an  engineer  to  Dighton  to  assist  the  town  in  reporting 
the  best  and  most  economical  method  of  procuring  electric; 
power  for  lighting  streets  and  houses  and  power  for  commercial 
purposes."  In  accordance  with  the  request  the  Board  sent  Mr. 
C.  W.  Whiting  to  Dighton,  who  made  certain  recommenda- 
tions regarding  the  establishment  of  a  distributing  system. 

Medford.  —  In  the  meeting  of  the  board  of  aldermen  on  Sept. 
5,  1917,  the  resolve  was  adopted  "that  the  mayor  be  granted 
authority  from  this  board  for  the  purpose  of  investigating  the 
situation  with  a  view  of  acquiring  by  purchase  or  otherwise  in 
a  legal  manner  the  property  of  the  Maiden  and  Melrose  Gas 
Light  Company  in  the  city  of  Medford,  with  the  intent  and 
purpose  that  the  city  may  run  a  municipal  plant  of  its  own.*' 

Operation  of  Municipal  Plants. 

Ashbumham.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager, 
was  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                        .  $6^124  20 

For  interest  on  bonds,  notes  or  scrip,  307  50 

For  depreciation  fimd  (3  per  cent,  on  $1S,225),  546  75 

For  note  payments, 1,000  00 

Total, $7,978  45 

Income:  — 
From  private  c6nsumers,  .  .         .  $7,126  69 

From  appropriation  for  maintenance  (not 

for  note  payments), 1,000  00 

8,126  69 

Excess  of  income  and- appropriations  over  expend- 
itures,    
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $6,312  50 

For  interest  on  bonds,  notes  or  scrip,  267  50 

For  depreciation  fund  (3  per  cent,  on  $19,016.67),  570  50 

For  note  payments,                    .         .         .         .         .  1,000  00 

Total, $8,150  50 

Income:  — 

From  private  consumers, 7,150  50 

Balance, $1,000  00 

For  new  construction, 600  00 

$1,600  00 

At  the  annual  town  meeting  held  March  5,  1917,  the  follow- 
ing votes  were  adopted:  — 

''Voted,  to  raise  and  appropriate  the  sum  of  $1,500  for  the 
electric  light  department,  $1,000  of  which  sum  to  be  applied 
to  note  payment  and  $500  for  construction,  and  that  deprecia- 
tion be  paid  from  earnings.'^ 

"Voted,  to  install  two  electric  lights  on  lower  Main  Street, 
and  to  appropriate  for  this  purpose  the  sum  of  $80,  to  be  taken 
from  the  electric  light  department  funds  in  the  town  treasury 
known  as  'unrestricted  cash.'" 

Belmont.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager, 
was  as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs. 
For  interest  on  bonds,  notes  or  scrip, 
For  depreciation  fund  (3  per  cent,  on  $60,085.74), 
For  sinking  fund  requirements. 

For  note  payments, 

For  bond  payments, 

Total, 

Income:  — 
From  private  consumers,  .  $36,336  90 

From  fire  department  and  sundries,    .         .        833  68 
From  appropriation  for  maintenance,  6,566  78 

From    appropriation    for    credit    balance 

Jan.  1,  1916, 2,077  94 


$36,008  48 

983  75 

1,803  00 

280  00 

500  00 

1,500  00 

$41,075  23 


45,815  30 


Excess  of  income  and  appropriations  over  expend-  (ToOqIc 

itures, ?'^'^'^|^^^4(f  0/   o 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip, 
For  depreciation  fund  (3  per  cent,  on  $69,580.80), 
For  sinking  fund  requirements, 

For  note  payments, 

For  bond  payments, 


Total, 


$43,340  04 

1,138  75 

2,088  00 

280  00 

500  00 

2,000  00 

$49,346  79 


Income:  — 
From  private  consumers,  .  $38,000  00 
From  fire  department  and  care  of  fire- 
alarm  system, 600  00 

From   credit   balance   of   January,    1917, 
reappropriated, 4,740  04 


43,340  04 

Balance,   .  $6,006  75 

For  new  construction,       .."....         2,000  00 


$8,006  75 


The  following  appropriations  were  voted  March  8,  1917:  - 

For  interest, $1,138  75 

For  depreciation, 2,088  00 

For  sinking  fund, 280  00 

For  note  payments, 500  00 

For  bond  payments, 2,000  00 

$6,006  75 
For  construction, 2,000  00 

$8,006  75 


At  the  same  meeting  all  balances  from  the  1916  accounts  were 
appropriated  to  the  same  accounts  for  1917,  and  the  receipts  of 
the  electric  light  department  were  appropriated  for  the  mainte- 
nance account. 

At  a  special  meeting  held  on  June  27  it  was  "voted  that  for 
the  purpose  of  extending  and  enlarging  the  electric  light  plant 
of  the  town,  the  sum  of  $6,000  be  and  hereby  is  appropriated. 


said  amount  to  be  raised  by  an  issue  of  notes  or 

Digitized 
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BoylsUm.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $2,353  10 

For  interest  on  bonds,  notes  or  scrip,  257  38 

For  depreciation  fund  (3  per  cent,  on  $12,258.83),  367  07 

For  note  payments, 1,100  00 

Total, $4,078  15 

Income:  — 
From  private  consumers,  ....   $1,281  92 
From  appropriation  for  maintenance,  1,725  05 

3,006  97 

Apparent  loss  id  operation  as  defined  by  statute,  .       $1,071  18 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,  $1,250  00 

For  interest  on  bonds,  notes  or  scrip,  225  12 

For  depreciation  fund  (3  per  cent,  on  $13,522.68),  405  68 

For  note  payments, 500  00 

For  loss  in  preceding  year, 1,071  18 

Total, $3,451  98 

Income:  — 
From  private  consumers, 1,500  00 

Balance, $1,951  98 

For  new  construction, 800  00 

$2,751  98 

The  following  appropriations  were  voted  March  5,  1917:  — 

For  interest, $300  00 

For  depreciation, 405  68 

For  note  payments, 500  00 

$1,205  68 

At  the  same  meeting  it  was  further  ''voted  to  transfer  the 
sum  of  1352.56  from  the  maintenance  accouijt  .^.o|  Jhe  electf^ 
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light  system  of  last  year  to  new  construction  of  the  electric 
light  system;  also  to  take  from  the  maintenance  account  such 
further  sums  for  new  construction  as  the  municipal  light  board 
may  deem  necessary/*  It  was  also  further  voted  to  borrow 
$3,000  for  the  purpose  of  extending  the  electric  light  lines,  and 
the  town  treasurer  was  authorized  to  issue  five  notes  of  the 
town  for  $600  each,  one  note  to  be  due  and  payable  each  year 
for  five  years. 

Braintree.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenanoe  and  repairs,  $27,962  69 

For  interest  on  bonds,  notes  or  scrip,  660  00 

For  depreciation  fiind  (3  per  cent,  on  $126^668.74),  3,800  06 

For  sinking  fund  requirements, 430  00 

Total, $32,862  75 

Income:  — 
From  private  consumers,  .  $29,978  04 

From  appropriation  for  maintenance,  6,282  00 

36,260  04 

Excess  of  income  and  appropriations  over  expend- 
itures,    $3,407  29 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $30,000  00 

For  interest  on  bonds,  notes  or  scrip,  330  00 

For  depreciation  fund  (3  per  cent,  on  $127,032.$0),  3,810  98 

For  sinking  fund  requirements,           ....  430  00 

Total, $34,570  98 

Income:  — 
From  private  consumers, 36,000  00 

Excess  of  income  and  appropriations  over  expenditures,       $1,429  02 
For  new  construction, $5,095  98 

At  a  town  meeting  held  March  12,  1917,  it  was  voted  to 
appropriate  for  street  lighting  the  sum  of  *6,52%.g.^.^^^^yQQQQle 
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At  a  meeting  held  April  2,  1917,  it  was  voted  to  appropriate 
from  the  income  of  the  electric  light  department  the  sum  of 
$3,810  for  depreciation  fund;  the  sum  of  $330  for  interest  on 
bonds;  the  sum  of  $550  for  the  sinking  fund;  the  sum  of 
$1,954  for  line  extensions;  and  the  sum  of  $300  for  the  salaries 
of  the  municipal  light  board.  It  was  voted  to  appropriate 
the  remainder  of  the  income  for  the  year  1917,  together  with 
the  remaining  balance  of  the  income  of  1916,  for  operating 
expenses,  repairs,  renewals  and  new  construction. 

It  was  further  ''voted  to  extend  street  lights  on  Tremont 
Street"  and  "to  place  street  lights  on  Dewey  Road  and 
Mariette  Avenue,'*  and  that  the  cost  of  same  be  taken  from 
the  income  of  the  electric  light  department. 

Ckicopee.  —  The  result  of  the  operation  of  the  plant  for  the  • 
fiscal  year  ending  Nov.  30,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip, 
For  depreciation  fund  (3  per  cent,  on  $317,441), 
For  note  payments,  .... 

For  bond  payments,  .         .         .         .^ 


Total, .   1106,915  90 


$82,694  90 
6,697  60 
9,523  50 
1,000  00 
7,000  00 


Income:  — 

From  private  consumers,  .  $93,138  91 

From  municipal  buildings,  6,828  58 

From  appropriation  for  maintenance,  .    15,000  00 


114,967  49 


Excess  of  income  and  appropriations  over  expend- 
itures,      $8,051  59 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Dec.  1,  1916,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .  $82,589  50 

For  interest  on  bonds,  notes  or  scrip,  7,232  50 

For  depreciation  fund  (3  per  cent,  on  $297,600),  8,928  00 

For  note  payments,                    .         .  1,000  00 

For  bond  payments,                   . '       .  9,250  OQ 


Total, $109,000 


ofegle 
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Income:  — 
From  private  consumers,  .  $84|543  80 

From  municipal  buildiDgs,  6,000  00 

$90,543  80 


Balance,    ....  ...     $18,456  20 

By  an  order  approved  March  27,  1917,  the  sum  of  $18,000 
was  appropriated  for  street  lighting. 

On  Aug.  6,  1917,  the  following  order  was  passed  by  the  board 
of  aldermen:  — 

^'Ordered,  that  the  city  treasurer  be  and  hereby  is  authorized 
and  directed  to  borrow  the  sum  of  $30,000  for  extending  and 
enlarging  the  municipal  light  plant  within  the  limits  of  the 
.territory  within  which  it  is  authorized  to  distribute  its  product, 
and  to  issue  bonds  of  the  city  dated^May  1,  1917.'' 

Concord.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $40,355  74 

For  interest  on  bonds,  notes  or  scrip,  5,921  88 

For  sinking  fund  requirements,           ....  2,680  00 

For  note  payments, 1,500  00 


Total, $50,457  62 


Income:  — 
From  private  consumers,  .  $47,910  71 

From  appropriation  for  maintenance,  5,000  00 


52,910  71 


Excess  of  income  and  appropriations  over  expend- 
itures,     $2,453  09 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs. 
For  interest  on  bonds,  notes  or  scrip. 
For  depreciation  fund  (3  per  cent,  on  $181,144.40), 
For  sinking  fund  requirements, 
For  note  payments,           ..... 
For  bond  payments, 


$43,000  00 
6,260  63 
5,434  33 
2,680  00 
1,500  00 
1,000  00 


Total, $59,874  96,^ 
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Income:  — 
From  private  consumers,  .  $45,000  00 

From  miscellaneous,  ....     6,000  00  \ 

$50,000  00 


Balance, $9,874  96 

For  new  construction, 4,874  96 


$14,749  92 


At  the  annual  town  meeting,  held  March  5,  1917,  it  was 
"voted  that  the  sum  of  $10,000  be  appropriated  for  street  light- 
ing, and  that  said  appropriation,  together  with  the  current 
income  of  the  department,  be  carried  to  and  continued  in  the 
maintenance  account  of  the  municipal  light  department,  for  the 
operation  and  maintenance  of  the  plant,  for  the  payment  of 
interest  on  the  municipal  light  loans,  for  the  contribution  to  the 
sinking  fund  of  said  loans,  for  the  payment  of  serial  loans 
maturing  during  the  current  year,  for  the  transfer  of  necessary 
funds  to  the  construction  account.''  It  was  also  further  "voted 
that  the  town  treasurer,  with  the  approval  of  the  selectmen,  be 
and  is  hereby  authorized  to  borrow  money  from  time  to  time, 
not  exceeding  $6,000,  in  anticipation  of  the  earnings  of  the 
municipal  light  department,  and  payable  therefrom  for  the 
year  ending  Dec.  31,  1917." 

Danvers.  —  The  residt  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $50,739  85 

For  interest  on  bonds,  notes  or  scrip,  2,526  00 

For  depreciation  fund  (3  per  cent,  on  $172,858.66),  5,185  76 

For  sinking  fund  requirements, 8,000  00 


Total, $66,451  61 


Income:  — 
From  private  consumers,  .  $59,486  63 

From  appropriation  for  maintenance,  9,775  00 


69,261  63 


Excess  of  income  and  appropriations  over  expend- 
itures, ......       Digitized 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $52,323  99 

For  interest  on  bonds,  notes  or  scrip,  2,870  00 

For  depreciation  fund  (3  per  cent,  on  $182,468.16),  6,474  04 

For  sinking  fund  requirements,           ....  8,000  00 


Total, $68,674  03 

Income:  — 

From  private  consumers, 60,000  00 

Balance, $8,674  03 

For  new  construction, 3,000  00 


$11,674  03 


At  the  annual  town  meeting,  held  March  19,  1917,  the  fol- 
lowing votes  were  adopted:  — 

"  Voted,  for  street  lighting  the  sum  of  $13,040." 

'^  Voted,  that  the  earnings  for  1917  be  appropriated  for  the 
following  purposes:  the  amount  necessary  for  the  maintenance 
of  the  department;  the  necessary  amount  for  depreciation." 

"  Voted,  that  the  remaining  balance  of  the  earnings  for  1917 
be  added  to  the  sinking  fund.  The  sum  to  be  added  to  the 
sinking  fund  shall  be  not  less  than  $8,000." 

'*  Voted,  that  the  construction  cash  balance  of  $1,124.78  be 
appropriated  to  the  construction  account  of  1917." 

'^  Voted,  that  the  maintenance  cash  balance  of  $4,192.33  be 
appropriated  to  the  maintenance  account  of  1917." 

Georgetown.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $5,183  82 

For  interest  on  bonds,  notes  or  scrip,  680  00 

For  depreciation  fund  (3  per  cent,  on  $19,142.37),  574  27 

For  bond  payments, 1,000  00 


Total, 
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Income:  — 
From  private  consumers,  ....   $5|800  60 
From  appropriation  for  maintenance,  2,280  00 

$8,080  60 

Excess  of  income  and  appropriations  over  expend- 
itures,     $642  51 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $5,875  00 

For  interest  on  bonds,  notes  or  scrip,  640  00 

For  depreciation  fund  (3  per  cent,  on  $22,025.13),  660  75 

For  bond  payments, 1,000  00 

Totol, $8,175  75 

Income:  — 
From  private  consumers,  .  6,500  00 

Balance,   .  $1,675  75 


t€ 


At  the  annual  town  meeting,  held  March  5,  1917,  it  was 
voted  to  raise  $1,000  to  pay  one  bond  of  that  denomination 
maturing  in  1917,  and  to  raise  for  depreciation  account  the 
sum  of  $600;  to  pay  interest  on  electric  light  bonds  from 
balance  now  in  the  maintenance  account,  and  to  transfer  to 
depreciation  account  $1,000  from  said  maintenance  account 
balance." 

Groion.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $7,403  79 

For  interest  on  bonds,  notes  or  scrip,  232  52 

For  depreciation  fund  (3  per  cent,  on  $26,078.33),  782  34 

For  note  payments,  1,500  00 

Total,  $9,918  65 

Income:  — 
From  private  consumers,  ....   $6,455  78 
From  appropriation  for  maintenance,  3,014  86 

$9,470  64 


Apparent  loss  in  operation  as  defined  by  statute,  . 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $5,750  00 

For  interest  on  bonds,  notes  or  scrip,  174  38 

For  depreciation  fund  (3  per  cent,  on  $27,086.91),  812  61 

For  note  payments, 1,500  00 

For  loss  in  preceding  year, 448  0]« 


Total, $8,685  00 

Income:  — 
From  private  consumers, 7,000  00 


Balance, $1,685  00 

For  new  construction, 3,068  00 


$4,753  00 


At  the  annual  town  meeting,  held  Feb.  5,  1917,  it  was  — 
*'  Voted,  to  raise  and  appropriate  — 

For  note  payments, $1,500  00 

For  interest, 174  38 

For  depreciation, 812  61 

For  construction, 3,068  00 

$5,554  99 

Groveland.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip. 
For  depreciation  fund  (3  per  cent,  on  $17,850), 
For  note  payments,           .... 
Total, 


$5,602  13 
495  00 
535l60 
500  00 

$7,132  63 


Income:  — 

From  private  consumers,  ....  $4,664  08 

From  municipal  sales,        ....  89  77 

From  jobbing  sales,           ....  349  87 

From  appropriation  for  maintenance,  2,113  45 


7,217  17 

Excess  of  income  and  appropriations  over  expend- 
itures,     ^  54 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $5,125  00 

For  interest  on  bonds,  notes  or  scrip,'  472  50 

For  depreciation  fiind  (3  per  cent,  on  $18,150),    .  544  50 

For  note  payments, 500  00 

Total, $6,642  00 

Income:  — 
From  private  consumers, 4,447  50 

Balance, $2,194  50 

For  new  construction, 347  85 

$2,542  35 

At  the  annual  town  meeting,  held  March  12,  1917,  there  was 
appropriated  for  the  electric  light  department  the  sum  of 
$2,500. 

Hingham.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 
For  operation,  maintenance  and  repairs,  .     $24,096  16 

For  depreciation  fund  (3  per  cent,  on  $45,730.62),  1,912  19 

Total, $26,008  35 

Income:  — 
From  private  consimiers,  .  $24,715  45 

From  jobbing, 566  75 

From  appropriation  for  maintenance, .  7,042  19 

32,324  39 

Excess  of  income  and  appropriations  over  expend- 
itures,    $6,316  04 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 
For  operation,  maintenance  and  repairs,  $24,000  00 

For  depreciation  fund  (3  per  cent,  on  $65,240.78),        .         1,957  22 
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Income:  — 
From  private  consimierSi  .  S22,000  00 

From  jobbing, 500  00 

«22,600  00 

Balance, $3,457  22 

For  new  construction, 3,142  82 

$6,600  04 

At  a  town  meeting  held  March  12,  1917,  the  following  action 
was  taken:  — 

"  Voted,  that  there  be  raised  and  appropriated  for  operation 
of  street  lights,  $3,144.91;  for  depreciation,  $1,957.22;  and  that 
there  be  reappropriated  from  the  unexpended  balance  of  1916, 
for  grounding,  $500;  for  operation,  $1,855.09;  for  rearrange- 
ment of  street  lights,  $500;  and  $2,142.82  for  construction; 
and  that  the  income  from  the  sales  of  current  and  jobbing  be 
placed  at  the  disposal  of  the  board,  these  appropriations  to  be 
expended  under  the  direction  of  the  municipal  light  board." 

"  Voted,  that  the  sum  of  $1,531.50  be  raised  and  appropriated 
for  construction,  and  $110  for  maintenance,  of  so  much  of  the 
proposed  street  lighting  on  Derby  Street  as  these  amounts  will 
allow." 

Holden.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $4,060  10 

For  interest  on  bonds,  notes  or  scrip,  296  00 

For  depreciation  fimd  (3  per  cent,  on  $21,768.14),  652  00 

For  note  payments, 1,200  00 

Total, $6,228  19 

Income:  — 
From  private  consumers,  ....   $5,920  24 
From  appropriation  for  maintenance,  1,299  84 

7,220  08 

Excess  of  income  and  appropriations  over  expend- 
itures,      $991  89 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  —  ^  , 

Digitized  by  VjOOQ IC 


1918.]  PUBLIC  DOCUMENT  — No.  35.  217 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $4,600  00 

For  interest  on  bonds,  notes  or  scrip,  248  00 

For  depreciation  fund  (3  per  cent,  on  $24,545.58),  735  00 

For  note  payments, 1,200  00 

Totel, $6,783  00 

Income:  — 
From  private  consumers, 6,000  00 

Balance, •  .  $783  00 

For  new  construction, 500  00 

$1,283  00 

At  the  annual  town  meeting,  held  Feb.  5,  1917,  the  following 
appropriations  were  unanimously  voted,  all  to  be  taken  from 
receipts  of  the  municipal  lighting  department:  — 

For  operation  and  maintenance,          ....  $4,600  00 

For  interest, 248  00 

For  depreciation, 735  00 

For  note  pa3rments, 1,200  00 

For  construction, 500  00 

$7,283  00 

The  town  also  voted  to  raise  and  appropriate  for  electric 
street  lights,  $1,500. 

Holyoke.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Nov.  30,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                        .  $407,175  72 

For  interest  on  bonds,  notes  or  scrip,  39,684  99 

For  depreciation  fund  (3  per  cent,  on  $2,116,667),  63,500  00 

For  bond  payments, 53,096  00 

Total, $563,456  71 

Income:  — 
From  private  consumers,  .  $566,507  90 

Fifom  sales  to  city  of  Holyoke,  .  .   36,063  51 

From  sales  to  town  of  South  Hadley,  6,196  80 

608,768  21 

Excess  of  income  and  appropriations  over  expend- 
itures,    
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Dec.  1,  1916,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                        .  $522,036  50 

For  interest  on  bonds,  notes  or  scrip,  37,822  50 

For  depreciation  fund  (3  per  cent,  on  $1,884,228),  56,527  00 

For  bond  payments, 55,500  00 


Totol, $671,886  00 

Income:  — 

From  private  consumers,  .  $631,686  00 

From  sales  to  city  of  Holyoke,  .  .  34,000  00 

From  sales  to  town  of  South  Hadley,  .     6,200  00 


$671,886  00 


By  an  order  approved  April  4,  1917,  there  was  appropriated 
for  lighting  $40,000,  and  there  was  also  "appropriated  from  the 
receipts  of  the  gas  and  electric  department  sums  as  follows: 
bond  payments,  $55,500;  interest,  $37,822.50;  depreciation, 
$56,527;  city  appropriation,  general  receipts,  $20,000.  the 
remainder  of  said  receipts  to  be  appropriated  to  said  depart- 
ment for  the  operation  and  maintenance  of  said  plant,  as 
provided  in  chapter  410  of  the  Acts  and  Resolves  of  1905, 
and  of  chapter  411  of  the  Acts  of  1906." 

Hudson.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,  $23,592  86 

For  interest  on  bonds,  notes  or  scrip,  1,082  68 

For  depreciation  fund  (3  per  cent,  on  $99,280.68),  2,978  42 

For  note  payments, 1,900  00 

For  bond  payments, 500  00 

Total, $30,053  96 

Income:  — 
From  private  consumers,  .  $34,620  56 

From  jobbing  and  side  track,     .  323  99 

From  interest  received,      ....        137  32 
From  appropriation  for  maintenance,  .     1,000  00 

36,081  87 

Excess  of  income  and  appropriations  over  expend- 
itures,    $6,027  91 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                        .  126,538  56 

For  interest  on  bonds,  notes  or  scrip,  1,011  50 

For  depreciation  fund  (3  per  cent,  on  $101,664.68),  3,049  94 

For  note  payments, 1,900  00 

For  bond  payments,                   500  00 

Total, $33,000  00 

Income:  — 
From  private  consumers,  including  sewer  pumping,      .       31,000  00 
Balance, $2,000  00 

At  the  annual  town  meeting,  held  March  5,  1917,  the  follow- 
ing action  was  taken  relative  to  the  municipal  lighting  plant:  — 

Voted,  for  construction  of  street  lights  on  Apsley  Street,  $117. 

HuiL  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $34,988  99 

For  interest  on  bonds,  notes  or  scrip,  1,590  58 

For  depreciation  fxmd  (3  per  cent,  on  $191,550.09),  5,746  50 

For  sinking  fund  requirements,  1,600  00 

For  note  payments, 4,600  00 

For  loss  in  preceding  year, 9,530  49 

Total, $57,956  56 

Income:  — 
From  private  consumers,  .  $46,744  37 

From  appropriation  for  maintenance,  .     5,100  00 

51,844  37 

Apparent  loss  in  operation  as  defined  by  statute,  .       $6,112  19 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $35,574  00 

For  interest  on  bonds,  notes  or  scrip,  1,426  58 

For  depreciation  fund  (3  per  cent,  on  $202,748.52),  6,082  46 

For  sinking  fxmd  requirements,           ....  1,600  00 

For  note  payments, 4,100  00 

For  loss  in  preceding  year, 6,112  19 

Total, $64j?Q5  23 
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Income:  — 

From  private  consumers, $48,500  00 

Balance, $6,395  23 

For  new  construction, 4,000  00 


$10,395  23 


At  the  annual  town  meeting,  held  March  5,  1917,  the  follow- 
ing appropriations  were  made  for  the  electric  light  depart- 
ment: — 

For  depreciation  fund,  from  direct  taxes,     .  $3,500  00 

For  depreciation  fund,  from  earnings  of  plant,     .  2,582  46 


$6,082  46 


At  a  meeting  held  on  March  24,  1917,  it  was  voted  as  fol- 
lows: — 

'*  Voted,  that  the  municipal  light  board  be  and  they  are  hereby 
authorized  to  sell  the  steam  and  electrical  machinery  and  other 
fittings,  articles  and  equipment  now  or  heretofore  used  in  the 
manufacture  of  electrical  ciurent  at  the  municipal  light  plant 
of  the  town,  as  a  whole  or  in  parcels,  and  upon  such  terms  and 
conditions,  and  at  such  time  or  times  as  the  said  municipal  light 
board  may  deem  for  the  best  interests  of  the  town :  pronded,  how- 
ever,  that  no  sale  thereof  shall  be  made  until  the  second  supply 
line  for  electric  light  current  has  been  furnished  by  the  Wey- 
mouth Light  and  Power  Company,  and  is  in  operation  under 
the  present  contract  of  the  town  with  the  said  Weymouth  Light 
and  Power  Company." 

Ipsuoich,  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $20,087  04 

For  interest  on  bonds,  notes  or  scrip,  2,492  00 

For  depreciation  fund  (3  per  cent,  on  $68,000),    .  2,040  00 

For  note  payments, 3,250  00 


Total $27,a69  04  . 
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Income:  — 
From  private  consimiers,  .  117,497  04 

From  steam  power, 2,000  00 

From  miscellaneous,  ....        286  22 

From  appropriation  for  maintenance,  7,774  00 

127,557  26 


Apparent  loss  in  operation  as  defined  by  statute,  .  $311  78 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs. 
For  interest  on  bonds,  notes  or  scrip. 
For  depredation  fund  (3  per  cent,  on  $81,660), 

For  note  payments, 

For  loss  in  preceding  year, 


$20,000  00 

2,400  00 

2,450  00 

3,350  00 

311  78 


Total, $28,511  78 

Income:  — 
From  private  consumers,  .  $17,500  00 

From  steam  power, 2,500  00 

From  miscellaneous,  311  78 

20,311  78 


Balance, $8,200  00 

For  new  construction,        ......         2,000  00 


$10,200  00 


At  the  annual  town  meeting,  held  March  5,  1917,  the  follow- 
ing sums  were  appropriated  for  the  electric  light  department:  — 

For  note  payments, $3,350  00 

For  depreciation  fund, 2,450  00 

$5,800  00 
For  construction, 2,000  00 

$7,800  00 

At  the  same  meeting  the  following  votes  were  adopted:  — 

"  Voted,  that  the  commissioners  be  authorized  to  extend  the 

street  and  commercial  lighting  to  such  parts  of  the  town  as 

may  be  desired,  upon  payment  of  8  per  cent,  of  the  cost  of 

construction."  rr^n^n]f> 
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"  Voted,  that  the  unexpended  balance  remaining  in  the  treas- 
ury of  the  electric  light  department  be  expended  by  the  said 
department  as  may  be  required  under  the  direction  of  the 
commissioners." 

Littleton.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenanoe  and  repairs,  $3,362  32 

For  interest  on  bonds,  notes  or  scrip,  520  00 

For  depreciation  fund  (3  per  cent,  on  $22,526.28),  675  80 

For  bond  payments, 500  00 

For  loss  in  preceding  year, 537  62 

Total, $5,595  74 

Income:  — 
From  private  consumers,  ....  $3,318  83 
From  appropriation  for  maintenance,  2,627  05 

5,945  88 

Excess  of  income  and  appropriations  over  expend- 
itures,   .  $350  14 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $3,500  00 

For  interest  on  bonds,  notes  or  scrip,  500  00 

For  depreciation  fund  (3  per  cent,  on  $23,720.18),  711  60 

For  bond  payments, 500  00 

Total, $5,211  60 

Income:  — 
From  private  consumers, 3,400  00 

Balance, $1,811  60 

For  new  construction 708  00 

$2,519  60 


At  the  town  meeting  held  Feb.  5,  1917,  it  was  voted  to  raise 
and  appropriate  for  use  of  the  electric  light  department:  —  t 

Digitized  by  VjOOQ IC 


1918.]              PUBLIC  DOCUMENT  — No.  35.  223 

For  operation, $1,300  00 

For  depreciation, 711  60 

For  reimbursement  to  Union  Brick  Company,  108  00 

For  connecting  new  consimiers,           ....  300  00 


$2,410  60 


Lunenburg,  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .  $2,824  74 

For  interest  on  bonds,  notes  or  scrip,  667  98 

For  depreciation  fund  (3  per  cent,  on  $17,192),    .  615  76 

For  note  payments, 1,000  00 


Total, $5,008  48 

Income:  — 

From  private  consumers,  ....  $2,959  24 

From  municipal  buildings,                            .  40  69 

From  appropriation  for  maintenance,          .  2,120  00 


5,119  93 


Excess  of  income  and  appropriations  over  expend- 
itures,      $111  45 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .  $2,829  90 

For  interest  on  bonds,  notes  or  scrip,           .  639  64 

For  depreciation  fund  (3  per  cent,  on  $17,682),    .  530  46 

For  note  payments, 1,000  00 


Total, $6,000  00 

Income:  — 
From  private  consumers,  ....   $2,810  00 
From  municipal  buildings,  40  00 

2,850  00 


Balance, $2,160  00 

s 

At  the  annual  town  meeting,  held  March  5,  1917,  the  sum  of 
Sl,125  was  appropriated  for  construction;  the  sum  of  $2,150 
was  appropriated  for  the  use  of  the  departn^et^t^^  gis| 
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by  section  114,  chapter  742  of  the  Acts  of  1914;  and  the  sum 
of  $300  was  authorized  to  be  transferred  from  the  operation 
fund  to  the  construction  fund. 

Mansfield.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $26,542  06 

For  interest  on  bonds,  notes  or  scrip,  3,560  00 
For  depreciation  fund  (3  per  cent,  on  $131,800  and 

$27.31), 3,981  31 

For  sinking  fund  requirements,           ....  1,000  00 

For  bond  payments, 2,000  00 

Total, $37,083  37 

Income:  — 
From  private  consumers,  .  $32,740  37 

From  municipal  buildings,  744  62 

From  appropriation  for  maintenance,  7,841  00 

41,325  99 

Excess  of  income  and  appropriations  over  expend- 
itures,     $4,242  62 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip. 
For  depreciation  fund  (3  per  cent,  on  $136,093.32), 
For  sinking  fund  requirements, 
For  bond  payments, 


$30,460  20 
3,480  00 
4,082  80 
1,000  00 
2,000  00 


Total, $41,023  00 

Income:  — 
From  private  consumers,  .  $32,000  00  • 

From  municipal  buildings,  740  00 

32,740  00 


Balance, $8,283  00 

At  a  town  meeting  held  March  12,  1917,  the  sum  of  $8,283 
was  appropriated  for  street  lighting,  and  it  was  also  "voted 
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that  the  town  authorize  the  selectmen  to  install  street  lights 
wherever  needed  to  take  care  of  the  growing  demands  of  the 
town,  not  exceeding  five  lights  in  one  locality." 

Marblehead.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs,     . 
For  interest  on  bonds,  notes  or  scrip. 
For  depreciation  fund  (3  per  cent,  on  $175,350), 
For  sinking  fund  requirements, 
For  bond  payments, 

Total, 


$40,008  86 
2,706  67 
5,260  00 
1,000  00 
2,000  00 

$50,975  53 


Income:  — 
From  private  consumers,  .        .  $43,073  71 

From  municipal  buildings,  1,861  62 

From  appropriation  for  maintenance,  8,080  00 

53,915  33 

Excess  of  income  and  appropriations  over  expend- 
itures,   $2,939  80 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 


Expenditures :  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip. 
For  depreciation  fund  (3  per  cent,  on  $177,746), 
For  sinking  fund  requirements. 
For  bond  payments,          .... 
Total, 


Income:  — 
From  private  consumers,  . 
From  mimicipal  buildings, 


$41,500  00 
.     1,500  00 


$41,000  00 
2,640  00 
5,332  00 
1,000  00 
2,000  00 

$51,972  00 


43,000  00 


Balance, $8,972  00 


At  the  annual  town  meeting,  held  Feb.  13, 1917,  the  follow- 
ing sums  were  voted  for  the  electric  light  department:  — 

For  interest, $2,640  00 

For  depreciation, 5,332  00 

For  sinking  fund,  1,000  00 
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Merrimac.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $11,651  16 

For  interest  on  bonds,  notes  or  scrip,  304  00 

For  depreciation  fund  (3  per  cent,  on  $32,653.78),  979  61 

For  note  payments, 600  00 

For  bond  payments, 500  00 

Total .     $14,034  77 

Income:  — 
From  private  consumers, 15,126  61 

Excess  of  income  and  appropriations  over  expend- 
itures,  .  $1,091  84 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $8,303  16 

For  interest  on  bonds,  notes  or  scrip,  260  00 

For  depreciation  fund  (3  per  cent,  on  $33,464.87),  1,003  94 

For  note  payments, 600  00 

For  bond  payments, 500  00 

Total, $10,667  10 

Income:  — 
From  private  consumers,  ....  $8,500  00 
From  municipal  buildings,  .         .        215  00 

8,715  00 


Balance, $1,952  10 

At  the  annual  town- meeting,  held  March -5,  1917,  it  was 
"voted  that  the  sum  of  $450  be  appropriated  for  extending 
the  electric  light  wires  and  service  to  the  residence  of  Charles 
H.  Davis  at  the  junction  of  Emery  Street  and  the  River  Road, 
provided  that  said  sum  of  $450  shall  be  expended  after  the 
municipal  light  board  shall  receive  guarantee  with  suflScient 
security  that  the  receipts  from  said  extension  shall  be  at  least 
10  per  cent,  per  annum  on  the  cost  of  the  extensioij 
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MidcUeborough.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager, 
was  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                        .  $23,944  75 

For  interest  on  bonds,  notes  or  scrip,                             .  2,020  00 

For  depreciation  fund  (3  per  cent. 'on  $176,851.67),      .  5,305  55 

For  bond  payments, 3,500  00 


Total, $34,770  30 

Income:  — 
From  private  consumers,  .  .  $37,924  88 

From  appropriation  for  nutintenance,  7,000  00 

44,924  88 


Excess  of  income  and  appropriations  over  expend- 
itures,  .         .  .     $10,154  58 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,               .         .  $25,000  00 

For  interest  on  bonds,  notes  or  scrip,                    .         .  1,880  00 

For  depreciation  fund  (3  per  cent,  on  $205,637.38),  6,169  12 

For  bond  payments, 3,500  00 

Total, $36,549  12 

Income:  — 
From  private  consumers, 29,549  12 

Balance, $7,000  00 

At  a  town  meeting  held  March  14,  1917,  the  sum  of  $6,000 
was  appropriated  for  the  use  of  the  gas  and  electric  plant. 

Middleton.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,              .  $1,460  36 

For  interest  on  bonds,  notes  or  scrip,           ...  191  26 

For  depreciation  fund  (3  per  cent,  on  $7,000),      .  210  00 
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Income:  — 
From  private  consumers,  ....  $1,2^  25 
From  appropriation  for  maintenance,  1,170  00 


S2,4e2  25 


Excess  of  income  and  appropriations  over  expend- 
itures,  ........         $600  63 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $1,460  36 

For  interest  on  bonds,  notes  or  scrip,           ...  191  26 

For  depreciation  fund  (3  per  cent,  on  $7,668. 48),  230  05 


Total, $1,881  67 

Income:  — 
From  private  consumers, 1,292  25 


Balance, $589  42 

At  a  town  meeting  held  March  2,  1917,  the  following  appro- 
priations were  voted:  — 

For  operation, $500  00 

For  depreciation, 225  00 


$725  00 


North  AtUeborough.  —  The  result  of  the  operation  of  the  plant 
for  the  fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  man- 
ager was  as  follows:  — 


Expenditures :  — 
For  operation,  maintenance  and  repairs. 
For  interest  on  bonds,  notes  or  scrip. 
For  depreciation  fund  (3  per  cent,  on  $136,308.66), 
For  sinking  fund  requirements. 
For  note  payments,  


$29,264  68 

2,764  14 

4,089  26 

1,500  00 

'2,695  00 


Total, $40,313  08 

Income:  — 
From  private  consumers,  .  $33,926  05 

From  appropriation  for  maintenance,  .     5,746  88 

39,672  93 


Apparent. loss  ip  operation  as  defined  by  sti^tute,  .      ^-JI640  15 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
begimiing  Jan.  1, 1917,  were  as  follows:  — 

Expenditures:  — 
For  operation,  maintenance  and  repairs,     . 
For  interest  on  bonds,  notes  or  scrip, 
For  depreciation  fund  (3  per  cent,  on  $136,308.66), 
For  sinking  fund  requirements. 

For  note  payments, 

For  loss  in  preceding  year,         .... 


$30,917  96 

2,660  81 

4,089  26 

1,600  00 

2,695  00 

640  15 

Total, $42,503  18 

Income:  — 
From  private  consumers,  .         .         .        .        .        .      34,155  00 


Balance, $8,348  18 

At  the  annual  town  meeting,  held  March  19,  1917,  it  was  — 
^' Voted,  that  the  town  raise  and  appropriate  for  the  main- 
tenance of  the  electric  department,  including  sinking  fund,  notes 
due  in  1917,  interest  on  notes  and  bonds,  and  the  depreciation 
fimd  required  by  law,  for  current  and  incidental  expenses,  for 
maintenance  and  repairs,  the  sum  of  $5,746.88,  in  lieu  of  street 
lighting,  and  the  balance  Dec.  31,  1916,  of  $2,601.30,  and  the 
receipts  of  the  department." 

Norwood.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .         .  $42,313  23 

For  interest  on  bonds,  notes  or  scrip,          .         .  1,247  76 

For  depreciation  fund  (3  per  cent,  on  $83,411.65),  2,502  35 

For  note  payments, 2,500  00 


Total, $48,563  34 

Income:  — 
From  private  consumers,  .  $59,079  62 

From  stock  surplus,  ....        250  80 

60,230  42 


Excess  of  income  and  appropriations  over  expend- 
itures  $11,667  osogle 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .  $48,795  00 

For  interest  on  bonds,  notes  or  scrip,  1,512  50 

For  depreciation  fund  (3  per  cent,  on  $128,415.89),  3,835  97 

For  note  payments, 4,500  00 

Total, $58,643  47 

Income:  — 
From  private  consumers,  .  64,559  03 

Excess  of  income  and  appropriations  over  expenditures,       $5,915  56 
For  new  construction, $9,500  00 

At  a  town  meeting  held  Dec.  22,  1916,  the  following  votes 
were  adopted:  — 

"Voted,  that  the  treasm-er  and  collector  of  taxes,  with  the 
approval  of  the  selectmen,  be  and  hereby  is  authorized  and 
directed  to  borrow  on  notes  of  the  town  the  sum  of  $10,000, 
said  loan  to  be  for  a  period  of  not  more  than  five  years,  and 
notes  to  become  due  and  payable  on  such  dates  as  the  select- 
men and  treasurer  and  collector  of  taxes  may  determine;  and 
that  said  sum  be  appropriated  for  the  pmpose  of  installing 
cables  for  the  transmission  of  electricity  under  and  through 
such  streets  as  may  be  determined  by  the  selectmen,  said 
borrowing  to  be  in  accordance  with  the  provisions  of  chapter 
142  of  the  Special  Acts  of  Legislature  for  the  year  1916." 

"  Voted,  that  the  selectmen  be  and  hereby  are  authorized  and 
directed  to  purchase  for  municipal  light  department  purposes 
additional  land  or  lands  adjoining  the  parcel  of  land  on  Market 
Street  now  in  use  by  the  municipal  light  department,  and  that 
the  sum  of  $1,140  be  appropriated  therefor  from  the  income  of 
said  municipal  light  department.'* 

"  Voted,  that  the  Selectmen  be  and  hereby  are  authorized  to 
construct  an  addition  to  the  present  electric  light  station 
building,  and  that  the  sum  of  $5,000  be  appropriated  for  said 
purpose  from  the  income  of  the  said  municipal  light  depart- 
ment." 

At  a  town  meeting  held  Jan.  15,  1917,  the  following  vote  was 
adopted:  —  Digitized  by  Google 
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"  Voted,  that  the  following  sums  be  appropriated  from  the 
treasury  of  the  municipal  light  department  for  the  following 
purposes,  viz.:  — 

For  mamtenance  and  operation,         ....  $48,795  00 

For.  depreciation, 3,835  97 

For  note  payments, 4,500  00 

For  interest, 1,512  50 

$58,643  47 
For  new  construction, 4,730  00 

$63,373  47 

At  a  town  meeting  held  Dec.  14,  1917,  the  sum  of  $958  was 
voted  for  the  pmpose  of  taking  "in  fee  by  right  of  eminent 
domain  for  municipal  light  department  and  other  town  pur- 
poses a  certain  parcel  or  tract  of  land  containing  about  4,670 
square  feet  of  land." 

PaxUm.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .  $1,055  67 

For  interest  on  bonds,  notes  or  scrip,                            .  160  00 

For  depreciation  fund  (3  per  cent,  on  $6,000),      .  180  00 

For  note  payments, 500  00 

Total $1,895  67 

Income:  — 
From  private  consumers,  ....  $1,415  80 
From  fuse,  plugs  and  lamps,      ...  7  95 

From  appropriation  for  maintenance,  660  00 

2,083  75 

Excess  of  income  and  appropriations  over  expend- 
itures,  ........  $188  08 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .  $1,100  00 

For  interest  on  bonds,  notes  or  scrip,  140  00 

For  depreciation  fund  (3  per  cent,  on  $6,515.07),          .  195  45 

For  note  payments, 500  00 
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Income:  — 
From  private  consumers, $1,600  00 

Balance, $335  45 

For  new  construction, 173  62 

$509  07 

At  the  annual  town  meeting,  held  March  5,  1917,  the  sum  of 
$500  was  appropriated  for  payment  of  note,  and  $140  for 
interest  payment. 

Peabody.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip, 
For  depreciation  fund  (3  per  cent,  on  $192,756.66), 
For  sinking  fund  requirements. 
For  bond  payments, 


$83,959  74 

3,000  00 

5,782  70 

800  00 

2,000  00 


Total $95,542  44 

Income:  — 
From  private  consumers,  .  $89,747  95 

From  municipal  buildings,  .     2,542  95 

From  appropriation  for  nutintenance,  .   11,582  70 


103,873  60 


Excess  of  income  and  appropriations  over  expend- 
itures,    $8,331  16 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip, 
For  depreciation  fund  (3  per  cent,  on  $197,738.99), 
For  sinking  fund  requirements. 
For  bond  payments, 


$93,500  00 

3,730  00 

5,932  17 

800  00 

2,000  00 


Total, $105,962  17 

Income:  — 
From  private  consumers,  .  $98,600  00 

From  municipal  buildings,  .  2,400  00 

101,000  00 


Balance, 
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The  following  sums  were  appropriated  April  24,  1917:  — 

For  interest, $2,930  00 

For  bond  payment, 2,000  00 

For  sinking  fund, 800  00 

$5,730  00 

Princeton.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip, 
For  depreciation  fund  (3  per  cent,  on  $15,000), 

For  note  payments, 

Total, 


Income:  — 

From  private  consumers $1,308  11 

From  appropriation  for  maintenance,  2,180  00 


$2,141  04 

480  00 

450  00 

1,000  00 

$4,071  04 


3,678  11 


Apparent  loss  in  operation  as  defined  by  statute,  .  $492  93 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  nutintenance  and  repairs,  $2,000  00 

For  interest  on  bonds,  notes  or  scrip,  440  00 

For  depreciation  fund  (3  per  cent,  on  $15,733.69),  472  01 

For  note  pa3rment8, 1,000  00 

For  loss  in  preceding  year, 492  93 


Total, $4,404  94 

Income:  — 
From  private  consumers, 1,600  00 


Balance,' $2,804  94 

At  the  annual  town  meeting,  held  Feb.  5,  1917,  the  to^Ti 
voted  to  raise  and  appropriate  — 

For  interest, $500  00 

For  maintenance, 500  00 

For  depreciation, 472  01 

For  note  payments, 1,000  00 
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Reading.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .        .  $44,563  80 

For  interest  on  bonds,  notes  or  scrip, ....  4,704  99 

For  depreciation  fund  (3  per  cent,  on  S253,240.09),      .  7,597  47 

For  note  payments, 3,800  00 

For  bond  payments, 7,000  00 

Total, $67,666  26 

Income:  — 
From  private  consumers,  .  $61,900  01 

From  jobbing  and  rent  of  poles,  805  07 

From  interest  on  bank  balance,  106  62 

From  appropriation  for  maintenance,  5,000  00 

67,811  70 

Excess  of  income  and  appropriations  over  expend- 
itures,     $145  44 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,  $54,338  00 

For  interest  on  bonds,  notes  or  scrip,  4,580  13 

For  depreciation  fund  (3  per  cent,  on  $269,898.27),      .  8,096  95 

For  note  payments, 4,300  00 

For  bond  payments, 7,000  00 

Total, $78,315  08 

Income:  — 
From  private  consumers,  .  .  $69,483  31 

From  other  items, 831  77 

^       70,315  08 

Balance, $8,000  00 

For  new  construction, 10,000  00 

$18,000  00 

At  the  annual  town  meeting,  held  March  19, 1917,  the  follow- 
ing votes  were  adopted:  — 

"  Voted,  that  $8,000  be  raised  and  appropriated,  and  this 
amount,  together  with  the  unexpended  balance  Dec.  31,  1916, 
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amounting  to  $284.94,  and  the  receipts  of  the  plant  for  the 
current  year,  be  appropriated  for  the  operation,  maintenance 
and  repair  of  said  plant  and  for  the  payment  of  bonds,  notes 
and  interest;  and  that  the  sum  of  $8,096.95  be  appropriated 
from  the  above  for  depreciation  of  the  plant  for  the  current 
year  in  accordance  with  the  reconunendation  of  the  finance 
committee.'' 

"Voted,  that  the  town  treasurer  be  authorized,  with  the 
approval  of  the  selectmen,  to  issue  notes,  bonds  or  other 
certificates  of  indebtedness  of  the  town  for  an  amount  not 
exceeding  $6,500,  payable  $500  each  year  from  1918  to  1930, 
inclusive,  and  bearing  interest  at  a  rate  not  exceeding  5  per 
cent.,  payable  semiannually;  the  proceeds  of  same  to  be  ex- 
pended, under  the  direction  of  the  municipal  light  board,  for 
enlargements  and  extensions  to  the  municipal  light  plant,  in 
accordance  with  the  reconunendation  of  the  finance  committee." 

"  Voted,  that  the  finance  committee  be  instructed  to  inves- 
tigate the  electric  light  department  in  accordance  with  the 
reconmiendation  of  the  Electric  Light  Commissioners  on  the 
following  propositions:  to  continue  the  generating  station, 
adding  new  equipment  as  needed;  to  purchase  current,  dis- 
continuing generation  station;  to  continue  present  station, 
purchasing  current  by  auxiliary  service  when  required;  to  sell 
that  portion  of  the  plant  located  in  any  or  all  of  the  outside 
towns;  to  sell  the  entire  plant.'' 

"Voted,  that  the  finance  committee  be  requested  to  report 
within  ninety  days  in  whole  or  in  part." 

It  was  also  voted  to  give  authority  to  the  municipal  light 
board  '*to  install  on  the  public  streets  of  Reading  such  lights 
as  in  their  judgment  are  necessary,  and  to  make  such  changes 
in  the  existing  lights  as  may  be  advisable,  and  that  the  ex- 
pense therefor  be  taken  from  the  appropriation  for  depreciation 
in  accordance  with  the  reconmiendation  of  the  finance  com- 
mittee." 

At  a  special  town  meeting  held  June  25,  1917,  it  was  "voted 
that  for  the  purpose  of  making  improvements  in  the  municipal 
lighting  plant  there  be  appropriated  the  sum  of  $55,000,  and 
that  the  treasurer,  with  the  approval  of  the  selectmen,  be  and 
hereby  is  authorized  to  borrow  said  sum  and  to  issue  bonds  or 
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notes  of  the  town  therefor/'  At  the  same  meeting  it  was  voted 
"to  transfer  the  sum  of  $750  from  the  excise  and  deficiency 
account  for  the  purpose  of  reimbursing  the  municipal  light 
department  for  the  amount  paid  by  them  for  expert  services 
of  the  engineer  for  investigation  of  the  plant." 

Rowley.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $3,828  16 

For  interest  on  bonds,  notes  or  scrip,  433  00 

For  depreciation  fund  (3  per  cent,  on  $21,013.66),  630  41 

For  note  paym^ts, 2,480  00 


Total, $7,372  17 

Income:  — 

From  private  consumers,  ....  $2,875  44 

From  income  from  sale  of  poles,  1,459  24 

From  appropriation  for  maintenance,          .  3,013  53 


7,348  21 


Apparent  loss  in  operation  as  defined  by  statute,  .  $23  96 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $3,310  00 

For  interest  on  bonds,  notes  or  scrip,  429  00 

For  depreciation  fund  (3  per  cent,  on  $21,013^56),  630  41 

For  note  payments, 1,600  00 

For  loss  in  preceding  year, 23  96 

Total, $6,993  37 

Income:  — 
From  private  consumers 3,000  00 

Balance, $2,993  37 

At  the  annual  town  meeting,  held  March  12,  1917,  the  follow- 
ing votes  were  adopted:  — 

K'*  Voted,  to  raise  and  appropriate  $2,616  for  the  electric  light 
department,  and  its  incomes  for  the  same." 

"  Voted,  to  sell  one-half  interest  in  our  electric  light  poles  on 
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Cross  Street,  School  Street,  Newbury  Street  and  on  Haverhill 
Street  from  Dodge's  Road  to  estate  of  A.  M.  Severance,  to  the 
New  England  Telephone  and  Telegraph  Company." 

"  Voted,  to  extend  our  electric  light  lines  from  present  line  on 
Railroad  Avenue  through  Ocean  Avenue  (so  called)  to  residence 
of  John  E.  Barnes,  and  to  provide  for  the  expense  of  the 
same  by  appropriating  the  proceeds  of  our  half-interest  sale  as 
in  the  preceding  article." 

'*  Voted,  that  the  manager  of  our  municipal  light  department 
shall  confer  with  the  Electric  Light  Commissioners  to  deter- 
mine what  price  per  kilowatt  current  can  be  furnished  to  con- 
sumers after  the  1st  of  July." 

Shrewsbury.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expendituree:  — 

For  operation,  maintenance  and  repairs,  $8,275  53 

For  interest  on  bonds,  notes  or  scrip,  647  68 

For  depreciation  fund  (3  per  cent,  on  $51,079.43),        .  1,532  38 

For  note  payments, 1,500  00 

Total, $11,955  59 

Income:  — 
From  private  consumers,  .         .  $10,360  32 

From  appropriation  for  maintenance,  .     4,680  06 

16,040  38 

Excess  of  income  and  appropriations  over  expend- 
itures,    $3,084  79 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,  $11,000  12 

For  interest  on  bonds,  notes  or  scrip,  590  56 

For  depreciation  fund  (3  per  cent,  on  $52,377.09),  1,571  32 

For  note  payments,  .                 1,500  00 

Total, $14,662  00 

Income:  — 
From  private  consumers, 10,000  13 

Balance, $4|661  87  t 
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At  the  annual  town  meeting,  held  Feb.  5,  1917,  the  sum  of 
$4,661.87  was  appropriated  for  the  use  of  the  municipal  light 
department. 

It  was  also  ''voted  to  appropriate  the  income  from  sales  of 
electricity  to  the  municipal  light  department  for  operating 
expenses,  maintenance,  repairs,  renewals  and  new  construction, 
at  the  direction  of  the  municipal  light  board.'' 

SoiUh  Hadley.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager 
was  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .  116,243  81 

For  interest  on  bonds,  notes  or  scrip,  1,520  00 

For  depreciation  fund  (3  per  cent,  on  $35,000),  .                  1,050  00 

For  bond  payments,  .,                2,000  00 

Total, $20,813  81 

Income:  — 
"From  private  consumers,  .  $15,067  81 

From  appropriation  for  maintenance,  5,565  12 

21,532  93 

Excess  of  income  and  appropriations  over  expend- 
itures,     $719  12 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,              .  $16,500  00 

For  interest  on  bonds,  notes  or  scrip,  1,440  00 

For  depreciation  fund  (3  per  cent,  on  $36,107.34),  1,083  22 

For  bond  payments 2,000  00 

Total, $21,023  22 

Income:  — 
From  private  consumers, 16,000  00 

Balance, $5,023  22 

For  new  construction, 2,000  00 

$7,023  22 

At  a  town  meeting  held  March  19,  1917,  it  was  voted  to 
appropriate  from  the  receipts  of  the  electric  light  department 
the  following  sums:  —  r"         T 
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For  bond  payments,                   ...  $2,000  00 

For  interest 1,440  00 

$3,440  00 
For  construction, 2,000  00 


$5,440  00 


It  was  also  voted  "that  the  town  appropriate  the  remainder 
of  the  receipts  for  operation,  maintenance  and  repairs  of  said 
department."  At  the  same  meeting  it  was  voted  "to  raise  by- 
taxation  and  appropriate  the  sum  of  $6,000  to  defray  the 
expenses  and  charges  of  the  electric  light  plant  and  street 
lighting." 

On  June  12,  1917,  the  sum  of  $1,083.22  was  appropriated  for 
the  depreciation  fund,  to  be  taken  from  the  receipts  of  the 
electric  light  department. 

Sterling.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                       .  $2,826  86 

For  interest  on  bonds,  notes  or  scrip,                            .  487  86 

For  depreciation  fund  (3  per  cent,  on  $22,688.64),  680  65 

For  note  payments, 2,750  00 


Total $6,745  37 

Income:  — 

From  private  consumers,  ....  $3,868  88 

From  miscellaneous  sales,  227  15 

From  appropriation  for  maintenance,  3,200  00 


7,296  03 


Excess  of  income  and  appropriations  over  expend- 
itures,     $550  66 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,              .  $3,200  00 

Forinterest  on  bonds,  notes  or  scrip,  400  00 

For  depreciation  fund  (3  per  cent,  on  $24,780.28),  743  41 

For  note  payments, 2,150  00 


Total, $6,| 
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Income:  — 
\        From  private  oonsumere>, $3,900  00 


Balance, $2,593  41 

At  a  town  meeting  held  Feb.  12,  1917,  the  sum  of  $1,800  was 
appropriated  for  electric  light  department  maintenance,  and 
$900  was  appropriated  for  the  maintenance  of  street  lights. 

Taunton.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Nov.  30,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .                 .  $101,456  99 

For  interest  on  bonds,  notes  or  scrip,                            •  15,695  00 

For  depreciation  fund  (3  per  cent,  on  $583,693),  17,511  00 

For  sinking  fund  requirements, 7,000  00 

For  bond  payments, 2,000  00 

Totol, $143,662  99 

Income:  — 
From  private  consumers,  .  $142,537  45 

From  appropriation  for  maintenance,  .  20,000  00 

162,537  45 

Excess  of  income  and  appropriations  over  expend- 
itures,    $18,874  46 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Dec.  1, 1916,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                       .  $110,000  00 

For  interest  on  bonds,  notes  or  scrip,  15,455  00 

For  depreciation  fund  (3  per  cent,  on  $575,226),  17,256  78 

For  sinking  fund  requirements, 7,000  00 

For  bond  payments, 2,000  00 

Total, $151,711  78 

Income:  — 
From  private  consumers, 126,711  78 

Balance, $25,000  00 

By  an  order  approved  April  12,  1917,  it  was  "ordered  that 
the  sum  of  $5,000  be  transferred  from  the  municipal  light  de- 
preciation fund  to  the  municipal  light  construction^iind,  and 
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that  the  sum  of  $2,500  be  transferred  from  the  municipal  light 
operation  fund  to  the  municipal  light  construction  fund." 

By  an  order  approved  May  2,  1917,  the  sum  of  $20,000  was 
appropriated  for  street  lighting. 

TempleUm.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,               .  16,030  52 

For  interest  on  bonds,  notes  or  scrip,  618  72 

For  depreciation  fund  (3  per  cent,  on  $33,434.71),  1,003  04 

For  note  payments, 716  66 

Total, .         .       $8,377  94 

Income:  — 

From  private  consumers $7,324  17 

From  appropriation  for  maintenance,  1,719  70 

9,043  87 

Excess  of  income  and  appropriations  over  expend- 
itures,     $665  93 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .  $6,193  28 

For  interest  on  bonds,  notes  or  scrip,  590  06 

For  depreciation  fmid  (3  per  cent,  on  $35,329.70),  1,059  89 

For  note  payments, 716  66 

Total, $8,559  89 

Income:  — 
From  private  consumers, 7,500  00 

Balance, $1,059  89 

For  new  construction, 1,000  00 

12,059  89 

At  the  annual  town  meeting,  held  March  11,  1917,  the  fol- 
lowing appropriations  were  made:  — 

For  depreciation, $1,059  89 

For  construction, 2,075  00 
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Wakefield.  —  The  result  of  the  operation  of  the  plant  for  the 

fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .  $79,431  83 

For  interest  on  bonds,  notes  or  scrip,  3,816  25 

For  depreciation  fund  (3  per  cent,  on  $268,161.14),  8,444  83 

For  note  payments, 2,000  00 

For  bond  payments, 11,500  00 

For  loss  in  preceding  year, 2,310  68 


Total, $107,503  59 

Income:  — 
From  private  consumers,  .  $82,046  43 

From  sales  stock, 665  30 

From  appropriation  for  maintenance,  .   24,800  00 


107,511  73 


Excess  of  income  and  appropriations  over  expend- 
itures,      $8  14 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1917,  were  as  follows:  — 


Expenditures:  — 
For  operation,  maintenance  and  repairs, 
For  interest  on  bonds,  notes  or  scrip. 
For  depreciation  fund  (3  per  cent,  on  $268,161.14), 

For  note  payments, 

For  bond  payments, 


$85,171  42 

3,283  75 

8,044  83 

2,000  00 

11,500  00 


Total,  $110,000  00 

Income:  — 
From  private  consumers, 85,000  00 


Balance, $25,000  00 

For  new  construction, 2,000  00 


$27,000  00 


At  a  town  meeting  held  March  19,  1917,  the  sum  of  $28,900 
was  appropriated  for  the  municipal  light  department,  and 
$1,200  for  fire  alarm  account. 

At  a  meeting  held  April  2,  1917,  the  sum  of  $375  was  appro- 
priated for  the  depreciation  account  for  the  purpose  of  install- 
ing street  lights  on  Wharton  Park  and  Nahant  Street.QQQQ|^ 
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On  April  16,  1917,  the  sum  of  $135  was  appropriated  for 
installing  a  fire  alarm  box,  and  April  23,  1917,  the  town  voted 
to  install  street  lights  on  Grafton  Street  Extension. 

Wellesley.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  $32,379  10 

For  interest  on  bonds,  notes  or  scrip,           ...  53  33 

For  depreciation  fund  (3  per  cent,  on  $87,300),    .  2,610  00 

For  bond  payments, 2,000  00 

Total $37,051  43 

Income :  — 
From  private  consumers,  .  $37,080  12 

From  municipal  building,  .     3,183  10 

40,272  22 

Excess  of  income  and  appropriations  over  expend- 
itures,     $3,220  79 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 

Expenditiu^s:  — 
For  operation,  maintenance  and  repairs,  $34,000  00 

For  depreciation  fund  (3  per  cent,  on  $92,894),    .  2,790  00 

Total, $36,790  00 

Income:  — 
From  private  consumers,  .  $38,000  00 

,     From  municipal  light  and  power,  3,000  00 

41,000  00 

Excess  of  income  and  appropriations  over  expend- 
itures,   $4,210  00 

For  new  construction, $5,000  00 

At  the  annual  town  meeting,  held  March  12,  1917,  it  was  — 
''Voted,  that  the  simi  of  $5,000  be  appropriated  for  the  ex- 
tension of  the  electric  light  plant,  this  amount  to  be  trans- 
ferred from  the  earnings  of  the  plant."  ^-^g-,,^^^^  ^y  Google 
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"Voted,  that  the  sum  of  $3,000  be  appropriated  for  the  ex- 
tension of  the  electric  light  plant." 

West  Boyhton.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager, 
was  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .  $3,468  51 

For  interest  on  bonds,  notes  or  scrip,  340  00 

For  depreciation  fund  (3  per  cent,  on  $27,635.85),  829  08 

For  note  payments, 1,000  00 

Total, $6,637  69 

Income:  — 
From  private  consumers,  ....  $4,181  29 
From  appropriation  for  maintenance,  .     2,169  08 

6,350  37 

Excess  of  income  and  appropriations  over  expend- 
itures,      $712  78 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .         .  $4,500  00 

For  interest  on  bonds,  notes  or  scrip,  300  00 

For  depreciation  fund  (3  per  cent,  on  $28,653.23),  859  60      • 

For  note  payments, 1,000  00 

Total,       , $6,659  60 

Income:  — 
From  private  consumers,  .  4,500  00 

Balance, $2,159  60 

For  new  construction, 600  00 

$2,659  60 

At  the  annual  town  meeting,  held  Feb.  5,  1917,  there  was 
appropriated  the  following:  — 

For  depreciation, $859  60 

For  interest, 300  00 

$1,159  60 
For  construction, 500  00 

Digitized  bfl^ftS^le 


1918.]  PUBLIC  DOCUMENT  — No.  35.  245 

Wesffield.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1916,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,                        .  $121,888  42 

For  interest  on  bonds,  notes  or  scrip,                    .  6,839  44 

For  depreciation  fund  (3  per  cent,  on  $378,000), ..  11,340  00 

For  bond  payments, 14,000  00 

Total,       , $154,067  86 

Income:  — 
From  private  consumers,  .  $133,841  20 

From  bonds  sold, 105  50 

From  appropriation  for  maintenance,  .   14,243  84 

148,190  54 

Apparent  loss  in  operation  as  defined  by  statute,  .       $5,877  32 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1917,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,      .                  .  $124,000  00 

For  interest  on  bonds,  notes  or  scrip,                            .  7,030  00 

For  depreciation  fund  (4.4  per  cent,  on  $442,265),  19,686  61 

For  bond  payments, 16,000  00 

For  loss  in  preceding  year, 5,877  32 

Total, $172,593  93 

Income:  — 
From  private  consumers, 139,000  00 

Balance, $33,593  93 

At  a  meeting  held  April  20,  1917,  the  following  appropria- 
tions were  voted  for  the  municipal  light  plant  to  be  paid  from 
the  income  of  the  plant:  — 

For  interest, '.       $7,027  28 

For  bond  payments, 15,894  50 

For  depreciation, 19,686  61 

$42,608  39 

At  the  same  meeting  the  following  votes  were  also  adopted:  — 
''Voted,  that  the  balance  of  the  income  from  sales  rfgas  and 
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electricity  to  private  consumers  be  appropriated  by  the  town 
for  the  operation  of  the  Westfield  Gas  and  Electric  Light 
Works." 

'*  Voted,  that  the  depreciation  fund  may  be  transferred  to  the 
construction  fund." 

"Voted,  that  the  town  appropriate  the  sum  of  $17,349  for 
the  estimated  deficit  for  the  year  1917,  considered  as  a  charge 
for  street  lighting,  of  the  Westfield  Gas  and  Electric  Light 
Works,  and  that  the.  same  be  included  in  the  tax  levy  for  1917." 

"Voted,  that  the  town  appropriate  the  simi  of  $6,919.15  for 
the  deficit  of  the  Westfield  Gas  and  Electric  Light  Works  for 
the  year  1916,  and  that  the  same  be  taken  from  the  reserve 
fund." 

MUNICIPAL  STATISTICS, 

The  following  table  contains  the  names  of  the  municipalities 
operating  lighting  plants  on  June  30,  1917;  the  population  of 
each,  according  to  the  census  of  1915;  the  kind  of  supply  and 
the  year  when  the  same  was  begun;  the  amount  invested  in 
the  plant  since  the  inception  of  the  enterprise,  including  that 
raised  by  loans  and  by  direct  taxation;  the  total  valuation  of 
all  estates  in  town  for  the  year  of  the  return,  and  the  amount 
per  thousand  of  valuation  raised  by  taxation  for  all  purposes. 
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The  following  towns  have  only  distributing  plants  and  buy 
their  electricity:  — 

Ashbumham  from  the  Gardner  Electric  Light  Company. 

Belmont  from  the  Cambridge  Electric  Light  Company. 

Boylston  from  the  New  England  Power  Company. 

Georgetown  from  the  Haverhill  Electric  Company. 

Groton  from  the  Ayer  Electric  Light  Company. 

Groveland  from  the  Haverhill  Electric  Company. 

Hingham  from  We3rmouth  Light  and  Power  Company. 

Holden  from  the  New  England  Power  Company. 

Hull  from  the  Weymouth  Light  and  Power  Company. 

Littleton  from  the  Lowell  Electric  Light  Corporation. 

Lunenburg  from  the  Fitchburg  Gas  and  Electric  Light  Company. 

Mansfield  in  part  from  Union  Light  and  Power  Company. 

Melrrimac  from  the  Amesbury  Electric  Light  Company. 

Middleton  from  Danvers  Municipal  Light  Plant. 

North  Attleborough  from  the  Union  Light  and  Power  Company. 

Norwood  from  the  Edison  Electric  Illuminating  Company  of  Boston. 

Paxton  from  Worcester  Electric  Light  Company. 

Peabody  in  part  from  Salem  EHectric  Lighting  Company. 

Princeton  from  the  Gardner  Electric  Light  Company. 

Rowley  from  Ipswich  Municipal  Light  Plant. 

Shrewsbury  from  Marlborough  Electric  Company. 

South  Hadley  from  Holyoke  Municipal  Light  Plant. 

Sterling  from  the  New  England  Power  Company. 

Templeton  from  Gardner  Electric  Light  Company. 

Wakefield  from  Edison  Electric  Illuminating  Company  of  Boston,  and 

Reading  Municipal  Light  Plant. 
Wellesley  from  Edison  Electric  Illuminating  Company  of  Boston. 
West  Boylston  from  New  England  Power  Company. 

In  the  following  data  the  financial  operations  of  all  the 
municipal  plants  in  the  State  are  combined  from  the  items 
relating  to  the  manufactwe  and  sale  of  gas  and  electricity  in 
the  returns  of  the  last  two  years.  The  income  does  not  include 
any  charges  for  electricity  and  gas  used  for  street  lighting  and 
municipal  buildings,  although  the  expenses  include  the  cost  of 
the  electricity  and  gas  so  delivered.  Neither  does  the  income 
include  the  appropriations  made  from  the  tax  levy  for  the 
current  expenses  of  the  plant,  including  the  retirement  of  the 
outstanding  debts.  Such  appropriations  are  in  fact  the  only 
amounts  charged  directly  to  the  taxpayers  for  street  lighting 
and,  in  many  instances,  for  lighting  municipal  buildings:  — 
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Electricity, 


Ybar  ending  Juns  i 


1916. 


1917. 


Income:  — 
From  sale  of  commercial  arc  lights,  ... 

sale  of  commercial  incandescent  lights,     .         | 

sale  of  electric  power,     ..... 

sale  to  other  plants  and  companies, 

rent  of  meters,       ...... 

rent  of  fixtures,      ...... 

other  so\irces, 

Total,* 

Expenbeb:  — 

Coal, 

Oil  and  waste,         ....... 

Water, 

Wages  at  statio.n,   ....... 

Repairs  of  real  estate,      ...... 

Repairs  of  steam  plant,  ...... 

Repairs  of  electric  plant,  ..... 

Station  tools  and  appliances,    ..... 

Current  bought,     ....... 

Wages  for  care  of  lights,  etc.,  ..... 

Maintenance  of  street  lamps,  ..... 

Maintenance  of  commerciiil  lamps,  .... 

Repairs  of  lines  and  conduits,  .... 

Repairs  of  meters  and  transformers, 

Distribution  tools  and  appliances,     .... 

General  salaries,     ....... 

Salaries  of  municipal  light  boards,    .... 

Committee  expenses,       ...... 

Auditors'  fees,         ....... 

General  office  expenses,  ...... 

Rents  of  office. 

Insurance,     ........ 

Law  expenses,         ....... 

Claims,  ........ 

Bad  debts 

Incidentals,    . 

Total, 

Balance  of  operating  account,    .... 

With  which  is  to  be  considered  the  following:  — 
Interest  on  notes  and  bonds,    ..... 

Depreciation,  ....... 

Losses  on  other  items,     ...... 

Total, 

Less  gains  on  jobbing,     ...... 

Plus  gains  on  jobbing,     . 

Balance  to  be  provided  for  by  appropriations  for 
current  expenses,  ..... 

Leaving  an  apparent  profit  of    . 


1  $211  00 

1  16,272  17 

>  S57,946  42 

461,558  66 

10,270  28 

309  93 

2,965  64 

8,093  31 


1  $210  00 

1  19.375  6^ 

*  092,943  03 

664,539  07 

11,646  97 

994  9» 

2,924  86 

9,192  88 


$1,357,636  41  $1,601,827  49 


$272,339  13 

8,446  02 

6,425  95 

148,335  38 

29,156  78 

24,321  86 

4,996  14 

5,801  86 

187,354  11 

36,105  71 

26,880  76 

15,089  45 

113,875  53 

8,606  16 

34,852  29 

67,824  36 

3,380  00 

422  22 

4,606  39 

32,078  40 

2,370  38 

24,343  30 

1,779  78 

195  89 

1,025  24 

193  76 


$390,942  97 

6,740  73 

6,602  60 

165,675  71 

32,137  8& 

43,982  32 

5,272  01 

6,479  26 

261,981  8a 

43,188  53 

27,178  22 

14,911  84 

99,981  94 

21,196  75. 

40,766  73 

70,843  23 

3,530  00 

936  75 

2,735  63 

33,050  30 

3.280  79 

29,717  3^ 

383  62 

757  30 

1,702  46 

233  31 


$1,060,806  85  $1,314,210  04 


$296,829  56 


$93,755  36 

231,724  35 

3,270  90 


$31,921  05 
1,510  15 


$30,410  90 


$287,617  45 


$90,256  05 

150.050  3& 

726  70 


$40,584  34 
3,590  70 


$50,175  04 


'  By  contract.  <  By  meter. 

'  Does  not  include  electricity  used  for  street  lighting  or  for  municipal  buildings. 
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Gas. 


Ybax  bkdino  Juke  30. 


19U. 


Ifl7. 


Income  :  — 
From  gas  sold  by  meter, 
sales  of  ooke, 
sales  of  tar,  . 
ammoniaoal  liquor, 
rent  of  meters, 
other  sources. 


$286,490  28 

20,118  09 

12,032  03 

2,752  88 

163  74 

310  33 


$318,161  32 

24,820  96 

7,084  83 

4,467  97 

646  47 

180  00 


Total. 

Expenses:  — 

Coal, 

Gas  oil,  ........ 

Purifsring  materials,         ...... 

Water 

Wages  at  works 

Repairs,  real  estate,         ...... 

Repairs  and  maintenance  at  works. 

Tools,  apparatus  and  machinery,      .... 

Wages  of  meter  takers,  clerical  labor  in  distribution 
department,        ....... 

Repairs,  renewals  and  maintenance  of  mains  and  serv- 
ices, ......... 

Distribution  tools,  etc 

Repairs  and  renewals  of  meters,        .... 

Gas  stove  setting,  repairs  and  renewals,    . 

General  salaries,     ....... 

Auditors'  fees,        ....... 

Salaries  of  municipal  light  boards,    .... 

Committee  expenses,       ...... 

General  ofBce  expenses,  ...... 

Insurance,      ........ 

Rents 

Bad  debts,     ........ 

Incidentals,    ........ 

Horses,  wagons  and  fiutomobiles,      .... 

Total, 

Balance  of  operating  account,    .... 

From  which  is  to  be  deducted:  — 
Interest  on  bonds  and  notes,    ..... 

Depreciation,  ....... 

Losses  on  bad  biUs,  etc., 


Making  a  total  of 
Less  gains  on  jobbing. 


$320,897  35 


$97,163  74 

16.628  36 

2,078  17 

764  28 

61,341  12 

2,937  60 

21,733  66 

3,419  59 

9.059  98 

4,467  66 

1,926  64 

6,643  71 

2,760  14 

14,693  14 

1,381  36 

460  00 

167  33 

6,196  23 

3,229  69 

270  83 

20  72 

23  36 

2,673  21 


$366,360  64 


$110,900  88 

42,066  82 

1,239  29 

734  90 

76,840  11 

6.682  70 

23,267  49 

3,760  74 

10,280  33 

3,048  94 

8,730  16 

6,996  33 

1,770  61 

16,346  81 

767  02 

460  00 

129  92 

6,060  76 

4,262  72 

319  42 

81  60 

18  24 


$268,820  18 
$62,077  17 


$25,269  90 

74,396  67 

1,619  37 


$322,224  67 
$33,126  87 


$26,072  83 

46,277  19 

2,966  69 


$101,174  84 
216  69 


$73,316  71 
2,041  84 


Leaving  a  net  gain  of 


$100,968  16 


$71,274  87 
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Aggregates  from  the  balance  sheets  in  the  several  municipal 
returns  of  the  last  two  years  show  the  following  facts:  — 


Ykab  kmdimo  Jttnb  30. 


Ifli. 


U17. 


Abbbtb: —  \ 

Electric:  — 

Real  estate, 

Steam  plant,     . 

Electric  plant,  . 

Electric  lines,    . 

Work  in  process, 

Other  plant  items, 

Materiab, 
Gas:  — 

Real  estate. 

Machinery, 

Street  mains,     . 

Gas  meters. 

Materials, 
General  cash  (or  town  treasury). 
Depreciation  cash,  . 
Due  for  electricity,  . 
Due  for  gas,    .... 
Other  accounts  due. 
Sinking  funds, 


LlABILITIBS:  — 

Appropriations  for  construction, 

for  extraordinary  repairs, 
for  bond  payments, 
for  note  payments, 
for  sinking  funds, 
for  fire  alarm, 

Overdrafts, 

Bonds  outstanding. 

Notes  payable, 

Unpaid  bills,  . 

Deposits, 

Interest  due  and  not  paid. 

Interest  accrued  but  not  due. 

Other  amounts  due, 

Cash  overdrawn. 

Reserve  fund, 


Surplus, 


$246,435  45 
794,578  51 
451,399  51 

1.397,992  90 

244  90 

754,212  11 

267,289  64 

522,160  37 
340,813  35 
388.272  44 
125.953  67 

53.316  91 

303,505  13 

199,729  79 

160.017  43 

9.922  69 

37.009  63 
354.406  76 


$250,374  96 
756.031  34 
400,614  48 

1,507.320  25 

620  57 

821.847  58 

296.445  42 

519,640  51 

310,522  83 

395.533  94 

129.421  22 

87.416  26 

240.998  38 

146,669  90 

177.275  28 

10.754  87 

38.155  27 

358.347  33 


$6,407,261  19 


$783,713  41 

5.720  10 

510.798  15 

412.445  40 

338.623  69 

5.080  50 

33.138  60 

2,586.990  89 

434.903  66 

84.982  05 

22.106  50 

760  00 

23.282  43 

16.331  85 

137,246  73 


$6,447,990  39 


$809,115  83 

5.720  10 

484.516  00 

427.199  40 

352.983  69 

5.495  40 

36.198  52 

2.452,650  00 

416.292  00 

151.125  04 

21.168  93 

19  50 

21.137  44 

3.945  75 

128.722  04 

1,500  00 


$5,396,123  96 
1.011.137  23 


$5,317,789  64 
1,130.200  75 


$6,407,261  19 


$6,447,990  39 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Price. 

The  following  table  shows  the  prices  charged  by  each  munici- 
pality for  commercial  electric  lighting  and  power  on  June  30, 
1916  and  1917:  — 


MUNICIPALITY. 


Ashburnham, 


Belmont, 


Boylston, 


Braintree,  . 


Chicopee, 


Concord, 


PricM. 


For  light:  10  cents  net  a  k.  w.  h.  for  first  300 
k.  w.  h.  a  month.  0  cents  net  for  901  to  600 
k.  w.  h.  a  month  and  8  cents  a  k.  w.  h.  for  all 
over  500  k.  w.  h.  a  month.  Minimum  monthly 
charge  of  $1.    No  wiring.     No  free  renewals. 

For  powwr:  6  cents  net  a  k.  w.  h.  Minimum 
charge  of  50  cents  a  h.  p.  of  connected  load. 

For  light:  1S|  oenta  groei  a  k.  w.  h.,  with  dia- 
count  of  20%  if  paid  before  15th  of  month 
or  within  10  days  of  date  of  bill.  Minimum 
monthly  charge  of  $1,  less  prompt  payment 
discount.    Free  renewals  of  carbon  lamps. 

For  power:  same  rates  and  discount  as  for 
lighting  except  where  the  consumption  is  100 
or  more  k.  w.*h.  a  month,  when  the  rate  is 
10  cents  net. 

For  cooking,  heating  and  imall  moton:  10 
centa  net  a  k.  w.  h.  for  first  10  k.  w.  h.  a 
month,  and  3  cents  a  k.  w.  h.  for  all  over 
10  k.  w.  h.;  demand  limited  to  3  k.  v.  a. 
Minimum  charge  of  $1  net  a  month. 

For  light:  li  centa  net  a  k.  w.  h.  Minimum 
monthly  charge  of  $1.  No  wiring  or  free 
renewals. 

For  power:  8  cents  net  a  k.  w.  h.  if  on  sepa- 
rate meter  from  lighting. 

For  light:  lOcentsnetak.  w.'h.  Current  for 
moving-i)icture  arcs,  8  cents  net  a  k.  w.  h. 
Minimum  charge  of  S9  a  year.  No  wiring  or 
free  renewals. 

For  power:  0  cents  net  to  3  cents  net  a 
k.  w.  h.,  according  to  quantity  used. 

For  cookiiig:  S  cents  a  k.  w.  h. 

For  light:  9  cents  net  a  k.  w.  h.  for  first  100 
k.  w.  h.  a  month,  and  8  cents  a  k.  w.  h.  for  all 
additional  k.  w.  h.  a  month.  Minimum 
monthly  charge  of  50  cents  for  each  meter 
installed.  To  customers  using  light  during 
the  daytime  an  operating  charge  is  made  of  4 
cents  a  k.  w.  h.,  and  a  standing  charge  of  5 
cents  a  k.  w.  h.  divided  by  the  hours  a  day  of 
full  load  consumption.  No  wiring.  Renewal 
of  lamps  at  about  cost. 

For  power:  6  cents  net  a  k.  w.  h.  to  1.4  cents 
net  a  k.  w.  h.,  according  to  monthly  con- 
sumption. Minimum  charge  of  50  cents  a 
h.  p.  a  month.  A  discount  of  10%  to  cus- 
tomers who  use  primary  current. 

For  light:  9  cents  net  a  k.  w.  h.;  7  cents  net 
a  k.  w.  h.  for  primary  current.  Minimum 
charge  of  75  cents  a  month.    An  additional 


MAXiMTm 

Nbt  Pricb 

PBR  K.  W.  H. 

(Cbmts). 


1917.        1919. 


10 


10 


12 


10 


10 


10 


12 


10 


c^oo^ie 
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MUNICIPALITY. 


Prices. 


Maximum 

Nbt  Price 

PBB  K.  W.  H. 

(Cbntb). 


1917.        191S 


Concord  —  Can. 


Danvera,    . 


Georgetown, 


Groton, 


Groreland, 


Hingham,  . 


charge  of  10%  on  bills  not  paid  by  15th  of 
month.  No  wiling.  Carbon  lamps  renewed 
free;   masda  lamps  at  cost. 

For  power:  6  oenta  net  a  k.  w.  h.  for  first  200 
k.  w.  h.;  4  cents  net  a  k.  w.  h.  for  next  300; 
8  cents  net  for  next  500;  2|  cents  net  a  k.  w.  h. 
for  next  1,000;  2i  cents  net  for  next  3,000; 
and  2  cents  net  a  k.  w.  h.  for  all  over  5.000 
k.  w.  h.  a  month.  Minimum  charge  of  $1  a 
month  for  1  h.  p.  or  less,  and  50  cents  a 
month  for  each  added  h.  p. 

For  cooking  and  heating:  S  oenta  net  a 
k.  w.  h.  for  first  60  k.  w.  h.;  2^  cento  net  a 
k.  w.  h.  for  next  50  k.  w.  h.;  and  2  cento  a 
k.  w.  h.  for  all  over  100  k.  w.  h.  Minimum 
charge  of  75  cents  a  month. 

For  light:  11  oente  groM  a  k.  w.  h.,  with  dis- 
count of  1  Mnt  a  k.  w.  h.  if  paid  in  10  days. 
Minimum  cb^rge  of  50  cento  a  month. 

For  power:  S.6  cents  net  a  k.  w.  h.  for  motors 
of  less  than  5  h.  p.  For  motors  of  5  h.  p.  or 
more,  3  cento  net  to  1.75  cento  net  a  k.  w.  h., 
according  to  h.  p.  of  motor  and  monthly  con* 
sumption.  Minimum  charge  of  50  cento  a 
month. 

For  light:  IS  oenti  greet  a  k.  w.  h.,  less  dii- 
count  of  6  cento  a  k.  w.  h.  for  payment 
within  10  days.  Current  for  moving-picture 
arcs,  12  cento  a  k  w.  h.,  less  discount  of  5 
cents  a  k  w.  h.  for  payment  within  10  days. 
Minimum  charge  of  $9  a  year.  No  wiring  or 
lamp  renewals. 

For  power:  li  cents  groM  a  k.  w.  h.,  less  dis- 
count of  5  cento  a  k.  w.  h.  for  payment 
within  10  days.  For  large  consumption  of 
power,  12  cento  gross  a  k.  w.  h.,  less  7  cento  a 
k.  w.  h.  if  paid  in  10  days.  Minimum  charge 
of  $7.20  a  year  per  h.  p. 

For  Ught:   10  cents  gross  a  k.  w.  h.  for  first 

199  k.  w.  h.,  and  9  cento  a  k.  w.  h.  for  all  over 

200  k.  w.  h.,  with  discount  of  5%  for  pay- 
ment within  10  days.  Minimum  charge  of 
50  cento  a  month.  No  wiring  and  no  lamp 
renewals. 

For  power:  S  cents  net  a  k.  w.  h.  Minimum 
charge  of  50  cento  a  k.  w.  of  demand. 

For  light:  IS  cents  gross  a  k.  w.  h.,  with  a  dis- 
count of  1  cent  a  k.  w.  h.  for  payment  by  the 
15th  of  month.  Minimum  charge  of  $9  a 
year.  No  wiring.  Carbon  lamps  renewed 
free. 

For  power:  IS  cents  gross  a  k.  w.  h.  for  first 
10  k.  w.  h.,  and  6  cento  a  k.  w.  h.  for  all  over 
10  k.  w.  h.,  with  discount  of  1  cent  a  k.  w.  h. 
for  payment  by  15th  of  month.  Minimum 
charge  of  $12  a  year. 

For  light:  10  cents  net  to  yearly  customers; 
14  cents  net  to  summer  residento.  Minimum 
charge  of  50  cento  a  month  to  yearly  cus- 
tomers, and  $1.50  a  month  to  summer  resi- 
dento.    No  wiring  or  free  renewals. 

For  power:  7  cents  net  a  k.  w.  h.  with  a  con- 


10 


10 


12 


12 


9.5 


11.7 


11 


11 


10 


10 
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GAS  AND  ELECTRIC  LIGHT. 
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MUNICIPALITY. 


Pricea. 


Maxiuvm 

NaT  Pbicb 
pu  K.  W.  H. 

(Cbktb). 


1917. 


19U. 


Hincham-*  Con. 


Holden, 


Holyoke,    . 


Hudson, 


nected  load  not  lets  than  1,600  watte  or  more 
than  3,fi00  watte;  orer  3,500  watts,  power  not 
to  be  used  between  hours  of  6  and  10  p.ii ..  6| 
cente  a  k.  w.  h.  Minimum  charge,  $1  a 
month.  To  customers  having  a  load  of  7,500 
watte  or  over,  power  not  to  be  used  between 
hours  of  6  and  10  p.m.,  metered  on  the  pri- 
mary side  of  transformer  and  erecting  their 
own  installation,  2|  cents  a  k.  w.  h.  Mini- 
mum charge  for  this  service,  $10  a  month. 

For  cooking!  4  oanta  nat  a  k.  w.  h.  Mini- 
mum charge  of  $1  a  month. 

For  light:  li  oants  net  a  k.  w.  h.  for  first  100 
k.  w.  h.,  8  cents  a  k.  w.  h.  for  all  over  100 
k.  w.  h.  Minimum  charge  of  $1  a  month. 
No  wiring  and  no  free  renewals. 

For  powtf :  6  oanta  nat  a  k.  w.  h.  Minimum 
charge  of  $1  a  h.  p.  a  month  for  over  1  h.  p. 

For  light:  •  oonta  groM  a  k.  w.  h.,  less  dis- 
count of  2  cente  a  k.  w.  h.  for  payment 
within  10  days.  Flaming  arcs,  5  cente  extra  a 
k.  w.  h.  for  maintenance.  Minimum  charge 
of  50  cente  a  month.  On  contract:  16  c.  p. 
lamp,  6  or  7  mghte  a  week  untU  12  p.ii .,  $12 
a  year;  7  nighte  a  week  burning  all  night,  $24 
a  year,  both  with  discount  of  10%  if  paid 
within  10  days;  8  o.  p.  lamps  at  one-half 
these  prices,  24  c.  p.  lamps  at  li  times  and 
32  c.  p.  lamps  at  twice  these  prices. 

For  power:  •  cente  gross  a  k.  w.  h.  for  first 
200  k.  w.  h.:  4i  cente  a  k.  w.  h.  for  next  200; 
3)  cente  a  k.  w.  h.  for  next  300;  3i  cente  a 
k.  w.  h.  for  next  300;  and  3  cents  a  k.  w.  h. 
for  next  3,000  k.  w.  h.;  all  less  discount  of 
1  cent  a  k.  w.  h.  for  payment  within  10  days 
of  date  of  bill.  Minimum  charge  of  50  cente 
a  month  plus  25  cente  ji  connected  h.  p.  or 
fraction  thereof.  Day  power  schedule:  2.3 
to  1.4  cente  a  k.  w.  h.,  depending  on  connected 
h.  p.  and  number  of  k.  w.  h.  consumed,  all 
less  discount  of  1  mill  a  k.  w.  h.  for  prompt 
payment.  Minimum  charge  of  50  cente  a 
month  per  h.  p.  connected.  For  night  or  24- 
hour  use  rates  from  1.7  to  1.1  cente  a  k.  w.  h., 
depending  jxpotx  quantity  used  and  monthly 
consumption.  Minimum  charge  of  $1  a 
month  per  h.  p.  connected. 

For  light:  l$i  cents  gross  a  k.  w.  h.,  less 
discount  of  25%  for  payment  within  15  days 
of  date  of  bill  and  15%  for  payment  within 
25  days.  In  Stow:  IS  cents  gross  a  k.  w.  h., 
with  same  discounts  as  in  Hudson.  Mini- 
mum charge  ci  $1  a  month,  subject  to  light- 
ing discounts.  Renewals  free  for  carbon  and 
gem  lamps;  other  lamps  at  about  50%  of 
cost. 

For  power:  S.t  cents  gross  to  2.46  cente  gross, 
less  discount  of  10%  for  payment  in  15  days, 
according  to  h.  p.  installation  and  monthly 
consumption.  In  Stow:  from  7  cents 
gross  to  5  cente  gross,  according  to  h.  p.  in- 
stallation   and   monthly   consumption,    less 


12 


12 
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10  > 
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MUNICIPALITY. 


Prices. 


Maxiuum 

Nbt  Pbicb 

PBB  K.  W.  H. 

(Cbntb). 


1917. 


1916. 


Hudson  —  Con, 


HuU, 


Ipswich,     . 

Littleton,  . 

Lunenburg, 
Mansfield, 


discount  of  10%  for  paym^fifr  in  15  days. 
Minimum  monthly  charge,  $1  for  each  h.  p. 
or  fraction  of  a  h.  p. 

Wot  Gooking  and  Iwatliig:  •  centa  groM  a 
k.  w.  h.,  with  disoount  of  20%  for  payment 
by  Ifith  of  month. 

For  light:  14  oenta  nat  a  k.  w.  h.  to  yearly 
customers;  17  cents  a  k.  w.  h.  to  transient  or 
summer  customers.  Customers  having  a 
gross  bill  of  S60  or  more  a  month  will  receive 
a  disoount  of  10%:  if  gross  bill  is  $100  or  more 
a  month  a  discount  of  16%  will  be  allowed. 
Any  customer  using  electricity  the  entire  12 
months  of  the  year  at  a  voltage  of  2,200  to 
2,300,  metered  at  this  voltage,  and  the  de- 
partment not  fumiahing  any  apparatus  be- 
yond meter,  with  amount  of  capacity  required 
in  either  July  or  August  not  exceeding  the 
capacity  required  m  any  of  the  other  10 
months  of  the  calendar  year,  and  with  a 
yearly  consumption  of  48,000  k.  w.  or  more, 
will  be  charged  at  the  rate  of  6}  cents  a  k.  w.  h. 
Minimum  charge  of  $1  a  month.  Transient 
customers  not  less  than  S6  a  season. 

Tot  powor:  •  oonti  net  a  k.  w.  h.  to  any  cus- 
tomer not  using  electricity  from  7  p.ii .  to  12 
midnight.  Minimum  charge,  50  cents  a 
month.  Customers  with  the  right  to  use 
power  at  any  time  during  24  hours,  to  pay  for 
a  service  or  capacity  charge  of  $30  a  year  a 
k.  w.  for  all  electricity  used. 

For  cooking:  4  oenta  net  a  k.  w.  h.  for  first 
100  k.  w.  h.  and  3  cents  a  k.  w.  h.  for  aU  in 
excess  of  100  k.  w.  h.,  with  a  minimum  charge 
of  $5  a  meter  for  season  or  year. 

For  light:  10  oonta  gross  a  k.  w.  h.,  with  dis- 
count of  1  cent  a  k.  w.  h.  for  payment  before 
the  20th  of  month.  Minimum  monthly 
charge  of  50  cents.  No  wiring  or  free  lamp 
renewals. 

For  power:  $  cents  net  a  k.  w.  h. 

For  light:  1$  cents  gross  a  k.  w.  h.,  with  dis- 
count of  10%  for  payment  on  or  before  the 
16th  of  month.  Minimum  monthly  charge 
of  75  cents.  Wiring  at  cost  plus  20%.  No 
free  renewals. 

For  power:  same  rates  as  for  light. 

For  light:  It  cents  nst  a  k.  w.  h.  Minimum 
monthly  charge  of  75  cents.  No  wiring  or 
free  lamp  renewals. 

For  power:  6  cents  net  a  k.  w.  h. 

For  light:  11  cents  gross  a  k.  w.  h.  for  first 
250  k.  w.  h.  and  8  cents  a  k.  w.  h.  for  over 
250  k.  w.  h.,  less  discount  of  1  cent  a  k.  w.  h. 
for  payment  in  15  days.  By  contract:  50 
cents  a  month  for  each  16  c.  p.  lamp  or  its 
equivalent.  Minimum  monthly  charge  of  75 
cents.    No  wiring  or  free  renewals. 

For  power:  T  cents  gross  to  2.6  cents,  accord- 
ing to  quantity  consumed,  less  discount  of 
10%  for  payment  in  15  days.  Minimum 
monthly  charge  of  $1  a  h.  p.  installed. 
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MUNICIPALITY. 


Prices. 


Maxucvu 

NaT  Pbick 
PBR  K.  W.  H. 

(Cbnts). 


inT.        1916. 


Mansfield  —  Con* 
Marblehead, 


Merrimac, 


Middleborough, 


Middleton, 

North  Attleborough, 


Norwood,  . 


For  hefttlsf  and  coolrtngi   4  oenti  iMt  a 

k.  w.  h.  Minimum  monthly  charge  of  75 
cents. 

For  liffht:  IS  oents  groia  a  k.  w.  h.,  less  dii- 
oount  of  2  oents  a  k.  w.  h.  for  payment  on  or 
before  the  15th  of  month.  Minimum  monthly 
charge  of  50  oents.  No  wiring.  Renewals 
of  carbon  lamps  free;  tungstens  at  about 
cost. 

For  power:  6  cents  net  a  k.  w.  h.  to  3.1  cents 
a  k.  w.  h.,  according  to  quantity  used.  Mini- 
mum monthly  charge  of  $2. 

For  heating:  •  oenta  net  a  k.  w.  h.  Minimum 
monthly  charge  of  tl. 

For  liffht:  SO  oents  ffroM  a  k.  w.  h.,  less  dis- 
counts, for  payment  by  15th  of  month,  of 
25%  on  bills  of  $15  or  less  to  50%  on  bills 
from  JlOO  and  over  a  year;  on  bills  of  over 
$250  special  rates  will  be  given.  Minimum 
monthly  charge  of  75  cents.  No  wiring  or 
lamp  renewals. 

For  power:  to  yearly  customers  $21  a  year 
for  250  k.  w.  h.  or  less;  for  more  than  250 
k.  w.  h.  a  year.  8|  cents  gross  a  k.  w.  h.  to  4 
cents  a  k.  w.  ix..  according  to  consumption, 
with  discount  to  all  customers  of  10%  for 
payment  on  or  before  the  15th  of  month. 

For  liffht:  IS  cents  gross  a  k.  w.  h.  for  first 
100  k.  w.  h.,  11  oents  a  k.  w.  h.  for  next  300 
k.  w.  h.,  10  oents  a  k.  w.  h.  for  iJl  over  400 
k.  w.  h.,  with  discount  for  payment  before 
20th  of  month  of  }  cent  a  k.  w.  h.  Minimum 
charge  of  $9  a  year.  No  wiring  or  lamp 
renewals. 

For  power:  10  cents  net  a  k.  w.  h.  to  2.5 
cents  a  k.  w.  h.,  according  to  monthly  con- 
sumption. 

For  liffht:  IS  cents  net.  No  wiring  or  lamp 
renewals. 

For  power:  9  oents  net  a  k.  w.  h. 

For  liffht:  10  cents  gross  a  k.  w.  h.,  with  dis- 
count of  5  cents  if  paid  by  16th  of  month. 
Minimum  yearly  change  for  breakdown  serv- 
ice, $6  a  k.  w.  connected  transformer  ca- 
pacity, less  current  consumed,  or  meter  rental 
of  50  cents  net  a  month.  No  free  wiring  or 
lamp  renewals. 

For  power:  10  oents  ffross  a  k.  w.  h.  or  7\ 
cents  gross  ah.  p.,  with  discounts  of  from 
5  to  70%,  according  to  monthly  consump- 
tion, and  a  discount  of  10%  for  payment  by 
16th  of  month.  Minimum  charge  of  $1  a 
h.  p.  a  month.  Continuous  service:  3.5  to 
2.00  cents  net  a  k.  w.  h.,  including  prompt 
payment  discounts,  according  to  monthly 
consumption:  or  $73.92  to  $44.32  a  h.  p.  a 
year,  according  to  h.  p.  demand. 

For  heatinff:  0  cents  gross  a  k.  w.  h.,  with 
discount  of  20%  if  paid  by  10th  of  month. 

For  liffht:  0  cents  net  a  k.  w.  h.  Yearly  rate: 
15  oents  a  k.  w.  h.  for  prinuury  usage,  4  cents 
a  k.  w.  h.  for  secondary  usage.    Minimum 
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MUNICIPALITY. 


Prices. 


Maximuic 

Net  Price 
PER  K.  W.  H. 

(Cents). 


1917. 


1916. 


Norwood  —  Con, 


Pazton,      . 
Peabody,   . 


Princeton, 


Beading,    . 


monthly  charge  of  $1.  No  wiring.  Lamp 
renewals  free. 

For  pow«r:  It  cents  mat  a  k.  w.  h.  for  primary 
usage*  8  oenta  a  k.  w.  h.  for  secondary  usage 
and  4  cents  a  k.  w.  h.  for  remaining  usage. 
Discount  of  33i%  on  excess  of  $26  a  month. 
Customers  having  more  than  10  k.  w.  de- 
mand, $2  a  k.  w.  demand  plus  1.9  cents  a 
k.  w.  h.  for  k.  w.  h.  used. 

For  light:  It  o«iita  net.  Minimum  charge  of 
$1  a  month.    No  wiring  or  free  lamp  renewals. 

For  power:  •  cents  net  a  k.  w.  h. 

For  light:  It  cents  gross  a  k.  w.  h.  in  Pea- 
body,  less  discount  of  10%  for  payment  on 
or  before  15th  of  month.  In  Lynnfield  14 
cents  a  k.  w.  h.,  with  discount  of  10%  for 
payment  on  or  before  16th  of  month.  Flat 
rates:  burning  until  10  o'clock  for  300  nights 
a  year,  40  cents  for  a  40-watt  lamp  to  $1.95  for 
a  250-watt  lamp;  same  lamps  burning  every 
night  in  the  year,  45  cents  to  $2.35  a  month; 
burning  until  11  o'clock,  from  45  cents  to 
$2.46  for  300  nights  a  year,  and  66  cents  to 
$2.95  a  month  for  every  night  in  the  year; 
burning  until  12  o'clock,  from  55  cents  to  $2.95 
a  month  for  300  nights,  and  65  cents  to  $3.66 
a  month  for  every  night;  burning  until  1 
o'clock,  add  to  the  12  o'clock  rartes  the  differ- 
ence between  the  11  and  12  o'clock  rates. 
Minimum  charge,  $6  a  year.  No  wiring.  Re- 
newals free  of  gem  or  metalised  filament 
lamps. 

For  power:  10  cents  gross  a  k.  w.  h.  for  first 
10  k.  w.  h.  a  month,  6  cents  for  first  200  k.  w.  h. 
in  excess  of  first  10  k.  w.  h.,  ranging  from 
this  down  to  1  cent  a  k.  w.  h.  as  monthly 
consumption  increases,  with  discount  of  10% 
for  payment  on  or  before  15th  of  month. 
Minimum  charge  of  $1  a  month  a  k.  w.  of 
connected  load. 

For  light:  It  cents  gross  a  k.  w.  h.  for  less 
than  100  k.  w.  h.  and  10  cents  a  k.  w.  h.  for 
100  k.  w.  h.  or  over,  less  discount  of  10% 
for  payment  by  10th  of  month.  Minimum 
monthly  charge  of  $1.  No  wiring  and  no 
free  renewals. 

For  power:  6  cents  gross,  less  discount  of 
10%  for  payment  by  10th  of  month.  Mini- 
mum monthly  charge  of  $1. 

For  light:  11  cents  gross  a  k.  w.  h.  in  Read- 
ing, 14  cents  gross  in  North  Reading,  Lynn- 
field  Center  and  Wibnington,  with  discount 
of  10%  for  payment  on  or  before  15th  of 
month.  Minimum  yearly  charge  of  $0.  No 
wiring.    Free  renewals  of  lamps. 

For  power:  •  cents  net  to  2}  cents  net  a 
k.  w.  h.,  according  to  monthly  consumption. 
Minimum  monthly  charge  of  $1  on  installa- 
tions of  6  h.  p.  or  less,  60  cents  a  h.  p.  on  in- 
stallations of  over  6  h.  p. 

For  cooking  and  hosting;  S  cents  gross  a 
k.  w.  h.,  less  discount  of  10%  for  payment 
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Maximuii 

NsT  Prici 
PBR  K.  W.  H. 

(Cbmtb). 


191T.       191«. 


Reading  —  Con. 
Rowley*     . 
Shrewabury, 

South  Hadley, 


Sterling, 


Taunton, 


on  or  before  16th  of  month.  Minfanum 
yearly  charge  of  $12. 

For  eharglaf  itorag*  IwtUrlM:  4  oenta 
iMt  a  k.  w.  h.   Minimum  charge  of  $12  a  year. 

For  light:  Iti  cents  net  a  k.  w.  h.  Minimum 
charge  of  $8  a  year.  No  wiring  or  free 
renewala. 

Forpowor:  same  rates  as  for  light. 

For  light:  It  oonti  groM  a  k.  w.  h.  for  first  100 
k.  w.  h.  a  month*  with  disoount  of  10%  for 
payment  in  16  days;  10  cents  a  k.  w.  h.  net 
for  all  over  100  k.  w.  h.  Minimum  charge  of 
$6a3rear.   No  wiring  or  free  renewals. 

For  pow«r:  •  conti  iMt  a  k.  w.  h.  Minimum 
charge  of  $24  a  year. 

For  light:  11  oenti  groia  a  k.  w.  b.,  with  dis- 
oounta*  for  payment  in  10  days,  from  10  to 
40%,  according  to  amount  of  bill.  Minimum 
monthly  charge  of  60  cents.  Sign  rate:  6 
cents  per  k.  w.  b.  for  any  amount.  Minimum 
charge,  $1.60  a  month.  No  free  lamp  re- 
newals.   Wiring  at  cost  plus  10%. 

For  powor:  $  e«ntf  nwt  a  k.  w.  h.  to  2.6  cents 
a  k.  w.  h.,  according  to  monthly  consump- 
tion. 

For  boating:  •  e«nta  not  a  k.  w.  b.  for  100 
k.  w.  h.  or  less  a  month;  4.6  cents  for  100 
to260k.w.h.;  4  cents  for  all  over  260  k.  w.  h. 
Minimum  charge  of  $1.60  a  month. 

For  light:  10  oonta  not  a  k.  w.  h.  to  6  cents 
net  a  k.  w.  h.,  according  to  monthly  consump- 
tion. Minimum  monthly  charge  of  $1.  Mini- 
mum charge  of  $6  for  a  season  of  four  months. 
No  wiring  or  free  renewals. 

For  powor:  6  oonti  not  a  k.  w.  h.  to  8.7  cents 
net  a  k.  w.  h.,  according  to  monthly  con- 
sumption. Monthly  minimum  charge  of  $1 
a  h.  p. 

For  hooting:  6  oenta  not  a  k.  w.  h.  for  the 
first  26  k.  w.  h.  and  4  cents  a  k.  w.  b.  for  all 
over  26  k.  w.  h.  Minimum  yearly  charge  of 
$12. 

For  light:  11  oonts  grooi  a  k.  w.  h.  for  first 
100  k.  w.  b.  a  month,  10  cents  a  k.  w.  b.  for 
next  600  k.  w.  h.  a  month,  and  9  cents  a 
k.  w.  h.  for  all  over  600  k.  w.  h.  a  month, 
with  disoount  of  10%  for  pasrment  by  the 
16th  of  month.  Minimum  charge  of  76  cents 
a  month.  By  contract:  an  operating  charge 
of  4  cents  a  k.  w.  h.  and  a  standing  charge  of  7 
cents  a  k.  w.  h.  divided  by  the  hours  a  day  of 
full  load  consumption,  with  a  disooont  of 
10%  of  the  gross  charge  if  the  bill  is  paid  on  or 
before  the  16th  of  the  month.  Window  and 
sign  lifting:  lamps  burning  from  30  minutes 
before  sunset  until  10.80  each  night,  10  cents 
net  a  month  for  a  5-watt  lamp  to  $10  net  a 
month  for  a  1,000-watt  lamp.  No  wiring. 
Renewals  free  for  carbon  lamps;  at  slightly 
above  cost  for  tungsten  lamps. 

For  powor:  •  oonts  gross  a  k.  w.  b.  for  first 
100  k.  w.  h.  a  month,  4  cents  for  next  300 
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MUNICIPALITY. 


Prices. 


Mazuixtm 

Nbt  Prici 
PUB  K.  W.  H. 

(Cbnts). 


ItlT. 


1916. 


Taunton  —  Con. 


Templeton, 


Wakefield, 


Wellesley, 


k.  w.  b.  a  montli,  8  cents  a  k.  w.  h.  for  next 
600  k.  w.  h.  a  month,  2^  oenta  a  k.  w.  h.  for 
next  1,000  k.  w.  h.  a  month,  2  cents  a  k.  w.  h. 
for  next  8,000  k.  w.  h.  a  month  and  If  cents  a 
k.  w.  h.  for  all  additional  k.  w.  h..  with  dis- 
eount  of  10%  for  payment  by  the  IJHh  of  the 
month.  Minimum  eharie  of  75  oents  a  month 
for  first  h.  p.  or  fraction  thereof,  and  00  oents 
for  each  additional  b.  p.  installed. 

For  hMttaf :  4^  oenti  froia  a  k.  w.  h.,  with 
dlaeonnt  of  10%  for  payment  in  15  days. 
Minimum  charge  of  75  cents  a  month. 

For  liffht:  11  cants  nat  a  k.  w.  h.  Minimum 
monthly  charge  of  $1  for  first  meter,  50  oents 
for  each  additional  meter  installed.  No  wiring. 

For  power:  •  oaats  mat  a  k.  w.  h.  for  first  100 
k.  w.  h.,  0  cents  a  k.  w.  h.  for  second  100,  and 
5  cents  a  k.  w.  h.  f  or  all  over  200  k.  w.  h. 
Minimum  monthly  charge  of  $1  for  first  h.  p. 
installed  and  50  cents  for  each  additional  h.  p. 

For  light:  18  oanta  groM  a  k.  w.  h.,  with  dis- 
count of  8  cents  a  k.  w.  h.  for  payment  on  or 
before  15th  of  month.  Store  window  light- 
ing: erery  ni^t  until  0  o'clock,  commercial 
lights  burning  until  12  o'clock,  8  or  more  arc 
lights,  13  oents  gross,  with  discount  of  8 
cents  for  prompt  payment.  Moving-picture 
theatres:  10  cents  a  k.  w.  h.,  with  discount 
of  2  oents  a  k.  w.  h.  Signs:  10  cents  a  k.  w.  h., 
with  discount  of  3  cents  a  k.  w.  h.  No  wiring 
or  free  renewals.  Minimum  charge  of  SO  a 
year. 

For  powar:  10  oants  gross  a  k.  w.  h.  to  6 
cents  a  k.  w.  h.,  according  to  monthly  con- 
sumption, less  discount  of  3  cents  a  k.  w.  h. 
for  payment  on  or  before  16th  of  month. 
Minimum  monthly  charge  of  75  cents  a  h.  p. 
on  from  1  to  3  h.  p.,  $2.50  on  3  to  10  h.  p. 
and  $3  on  10  to  20  h.  p. 

For  llfht:  10  oents  gross  a  k.  w.  h.,  less  dis- 
oount  of  15%  for  payment  on  or  before  15th 
of  month.  Minimum  charge  of  $10  a  year. 
Yearly  lighting  rates:  a  fixed  charge  of  $60 
a  year  for  each  k.  w.  of  demand  up  to  and  in- 
cluding 15  k.  w.,  $36  for  each  k.  w.  of  demand 
exceeding  15  and  including  55,  $80  for  each 
k.  w.  of  demand  exceeding  55,  plus  charges 
for  current  of  5  cents  a  k.  w.  h.  up  to  and 
including  1,600  k.  w.  h.  a  month,  3  cents  a 
k.  w.  h.  for  all  current  exceeding  1,500  k.  w.  h. 
and  including  5,500  k.  w.  h.,  and  2^  cents  a 
k.  w.  h.  for  all  exceeding  5,500  k.  w.  h.  a 
month.  No  wiring.  Carbon  lamps  and 
tungsten  lamps  of  more  than  60  watte  re- 
newed free:  other  tungsten  lamps  at  reduced 
prices. 

For  powar:  6  oents  gross  a  k.  w.  h.  for  less 
than  200  k.  w.  h.  and  5  cents  a  k.  w.  h.  for  all 
in  excess  of  200  k.  w.  h.,  less  a  discount  of 
15%  for  pasrment  on  or  before  the  15th  of  the 
month.  Minimum  charge  of  $10  a  year  for 
each  meter. 
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Prices. 

N»p  Pricb 

PBR  K  W.  H. 

(Cbnts). 

191T. 

ltl$. 

Welleeley  — Con. 

West  BoylBton,  . 
Westfield.  . 

MMTgy:  10  e«nti  groia  a  k.  w.  h.  up  to  ao 

k.  w.  h.  a  month,  and  8  cents  a  k.  w.  h.  for 
over  20  k.  w.  h.,  less  disoaunt  of  16%  if  paid 
by  lIHh  of  month.  Minimum  charge  of  $10 
a  year. 

Forllcht:  U  omti  nat  a  k.  w.  h.  for  first  100 
k.  w.  h.  a  month;  8  cents  a  k.  w.  h.  for  all  in 
excess  of  100  k.  w.  h.  No  wirinc  or  lamp 
renewals. 

Forpowwr:  4  oanti  nat  a  k.  w.  h. 

For  liffht:  t  CMiti  iMt  a  k.  w.  h.  Arc  lights: 
$8.75  a  month  for  each  light.  Minimum 
monthly  charge  of  60  cents  a  meter.  No 
wiring.    No  free  lamp  renewals. 

For  powor:  $i  oanta  iMt  a  k.  w.  h.  for  first 
200  k.  w.  h.  a  month  to  2}  cents  a  k.  w.  h.  for 
5.000  k.  w.  h.  or  over.  Minimum  charge  of 
75  cents  a  month  plus  60  cents  for  each  h.  p. 
or  fraction  thereof. 

12 
0 

12 
7 

Street  Lif  hting  by  Municipal  Planti. 

The  statutes  relating  to  municipal  light  plants  prescribe  that 
the  excess  of  the  estimated  annual  expense  (including  the  gross 
expense  of  operation,  maintenance  and  repair,  interest  on  the 
debt  created  to  pay  for  the  plant,  depreciation,  sinking  fund 
or  debt  requirements,  and  loss  if  any,  in  the  operation  of  the 
plant  during  the  preceding  year)  over  the  estimated  income 
from  sales  to  private  consumers  shall  be  included  in  the  annual 
appropriations  for  maintenance  and  in  the  tax  levy.  For  this 
excess,  which  it  must  thus  raise  by  taxation,  the  city  or  town 
receives  its  street  and  in  some  cases  its  public  building  lighting. 
In  some  instances  electricity  furnished  to  public  buildings  is 
metered,  charged  at  the  same  rates  as  to  private  consumers, 
and  paid  out  of  other  appropriations  in  the  same  manner  as 
though  the  plants  were  privately  owned.  In  some  instances 
also  specific  appropriations  are  made  for  street  lighting,  pre- 
sumably with  the  nimiber  and  type  of  lamps  to  be  supplied  in 
view.  For  these  reasons,  while  it  is  desirable  to  know  from 
the  standpoint  of  the  city  or  town  as  a  municipal  corporation 
what  it  is  getting  for  the  money  raised  for  the  plant  by  tax- 
ation, and  on  a  basis  comparable  with  the  cost  to  it  of  lighting 
its  buildings  and  streets  if  served  by  a  privately  owned  plant, 
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such  information  can  be  obtained  only  by  estimating  the 
electricity  used  in  public  buildings  when  not  measured,  and 
computing  the  cost  per  street  lamp  based  on  the  average 
number  of  lights  used  per  day  and  apportioned  between  dif- 
ferent types  of  lamps  according  to  the  energy  theoretically 
necessary  to  supply  them.  In  the  five  pages  following,  the 
data  used  in  arriving  at  these  results  and  the  results  them- 
selves will  be  found  tabulated. 

The  second  table  is  devised  upon  the  theory  that  for  all  its 
expenditure  the  municipality  receives  only  its  street  lighting 
and  the  income  from  its  commercial  business,  and  that  the  cost 
of  the  former  to  the  city  or  town  is  the  diiference  between  such 
income  and  the  entire  cost  of  carrying  on  the  business.  Ob- 
viously such  cost  is  affected  by  the  profit  or  loss  on  the  com- 
mercial lighting. 

The  following  table  shows  the  niunber  of  street  lights  and. 
their  wattage  installed  on  June  30,  1917,  and  the  average  num- 
ber in  use  throughout  the  year  ending  June  30,  1917,  with  the 
average  number  of  days  and  hours  the  same  were  burned  in  the 
municipalities  named:  — 


Streets  Lights  —  Operation, 


MTJmCIPALITT. 


Number 
of  Public 
Lamps. 


Wattage. 


Average 

Dafly 
Number. 


Number  of 

Hours 
per  Night. 


Number  of 

NiEhtsper 

MontA. 


Ashbumham, 
Belmont, 

Boylston,     . 
Braintree,    . 

Chioopee,     . 

Concord, 
Danvers, 

Georgetown, 
Groton, 
Groveland,  . 


127 

306 

97 

2 

00 

82 

689 

141 

86 

19 

9 

10 

50 

819 

92 

91 

1 

15 

22 

1.012 

410 

444 

76 

45 

1 

270 

2 

247 

264 

6 


40 

56 

256 

885 

40 

60 

51 

50 

85 

100 

225 

40 

60 

71 

75 

155 

810 

805 

880 

50 

60 

75 

100 

155 

600 

85 

87 

50 

75 

250 


127 
494 

98 
706 


1,010 
964 


247 
271 


6.3 
6.9 

5.1 
8.9 


10.8 

10.8 
10.1 

4.7 
6.8 
6.1 


80.4 
29.6 

26.8 
29.1 

30.4 

80.4 
80.4 

28.9 
80.4 
27.7 
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Street  Lights  —  Operation  — 

Continued. 

Number 

Average 

Number  of 

Number  of 

ofPubUe 
Lamps. 

Wattage. 

Daily 
NumMT. 

Hours 
per  Night. 

'^lesr 

Hingh^tm, 

/         022 

I           89 

16 

60 
266 
40 

647 

6.7 

80.8 

Holden, 

'S 

60 
250 

184 

5.8 

28.2 

1 

S9 

40 

Holyoke.     . 

U3 

78 
855 

78 
155 
200 

758 

11.1* 

30.4 

1 

146 

400 

281 

Hudson, 

Hudaon.     . 

418 

50 

75 

500 

448 
2 

10.5 

80.4 

Stow 

41 

50 

40 

.1 

30.4 

HuU 

/          667 
13 

50 
800 

584 

6.6 

80.4 

Ipiwich.       . 

608 

250 

14 

40 

60 

460 

858 

8.6 

80.4 

Littleton, 1 

104 

50 

>    "S 

6.6 

27.9 

Lunenburg | 

1 
67 

4 

60 
48 
40 
47 
164 

5.8 

80.4 

Mansfield.    . 

526 

11.8 

80.4 

ICarblehead 

812 
158 
878 

40 
850 
40 

808 
155 

10.8 

80.4 

2 

10 

221 

12 

60 
100 

50 
200 

890 

6.4 

80.2 

281 

7.0 

27.8 

4 

50 

4 

8.9 

80.4 

Middleborough.     . 

4 

60 

Middle- 
borough, 

8 
12 
2 

75 
200 
800 

21 

9.8 

28.9 

Rock,   North  and 

40 
55 

40 
50 

}      « 

South      Middle- 
borough. 

5.7 

80.4 

Middleton,  ..... 

80 

f          742 

67 

55 

60 
80 

80 

5.7 

80.4 

North  AtUeborough,  . 

4 

2 
2 

200 
260 
375 

815 

7.8 

80.4 

628 

45 

200 

65 

695 

11.0 

80.8 

Paxton, 

78 
41 

41 

4.1 

27.7 

f           57 

82 

Lynnfield, 

2 
2 

125 
250 

57 

6.1 

27.7 

West  Peabody,  . 

184 

82 

184 

9.7 

27.7 

Peabody. 

r      821 

157 

82 

40 

Peabody,  .        .        . 

89 
39 
16 
77 

49 

72 

125 

320 

559 
76 

10.7 

80.4 

Princeton/ 1 

185 

75 

185 

4.5 

28.1 

Lynnfield, 
North  Reading, 

122 

40 

107 

4.9 

80.4 

225 

40 

225 

4.9 

80.4 

Wilmington, 

892 

5 

450 

40 
40 
60 

886 

5.7 

80.4 

Reading. 

Reading,    . 

12 

48 

1 

24 

100 
170 
400 
600 

510 

10.6 

80.4 

1  28  are  opeiated  by  time  clock,  burning  time  not  known;  17  are  operated  on  same  burning 
time  as  Hudson. 
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Street  Lightt  -r-  Operation  —  Concluded. 


HuMICIPALIir. 


Number 

Avence 

Number  of 

Number  of 

ofPubUo 

WattttBS. 

Dai5 

Horns 

^assr 

Lampi. 

Number. 

per  Night. 

250 

40 

250 

5.2 

24.0 

450 

50 

442 

4.9 

26.7 

6 
80 

2 
185 

60 
56 
48 

56 

0 
80 

185 

}     - 

108 

80.4 

70 

75 

66 

7.6 

80.4 

1.578 

40 

215 
31 

160 
866 

1.826 

11.0 

80.4 

83 

550 

258 

50 

256 

6.8 

26.7 

521 

50 

28 

75 

19 

175 

5.76 

8.6 

29.3 

16 

250 

2 

400 

4 

200 

2 

800 

17 

9.9 

80.4 

11 

500 

5 

25 

125 

88 

790 

43 

1,078 

10.0 

80.4 

162 

100 

17 

200 

/          221 
50 

40 
60 

270 

6.5 

26.9 

271 
8 

48 
86 

60 
800 
490 
580 

259 
186 

10.9 

80.4 

Rowley, 
Shrewsbury. 

South  Hadley.     . 

Sterling, 

Taunton,     . 

Templeton, 

Wakefield.    . 

Wellesley.     . 

West  Boylston.    . 
Westfidd,     . 
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The  towns  of  Middleborough,  Wakefield  and  Westfield  and 
the  city  of  Holyoke  operate  gas  plants,  the  first  named  since 
Oct.  31,  1893,  the  second  since  Aug.  7,  1894,  the  third  since 
June  1, 1899,  and  the  last  since  Dec.  15,  1902. 

The  plant  at  Middleborough  makes  water  gas,  that  at  West- 
field  coal  gas  and  those  at  Holyoke  and  Wakefield  coal  and 
water  gas. 

During  the  year  1917  three  examinations  were  made  by  the 
State  inspector  for  candle  power  and  purity  in  Middleborough, 
four  in  Wakefield,  six  in  Westfield,  seven  in  Holyoke.  Impuri- 
ties prohibited  by  statute  were  found  once  in  Middleborough. 

The  average  price  received  in  Holyoke  for  gas  sold  in  the 
year  ending  June  30,  1917,  was  $0,902  per  thousand;  in  Middle- 
borough, $1.53;  in  Wakefield,  $1.21;  and  in  Westfield,  $1.02. 
The  maximum  net  prices  in  the  cities  and  towns  named  on 
June  30,  1917,  were:  Holyoke,  90  cents;  Middleborough,  $1.50; 
Wakefield,  $1.20;  and  Westfield,  $1.25  per  thousand  cubic  feet. 
The  cost  of  gas  during  the  same  period,  comput<ed  by  the 
method  applied  to  the  cost  of  electric  lighting  in  the  table  on 
pages  266-268  was,  in  Holyoke,  $1.27;  in  Middleborough, 
$1.15;  in  Wakefield,  $1.26;  in  Westfield,  $1.07. 


INSPECTION  OF  GAS  AND  GAS  METERS. 
Oas  Inspection. 

During  the  year  ending  Dec.  31,  1917,  439  routine  gas 
inspections  were  made  of  the  gas  supplied  by  61  companies 
(including  4  municipal  plants);  much  work  was  done  in  con- 
tinuing the  calorific  power  investigation  started  in  1916,  on 
which  a  separate  report  has  been  made;  the  subject  of  toluol 
recovery  for  government  needs  was  studied  and  an  experi- 
mental plant  for  recovering  light  oils  was  installed  at  the 
works  of  one  of  the  companies  participating  in  the  calorific 
investigation. 

Early  in  October  Assistant  Inspector  J.  Alvord  Rose  enlisted 
for  the  war  and  was  appointed  corporal  in  the  gas  defense 
service  and  is  now  abroad.  In  November  James  J.  Dillon, 
deputy  meter  inspector,  enlisted  in  the  navy,  and  is  at  a  train- 
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ing  school.  Both  these  inspectors  were  given  leave  of  absence 
for  the  period  of  the  war. 

In  candle-power  determination  the  same  burners  were  used 
as  heretofore,  —  the  Sugg's  Argand,  sizes  D  and  F,  new  style, 
with  6  or  7  inch  chimney.  The  a^tylene  companies  were  not 
tested,  one,  Hyannis,  discontinuing  the  supply  Jan.  1,  1917, 
and  the  other  two  supplying  less  than  50  consumers,  the  num- 
ber necessary  to  require  inspection. 

In  the  following  tables  are  given  the  data  obtained  in  the 
routine  inspections  for  candle  power,  total  sulphur,  ammonia, 
heat  units  obtained  in  the  companies  taking  part  in  the  in- 
vestigation, the  details  of  violations  and  eudiometric  analyses. 

In  the  anunonia  column  1. — means  that  the  gas  did  not 
contain  as  much  as  1  grain  of  ammonia  per  100  cubic  feet. 

Companies  in  Ccdorijic  Investigation, 


Number 
of 

Averace 
Candle 
Power. 

BsRiBE  Thsbmal  Units. 

Gbains 
Fbetof 

FEB  100 

Qas  of  — 

COMPANY. 

InspM- 
tions 

made. 

Average. 

Higheet. 

Loweet. 

Sulphur. 

Ammonia. 

Attleboro, 

0 

16.88 

616.61 

629.6 

690.9 

23.68 

Boston,  . 

19 

15.15 

678.63 

618.6 

664.0 

14.66 

, — 

Brockton, 

9 

13.64 

648.42 

667.3 

633.0 

18.17 

— 

Cambridge,     . 

9 

13.89 

666.14 

677.7 

661.6 

17.33 

— 

Chariestown,  . 

12 

16.07 

610.39 

662.0 

671.2 

21.28 

— 

East  Boston,  . 

13 

13.98 

627.49 

663.0 

499.3 

10.96 

— 

Fall  River, 

10 

14.00 

664.63 

668.0 

637.4 

9.10 

— 

Fitchburg,       . 

7 

12.91 

646.77 

667.9 

607.0 

16.94 

66 

Haverhill, 

7 

14.89 

647.37 

668.1 

638.8 

8.21 

Holyoke,  * 

7 

14.69 

669.16 

680.6 

634.6 

17.08 

— 

Lowell.  . 

11 

14.19 

676.46 

692.6 

669.9 

22.60 

— 

liSdin,* 

11 

13.57 

666.89 

676.7 

638.6 

13.08 

— 

8 

14.02 

643.77 

663.6 

629.1 

12.46 

— 

New  Bedford, 

9 

16.70 

663.79 

670.4 

633.4 

11.64 

— 

Old  Colony.     . 
Springfield,      . 
Suburban    (Revere). 

5 

11.76 

613.78 

628.1 

488.0 

8.46 

— 

16 

14.66 

626.32 

646.1 

601.6 

19.46 

19 

4 

13.82 

638.96 

646.2 

629.0 

9.32 

— 

Taunton, 

9 

13.78 

619.03 

663.6 

661.4 

30.32 

— 

Worcester, 

18 

14.64 

646.66 

573.6 

617.0 

18.34 

06 

i  Municipal  plant. 
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Other  Coal-gas  Companiet. 


Number 
of 

Candle  Powkr. 

QBAim 
Fkst  of 

PXB  100 
Gas  op  — 

COMPANY. 

Inspeo- 
tions 

made. 

Average. 

Hicheet. 

liOweet. 

Sulphur. 

Adams,       .... 

6 

16.18 

16.7 

14.7 

17.17 

1  _ 

Amesbury, 

6 

24.34 

26.3 

20.8 

11.92 

— 

Amherst,    . 

3 

17.86 

18.8 

16.9 

9.93 

— 

Arlinitton,  . 

8 

16.47 

17,3 

16.1 

12.18 

— 

Athol, 
Beverly.      . 

6 

16.02 

17.2 

14.9 

7.15 

— 

8 

16.65 

17.5 

16.1 

17.65 

— 

Blackstone, 

3 

13.90 

15.6 

12.8 

13.20 

— 

Cittsens'  (Nantucket), 

2 

16.25 

16.5 

16.0 

22.00 

50 

Citisens'  (Quinoy), 

6 

16.65 

17.6 

15.6 

15.13 

— 

Clinton, 

6 

16.58 

17.6 

15.0 

8.38 

— 

Dedham,     . 

7 

15.94 

16.4 

15.6 

14.57 

— 

Easthampton, 
fVamingnam, 

7 
11 

16.10 
17.19 

16.6 
18.2 

15.2 
15.5 

24.10 
7.54 

z 

Gardner,     . 

7 

16.10 

17.2 

11.9 

7.76 

— 

Gloucester, 

8 

17.29 

18.5 

16.1 

11.19 

— 

Greenfield, 

'    0 

16.10 

17.7 

11.7 

9.16 

— 

Ipswich,      . 

3 

18.57 

20.1 

16.0 

5.87 

— 

l4iwrenoe,  . 

10 

16.79 

17.1 

16.5 

16.27 

— 

Leominster, 

4 

17.02 

17.8 

16.1 

10.07 

— . 

Lexington,  . 

3 

16.80 

17.3 

16.8 

13.63 

— 

Marlboroii^, 

6 

16.62 

17.9 

14.6 

6.68 

— 

Middleboiough,! 

3 

16.70 

17.2 

16.3 

12.60 

— 

Milford,      . 

6 

16.66 

17.3 

16.2 

17.10 

— 

Natick,       . 

6 

15.93 

17.7 

13.5 

8.36 

— . 

Newburyport, 

6 

16.58 

17.1 

15.8 

16.92 

14 

Newton, 

12 

17.31 

18.0 

16.5 

14.79 

— 

North  Adams,     . 

8 

17.15 

18.4 

16.5 

12.10 

— 

Northampton,     . 

7 

16.76 

17.6 

16.2 

18.64 

19 

North  Attleborough, 

7 

16.29 

16.7 

16.0 

17.50 

69 

Norwood,    . 

6 

16.78 

17.4 

16.3 

17.36 

— 

^^^\'    : 

2 

16.60 

16.7 

16.5 

12.20 

30 

8 

18.29 

20.0 

16.5 

12.92 

08 

!&*'•:    : 

6 

15.52 

16.9 

14.1 

20.94 

— 

9 

16.27 

17.9 

14.5 

21.04 

— 

Spencer, 

Vhieyard  (Oak  Bluffs), 

6 

16.36 

17.8 

14.9 

11.44 

— 

2 

16.30 

16.5 

16.1 

11.15 

— 

Wakefield,  > 

4 

16.62 

17.8 

16.1 

12.27 

10 

Webster,     . 

Westfield,! 

8 

18.19 

19.0 

16.4 

9.85 

— 

6 

16.73 

17.3 

16.5 

17.32 

10 

Williamstown,     . 

2 

16.35 

16.4 

16.3 

7.75 

— 

Wobum, 

4 

16.47 

17.0 

15.5 

19.90 

5 

32 

Worcester  Ck)unty, 

6 

16.76 

19.3 

13.2 

8.90 

1.— 

^  Municipal  plant. 
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Deficient  Candle  Power, 

[Lec^l  standard,  16  minimum.] 


Company. 


Totol 

Number 

Candle 

ofln- 

Power. 

spectionB. 

6 

14.7 

6 

15.1 

— 

14.9 

3 

15.6 

- 

12.8 

. 

13.3 

6 

15.6 

6 

15.0 

7 

15.7 

. 

15.6 

- 

15.7 

. 

15.8 

7 

15.2 

11 

15.5 

7 

11.9 

9 

11.7 

15.3 

6 

14.6 

6 

14.7 

,     14.9 

^ 

13.5 

5 

15.8 

6 

15.5 

15.6 

. 

14.1 

. 

14.9 

0 

14.5 

. 

15.4 

5 

15.1 

— 

14.9 

4 

15.5 

5 

13.2 

Date. 


Adams,    . 
Atfaol,      . 
Athol,      . 
Blaokstone, 
Blackstone, 
Blackstone, 
Citiiens'  (Quincy), 
Clinton,  . 
Dedham, 
Dedham, 
Dedham, 
Dedham, 
Easthampton,  . 
EramingnaTn,   . 
Gardner, 
Greenfield, 
Greenfield, 
Marlboroufl^,  . 
Natick,    . 
Natick,    . 
Natick,    . 
Newburyport,  . 
Pbrmouth, 
Pl3nnouth, 
Plymouth, 
P&mouth, 
Salem,     . 
Salem,     . 
Spencer,  . 
Spencer,  . 
Wobum, 
Worcester  County, 


Sept.  6 
Aug.  29 
Nov.  13 
May  3 
Sept.  19 
Oct.  30 
Oct.  17 
Deo.  28 
Jan.  17 
Feb.  1 
Feb.  21 
Dec.  22 
Oct.  4 
Dec.  26 
Sept.  26 
May  18 
Nov.  13 
Dec.  26 
Jan.  24 
Apr.  5 
Dec.  19 
Mar.  22 
Feb.  8 
May  2 
July  18 
Sept.  22 
Mar.  1 
Nov.  30 
June  21 
Oct.  5 
Feb.  7 
Aug.  31 


Excess  of  Sulphur  in  Grains  per  100  Cubic  Feet. 

[Lecal  maximum,  30  cimins.] 


CoMPAirr. 


Total 
Number 

of  In- 
■peetions. 


Quantity 
(Grains). 


Date. 


Easthampton, 

Easthampton, 

Lowell,    . 

Plymouth, 

Taunton, 

Taunton, 

Taunton, 

Taunton, 

Taunton, 

Taunton, 


11 
6 
9 


31.2 
30.3 
30.8 
38.5 
32.9 
37.9 
80.4 
34.3 
30.6 
30.8 


Mar.  9 
June  22 
Aug.  30 
Mar.  6 
Feb.  13 
Feb.  27 
July  5 
Sept.  18 
Nov.  14 
Nov.  27 


Excess  of  Ammonia  in  Grains  per  100  Cubic  Feel, 

[Legal  maximum,  10  craine.] 


Northampton, 


June  21 
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Sidphuretted  Hydrogen. 

[Logld  ■toDdaid,  noiM  ftUowed.] 


COMPASTT. 


Total 
Number 

of  In- 
spectioiis. 


Date. 


Adams,  .         .         .         . 

Athol 

Athol 

Beverly, 

Citiiezis'  (Nantucket), 
Fall  River, 
Framingham,  . 
Framingham,  . 

IVanuxighaiii,  . 

Framingham,  . 

Gardner, 

Gardner, 

Greenfield, 

Ipswich, 

Ipswich, 

LBominster,     . 

Leominster,     . 

Marlborough, 

Middleborough,  ^ 

New  Bedf orcl. 

New  Bedford, 

New  Bedford, 

North  Adams, 

North  Adams, 

North  Adams, 

Old  Colony,     . 

Plymouth, 

Salem,    .         .         .         . 

Webster  (in  Webster), 

Webster  (in  Southbridge), 

Webster  (in  Southbridge), 

Wobum, 

Worcester  County,  . 


8 

2 

10 

11 


June  22 
Aug.  0 
Sept.  6 
Aug.  20 
Sept.  26 
Deo.  20 
Oct.  23 
Jan.  23 
May  4 
July  10 
Sept.  II 
Sept.  25 
Dec.  26 
Feb.  13 
June  21 
Apr.  17 
Apr.  20 
June  25 
June  21 
Dec.  28 
June  29 
Sept.  22 
Sept.  26 
Nov.  14 
Nov.  27 
June  22 
Aug.  9 
Sept.  6 
Oct.  17 
Sept.  22 
Aug.  3 
Sept.  18 
Oct.  10 
Nov.  16 
Aug.  31 
Oct.  3 


^  Municipal  plant. 
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EtTDioiiETRic  Analyses. 


^ 

PlACX. 

Date. 

1 

1 

m 

9^ 

2 

, 

j 

276 

Attleboro, 

Mar. 

80. 

4.03 

86.61 

47.10 

7.24 

3.20 

- 

1.82 

286 

Beverly.  .... 

Dec. 

20 

7.49 

20.82 

43.79 

23.14 

1.96 

- 

2.81 

270 

Boflton 

Mar. 

12 

7.52 

26.10 

36.44 

20.46 

7.64 

0.37 

8.48 

A  39 

Boston,   .... 

Oct. 

10 

8.41 

16.19 

36.77 

28.30 

7.84 

0.60 

2.99 

282 

Boston,   .... 

Nov. 

9 

6.63 

21.14 

36.69 

22.08 

9.88 

0.73 

3.85 

276 

Cambridge,     . 

May 

12 

3.00 

29.41 

64.78 

6.61 

3.22 

0.61 

2.43 

277 

Cambridge,     . 

May 

12 

3.05 

30.03 

63.96 

6.22 

3.95 

0.66 

2.23 

278 

Cambridge,     . 

May 

81 

4.69 

34.88 

49.97 

7.61 

1.18 

0.46 

1.42 

279 

Cambridge,     . 

May 

81 

4.06 

84.46 

60.91 

7.07 

1.66 

0.38 

1.48 

283 

Dedham  and  Hyde  Park, 

Dee. 

22 

7.62 

18.78 

38.oa 

26.13 

6.79 

0.12 

3.66 

2«7 

Maiden,  .... 

Feb. 

16 

9.39 

16.86 

37.22 

26.68 

6.17 

0.86 

4.38 

284 

Spencer,  .... 

Dec. 

27 

11.67 

12.92 

87.08 

29.16 

4.07 

- 

6.26 

269 

Springfield,     . 

Mar. 

8 

2.79 

24.86 

68.04 

6.83 

6.20 

0.43 

1.85 

271 

Springfield,     . 

Mar. 

23 

2.63 

24.98 

66.11 

11.08 

3.66 

- 

1.76 

272 

Springfield.     . 

Mar. 

24 

2.67 

24.42 

66.26 

11.34 

3.79 

- 

1.68 

273 

Springfield.     . 

Mar. 

16 

2.04 

27.33 

67.69 

7.92 

8.80 

- 

1.23 

268 

Suburban, 

Feb. 

16 

7.61 

19.61 

36.31 

21.08 

10.88 

0.81 

4.76 

274 

Taunton, 

Mar. 

30 

4.49 

86.96 

46.69 

7.19 

3.69 

- 

2.09 

Analyses  numbering  267  to  279,  inclusive,  were  made  in  con- 
nection with  the  calorific  investigation;  A  39  was  a  sample 
taken  on  a  consumer's  premises  while  examining  a  complaint 
of  poor  gas  made  to  the  Board.  The  other  analyses  were 
made  for  information.  The  apparatus  used  for  eudiometric 
analyses  is  an  "exact**  apparatus  devised  by  Major  Hinman 
after  the  apparatus  of  Doy&re  and  Williamson,  and  was  origi- 
nally described  in  "The  American  Journal  of  Arts  and  Sciences,'* 
Vol.  VIII.,  September,  1874.  It  has  been  modified  somewhat 
from  experience  in  its  use  in  this  office,  and  is  now  a  very 
satisfactory  apparatus,  although  somewhat  slow. 

A  study  of  the  inspections  of  the  companies  made  during 
the  five  years  from  1913  to  1917,  inclusive,  shows  the  following 
facts: — 
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Number  of  inspectionB  made. 

Number  of  comi>aniee  subject  to  inspec- 
tion,       ..... 

Number  of  companies  showing  deficiency 
in  candle  power. 

Highest  candle  power, 

Lowest  candle  power,  . 

Average  candle  power. 

Average  candle  powers:  — 
Coal  gas,  10  companies. 
Water  gas,  22  companies, 
Mixed  coal  and  water  gas,  10  com- 
panies,      .... 

Number  of  companies  showing  sulphu- 
retted hydrogen. 

Number  of  companies  showing  excess  of 
sulphur, 

Nimiber  of  companies  showing  excess  of 
ammonia,         .... 

Largest  amount  of  sulphur,  . 

Smallest  amount  of  sulphur. 

Average  amount  of  sulphur. 

Largest  amount  of  ammonia. 

Smallest  amount  of  ammonia. 

Average  amount  of  ammonia. 


If  It. 

821 

66 


vni. 

594 
66 


18 


IMS. 

700 

65 


ItU. 
711 

64 


IflT. 
439 

61 


22  11  14  23  18^ 

24.8  26.5  24.9  25.2  26.3^ 

12.9  14.3  15.0  13.7  11. 7  > 
17.96  17.68  17.47  17.30  16.811 


16.86     16.96 
19.00     18.74 


16,77    16.67    16.401 
18.23     17.98     17.131 


17.66     17.33     17.09     16.88     16.52* 


11 


15 


17 


20 


3 

2 

2 

4 

1 

56.3 

43.0 

39.6 

31.5 

38.5 

3.0 

3.2 

3.5 

2.4 

3.9 

15.17 

14.68 

13.30 

13.65 

14.18 

24.6 

23.8 

13.5 

16.6 

28.6 

1.— 

1.— 

1.— 

1.— 

1.— 

1.17 

1.09 

1.— 

1.09 

1.13 

Gag  Meter  Ingpeetion. 

From  Dec.  1,  1916,  to  Nov.  30,  1917,  inclusive,  there  were 
78,783  meters  inspected,  including  26,534  prepayment  meters, 
as  compared  with  89,376  inspected  during  the  preceding  twelve 
months.  Of  the  26,534  prepayment  meters  there  were  7,237 
three-lights,  19,232  five-lights,  46  ten-lights,  14  twenty-lights 
and  5  thirty-lights.  Meters  which  pass  inspection  are  sealed 
in  such  a  way  as  to  prevent  any  alteration  or  adjustment  of 
the  rate  of  registration.  This  sealing  consists  of  a  soldered-on 
brass  badge,  bearing  an  inspection  number,  and  a  wax  seal 
bearing  the  date  of  inspection,  both  sealing  the  top  of  the 
meter.  In  addition,  the  back  and  front  of  the  meter  are  sealed 
by  wax  bearing  an  impression,  placed  in  such  positions  that 
the  meter  cannot  be  opened  without  destroying  the  seals.  As 
all  meters  used  to  measure  gas  must  be  sealed  before  use,  in 
case  a  meter  becomes  incorrect  it  must  be  reinspected  and 
resealed  after  repairs.  Of  the  78,783  new  or  repaured  meters 
97  failed  to  pass  inspection,  in  that  their  registration  varied 
more  than  2  per  cent,  from  a  standard  measure. 


^  Not  including  oompanlBn  participating  in  oalorific  inveatigat 
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Of  the  meters  examined  during  the  year  ending  Nov.  30, 
1917,  321  were  meters  which,  being  in  use,  were  retested  on 
complaint  either  of  the  consumer  or  gas  company;  the  other 
meters  either  were  new  or  had  been  recently  repaired.  The 
following  table  gives  a  comparison  of  the  number  inspected 
annually  for  five  years:  — 


IMS. 

1114. 

IMS. 

IMI. 

IMT. 

Total  number.  . 

359 
88.279 

287 
80,428 

213 
81.614 

217 
89.376 

321 
78.783 

Two  meter  provers  were  calibrated  during  the  year. 

Complaint  Meters. 

Of  complaint  meters  321  were  inspected  during  the  year 
ending  Nov.  30,  1917,  an  increase  of  104,  or  47.9  per  cent., 
over  the  preceding  year  ending  Nov.  30,  1916,  when  217  were 
inspected.  Of  these,  one  meter  would  pass  gas  but  would  not 
register,  and  one,  because  of  a  defective  dial,  registered  150 
per  cent.  fast.  The  average  error  of  the  319  meters  remaining 
was  1.22  per  cent,  fast;  107,  or  33.54  per  cent.,  were  fast, 
the  average  error  being  4.40  per  cent.;  25,  or  7.84  per  cent., 
were  slow,  the  average  error  being  6.18  per  cent.;  180,  or 
58.62  per  cent.,  were  correct  within  the  legal  limits,  being  no 
more  than  2  per  cent,  fast  or  slow. 

Of  the  fast  meters  88  registered  between  2  and  5  per  cent.; 
18,  between  5  and  10  per  cent.;  and  1,  12  per  cent.  fast.  Of 
the  slow  meters,  19  registered  between  2  and  5  per  cent.;  5, 
between  5  and  10  per  cent.;  and  1,  45  per  cent.  slow. 

A  more  detailed  statement  of  the  meter  testing  work  appears 
in  the  following  financial  statement  for  the  year  ending  Nov. 
30,1917:  — 
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Nttmbbr  or  Each  Size,  and  Fees  fob  Tebtino  Meters. 


Number. 

Bise. 

Fees. 

18,456, 
54,119, 

3  lights,! 
6  lights,  ^ 

at  25  cents,  . 

.    $18,143  75 

3.347. 

10  lights. 

1,685, 

20Ughts. 

563. 
17. 

30  Ughts, 
45  Ughts. 

at  30  cents,  . 

1,768  20 

222, 

50Ughto, 

60, 

60  Ughts, 

132. 
87, 

iSK:}-«»~-'- 

109  50 

32. 

150  Ughts  at  90  cents.       . 

28  80 

31,         . 

200  lights  at  $1.25. 

38  75 

7, 

250  lights  at  $1.50. 

10  50 

13. 

300  Ughts  at  $1.70. 

22  10 

12, 

500  Ughts  at  $2.50. 

30  00 

$20,151  60 

2, 

2-foot  prov< 

srs,  at  $5. 

10  00 

78,785                                                                                        $20,161  60 

Operating  Accounts. 

Income,  78,783  meters  and  2  meter  provers,    ...           .  .    $20,161  60 

Expenses,  including  salaries  of  gas  and  gas  meter  inspectors,  .      16,572  29 


Balance, 


$3,589  31 


Cash  Account. 
Received  for  meters,  etc.,  tested,   . 
Received  for  interest  on  bank  balances, 


Paid  treasurer 
December,  1916, 
January,  1917, 
February.  1917, 
Maivh,  1917, 
April.  1917. 
May,  1917. 
June.  1917. 
July.  1917, 
August,  1917. 
September.  1917. 
October.  1917. 
November.  1917, 


$20,161  60 
10  46 


$20,172  06 


$1,502  39 
1.716  89 
2.064  38 
1.841  84 
1.234  28 
1,697  29 
2,201  28 
1,458  06 
1.786  75 
1.653  43 
1.241  45 
1,774  02 


$20,172  06 


TESTING  OF  ELECTRIC  METERS. 

The  testing  of  electric  meters  upon  the  request  of  customers 
or  companies,  under  authority  of  section  190  of  chapter  742  of 
the  Acts  of  1914,  has  been  continued  with  the  same  regulations 
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and  the  same  expert  assistance  as  heretofore.  The  following 
table  exhibits  a  comparison  of  the  nmnber  inspected  during  the 
years  the  law  has  been  in  force:  — 


1901, 6^ 

1902, 8 

1903, 29 

1904, 67 

1905, 50 

1906, 36 

1907, 29« 

1908, 35 

1909, 42 


1910, 33 

1911, 52 

1912, 39 

1913, 28 

1914, 30 

1915, 21 

1916, 21 

1917,  ......  17 


The  results  of  the  inspections  during  the  year  ending  Nov. 
30, 1917,  are  shown  in  the  following  table:  — 


IN- 

(Amperea). 

Ai  Onk-Fittb 
Load. 

AtOns-Haiv 
Load. 

At  Full  Load. 

SPECTION 
NUBCBER. 

Percent. 
Fast. 

Percent. 

Slow. 

Percent. 
Fast. 

Percent. 
Slow. 

Percent. 
Faat. 

Percent. 
Slow. 

643. 
548, 
660, 
664. 
641. 
646. 
647. 
649. 
640. 
642. 
653. 
651. 
667, 
644. 
646. 
666, 
666. 

6 
6 
6 
6 

10 

10 

16 

16 

26 

50 

100 

160 

300 

600 

600 

600 

600 

.2 

3.3 

-1 

1.3 

.4 

2.6 
3.3 

.4 
2.6 

.7 

Ts 

2.0 
11.4 

-4 

Is 

32.0 

10.8 
11.8 

7l 
3.2 

2.0 
1.1 

-4 

27l 

.8 
6.4 

0 

iTo 

2.0 
9.3 

.4 
.1 

25.3 

5.3 
8.0 

1.3 

27o 

l72 
2.2 

73 
.2 

l79 
6.3 

l72 
.2 

79 
7.0 
6.2 

67o 
23.0 

3.3 
6.6 

All  fees  received  during  the  year  from  applicants  for  meter 
testing,  amounting  to  $54.50,  have  been  paid  to  the  Treasurer 
of  the  Commonwealth.  The  services  and  expenses  of  the  in- 
spector for  the  year  amounted  to  $240.45,  being  $85.95  above 
the  amount  received  for  fees.  No  inspections  were  made  upon 
the  request  and  at  the  initial  expense  of  the  companies. 

1  For  six  months. 

*  To  November  90. 

*  Coneot  at  one-fifth  load. 

«  Street  light  meter,  tested  with  oustom*ry  load  and  found  to  resuter  6.2  to  alow. 

*  The  indicator  raada  correctly  within  6  per  cent,  to  little. 
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VIOLATIONS  OF  LAW, 

The  following  cases  of  violations  of  the  statute  have  occurred 
since  the  last  annual  report:  A.  W.  Barnes  Steam  Specialty 
Company,  the  Great  Barrington  Electric  Light  Company,  the 
Bridgewaters  Water  Company,  the  Edgartown  Water  Company, 
the  Holliston  Water  Company,  and  the  municipalities  of  Bel- 
mont, Chicopee,  Groton,  Holden,  Ipswich,  Littleton,  Lunen- 
biu-g,  Mansfield,  Middleborough,  Paxton  and  Princeton,  in 
neglecting  to  make  their  annual  returns  to  the  Board  within 
the  time  required  by  law;  by  the  Blackstone  Electric  Light 
Company  and  the  Plymouth  Gas  Light  Company,  in  distribut- 
ing gas  with  an  illuminating  power  of  less  than  16  standard 
English  candles;  by  the  Taunton  Gas  Light  Company,  in 
distributing  gas  containing  more  than  30  grains  of  sulphur; 
by  the  Adams  Gas  Light  Company,  the  North  Adams  Gas 
Light  Company  and  the  New  Bedford  Gas  and  Edison  Light 
Company,  in  distributing  gas  containing  sulphuretted  hydrogen. 

ACaDENTS. 

The  abstracts  of  accidents  caused  by  the  gas  or  electricity 
manufactured  or  supplied  by  companies,  persons  and  munici- 
palities engaged  in  the  manufacture  and  sale  of  gas  or  elec- 
tricity for  light  or  fuel,  whereby  employees  or  other  persons 
have  been  injured,  killed  or  rendered  insensible,  will  be  found 
in  Appendix  I.  Of  those  caused  by  gas,  289  were  fatal  and  383 
non-fatal;  118  of  the  fatal  cases  appear  to  have  been  suicides, 
and  49  of  the  non-fatal  were  apparently  due  to  suicidal  intent. 
Of  the  accidents  caused  by  electricity,  18  were  fatal  and  59 
non-fatal.  Of  the  accidents  caused  by  gas,  1  fatal  and  17  non- 
fatal were  to  employees  of  the  company.  Seven  of  the  fatal 
electric  accidents  and  32  of  the  non-fatal  cases  were  employees 
of  the  company. 

Respectfully  submitted, 

ALONZO  R.  WEED, 
MORRIS  SCHAFF, 
SOLOMON  LEWENBERG, 

Jan.  2,  1918.  Digit  Commiasianeri^^ 
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APPENDIX  A.— OFFICERS  OF  COMPANIES. 


In  accordance  with  the  provisions  of  section  140  of  chapter 
742  of  the  Acts  of  1914,  the  Board  herewith  presents  the  names 
and  addresses  of  the  principal  officers  and  directors  of  the 
companies  which  are  engaged  in  the  manufacture  and  sale  of 
gas  or  electricity  for  light  or  heat  from  the  returns  made  as  of 
June  30, 1917:  — 

THE  ELECTRIC  LIGHT  AND  POWER  COMPANY  OF  ABINGTON  AND 

ROCKLAND. 

Pbincipal  Officebs. 
PrenderUt  A.  Stuart  Pratt,  West  Newton,  Mass.    Vice-PreMentt  Frederick  8. 
Pratt,  Weet  Newton,  Mass.    Treasurer,  Henry  B.  Sawyer,  Boston,  Mass.    A«- 
eietarU  Treasurer,  J.  T.  G.  Nichols,  Cambridge,  Mass.    Clerk,  William  T.  Craw- 
ford, Dedham,  Mass.    Superintendent,  F.  N.  Sanderson,  North  Abington,  Mass. 

DlRECrOBS. 

Henry  O.  Bradlee,  Brookline,  Mass.  John  W.  Hallowell,  Milton,  Mass.  Lot 
Phillips,  Weet  Hanover,  Mass.  A.  Stuart  Pratt,  West  Newton,  Mass.  Frederick 
8.  Pratt,  West  Newton,  Mass.  Dwight  P.  Robinson,  Newton,  Mass.  James 
W.  Spence,  Rockland,  Mass. 


ADAMS  GAS  LIGHT  COMPANY. 

PBTKOn>AL  OmCEBS. 

President,  Arthur  E.  Childs,  Harrisville,  N.  H.    Treasurer  and  Clerk,  Geoi^e 
F.  Howland,  Auburndale,  Mass. 

DiBBCTORS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Auburndale,  Mass. 
Jsmes  F.  Bacon,  Boston,  Mass. 


AGAWAM  ELECTRIC  COMPANY. 

Pbingipal  Officebs. 
President,  Philip  Cabot,  Boston,  Mass.     Vice-President,  Joseph  W.  Stevens, 
Greenfield,   Mass.     Treasurer  and  Clerk,  Fred  C.  Abercrombie,  Turners  Falls, 
Mass. 

DiBSCTOBS. 

Philip  Cabot,  Boston,  Mass.  Joseph  W.  Stevens,  Greenfield,  Mass.  Fred  T. 
Ley,  Springfield,  Mass.  W.  Rodman  Peabody,  Milton,  Mass.  Fred  C,  Aber- 
crombie, Turners  Falls,  Mass. 


Digitized  by 


Google 


4c  a  GAS  AND  ELECTRIC  LIGHT.  [Jan. 


AMERICAN  WOOLEN  COMPANY. 

Principal  Officers. 
President,  William  M.  Wood,  Andover,  Mass.  First  Vice-President^  Fredericjc 
Ayer,  Beverly,  Mass.  Second  Vice-Preaident,  Andrew  G.  Pierce  Jr.,  New  Bedford, 
Mass.  Third  Vice-President,  Parry  C.  Wiggin,  Brookline,  Mass.  Treasurer  and 
Clerk,  William  H.  Dweliy,  Brookline,  Mass.  First  Assistant  Treasurer,  Willard 
A.  Currier,  Arlington,  Mass.  Second  Assistant  Treasurer,  Arthur  P.  Potisland, 
Salem,  Mass.     Third  Assistant  Treasurer,  James  G.  Hill,  Atlantic,  Mass. 

DiBSCTOBS. 

William  M.  Wood,  Andover,  Mass.  Frederick  Ayer,  Beverly,  Mass.  Andrew 
G.Pierce,  Jr.,  New  Bedford,  Mass.  George  L.  Shepley,  Providenoe,  R.  I.  Wheatoo 
Kittredge,  Brookline,  Mass.  William  H.  Dweliy,  Brookline,  Mass.  Henry  P. 
Binney,  Canton,  Mass. 


AMESBURY  ELECTRIC  LIGHT  COMPANY. 

I^BINdPAL  OfFIGEBS. 

President,  Jacob  F.  Spalding,  Salisbury,  Mass.  Vice-Presidents,  Benjamin  F. 
Sargent,  Amesbury,  Mass.,  and  Bowen  Tufts,  Hull,  Mass.  Treasurer,  Charles  R. 
Adams,  Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

DiBBCTOBS. 

Jacob  F.  Spalding,  Salisbury,  Mass.  Beujamin  F.  Sargent,  Amesbury,  Mass. 
Harland  A.  Sawyer,  Amesbury,  Mass.  Bowen  Tufts,  Hull,  Mass.  Chaunoey  D. 
Parker,  Boston,  Mass.  Edward  L.  Bennett,  Cambridge,  Mass.  Harold  B.  La- 
mont.  West  Medford,  Mass.  Edward  C.  Mason,  Winchester,  Mass.  Arthur 
H.  Wellman,  Topsfield,  Mass. 


AMESBURY  AND  SALISBURY  GAS  COMPANY. 

Principal  Officbrs. 
President,  Daniel  Cashman,  Haverhill,  Mass.    Treasurer  and  Clerk,  John  Cash- 
man,  Haverhill,  Mass. 

Directors. 
Daniel  Cashman,  Haverhill,  Mass.    John  Cashman,  Haverhill,  Mass.    George 
Perry,  Weymouth,  Mass. 


AMHERST  GAS  COMPANY. 

Principal  Officers. 
President,  Philip  Cabot,  Boston,  Mass.     Vice-President,  Joseph  W.  Stevens, 
Greenfield,    Mass.      Treasurer   and   Clerk,    F.   C.  Abercrombie,    Turners  Falls, 
Mass.    Assistant  Treasurer,  George  Stevens,  Boston,  Mass.     Oeneral  Manager, 
George  W.  Lawrence,  Greenfield,  Mass. 

Directors. 
Philip  Cabot,  Boston,  Mass.    David  Barry,  Boston,  Mass.    F.  C. 'Abercrombie, 
Turners  Falls,  Mass.    Henry  S.  Thompson,  Concord,  Mass.    Joseph  W.  Stevens, 
Greenfield,  Mass.  ^  , 
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ARLINGTON  GAS  LIGHT  COMPANY. 

PbINCIPAL  OFFIGBB0. 

Prtndmt,  Arthur  E.  Chflds,  Harrisville,  N.  H.    Treaturer  and  Clerk,  George 
F.  Howland,  Auburndale,  Mass. 

DiBscroBS. 
Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Auburndale,  Mass. 
James  F.  BacoD,  Boston,  Mass. 


ATHOL  GAS  AND  ELECTRIC  COMPANY. 

Pbikcipal  Officebs. 
Vic^PreMenJta,  EUhu  G.  Loomis,  Bedford,  Mass.,  and  Bowen  Tufts,  Hull,  Mass. 
Treawwrer,  Paul  B.  Webber,  Bedford,   Mass.    AitfUtard   Treasurer,  M.  Bernard 
Webber,  Bedford,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

DntEcroBS. 
Elihu  G.  Loomis,  Bedford,  Mass.    Paul  B.  Webber,  Bedford,  Mass.    M.  Bernard 
Webber,  Bedford,  Mass.    Alonso  P.  Weeks,  Winchester,  Mass.     Bowen  Tufts, 
Hull,  Mass.    Edward  C.  Mason,  Winchester,  Mass. 


ATTLEBORO  GAS  LIGHT  COMPANY  CORPORATION. 

PniKciPAL  Officbbs. 
PreeiderU,  William  C.  Davenport,  Taunton,  Mass.    Treaaurer,  Walter  T.  Soper, 
Taunton,  Mass.    CZsrA;,  William  J.  Luther,  Attleboro,  Mass. 

DiRBcrroBS. 
William  C.  Davenport,  Taunton,  Mass.     Walter  T.  Soper,  Taunton,  Mass. 
Charles  W.  Davol,  Taunton,  Mass.    Henry  F.  Bassett,  Taunton,  Mass.    Frank 
L.  Tinkham,  Taunton,  Mass.    Everett  S.  Capron,  Attleboro,  Mass.    James  E. 
Blake,  Attleboro,  Mass. 


ATTLEBORO  STEAM  AND  ELECTRIC  COMPANY. 

Pbingipal  Officbbs. 
PreeiderU,  Thomas  C.  Fales,  Egypt,  Mass.     Vice-PreeiderU,  Nathan  C.  Harrison, 
Newton  Mass.     Treaeurer  and  Clerk,  Vincent  Goldthwaite,  Wellesley,  Mass. 

DiBBCTOBB. 

Thomas  C.  Fales,  Egypt,  Mass.  Vincent  Goldthwaite,  Wellesley,  Mass. 
Nathan  C.  Harrison,  Newton,  Mass.  Thomas  K.  Snyder,  Cambridge,  Mass. 
Nelson  C.  Fales,  Egypt,  Mass.  Digitized  by  GoOglc 
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AYER  ELECTRIC  LIGHT  COMPANY. 

Pbinoipal  Ofiiobbs. 
PretiderU,  Arthur  E.  Childs,  Harrisville,  N.  H.    Tretuurer  and  Clerk,  George 
F.  Howland,  Aubumdale,  Mass.        • 

D1BBOTOB8. 
Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Baoon,  Boston,  Mass. 


A.  W.  BARNES  STEAM  SPECIALTY  COMPANY. 

(Boston.) 

Pbincipal  OmCBBB.  I 

Prendmt,  Albert  W.  Barnes,  Everett,  Mass.    Treasurer,  John  L.  Collins,  Dorches- 
ter, Mass.    Clerk,  Horace  E.  Whitten,  West  Somerville,  Mass. 

D1RBCTOB8. 
Albert  W.  Barnes,  Everett,  Mass.    John  L.  Collins,  Dorchester,  Mass.    Horace 
E.  Whitten,  West  Somerville,  Mass. 


BEVERLY  GAS  AND  ELECTRIC  COMPANY. 

Principal  Officsbs. 
Treasurer  and  Clerk,  Andrew  W.  Rogers,  Beverly,  Mass. 

Directors. 
Sidney  W.  Winslow,  Jr.,  Orleans,  Mass.    Edward  H.  Winslow,  Beverly,  Mass. 
Herbert   F.   Winslow,    Beverly,    Mass.    Andrew    W,    Rogers,    Beverly,    Mass. 
Charles  R.  Prichard,  Beverly,  Mass.    Chauncey  W.  Waldron,  Brookline,  Mass. 


THE  BLACKSTONE  ELECTRIC  LIGHT  COMPANY. 

Principal  Oiticbbs. 
President,  Eugene  P.  Rowell,  Plymouth,  Mass.    Vice-Presidents,  Chauncey  D. 
Parker,  Boston,  Mass.,  'and  Bowen  Tufts,  Hull,  Mass.     Treasurer,  Charles  R. 
Adams,  Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

DiRRGTORS. 

Eugene  P.  Rowell,  Plymouth,  Mass.  Chauncey  D.  Parker,  Boston,  Mass. 
Bowen  Tufts,  Hull,  Mass.  Merton  E.  Crush,  Winchester,  Mass.  Edward  L. 
Bennett,  Cambridge,  Mass. 
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BLOCK  PLANT  ELECTRIC  LIGHT  COMPANY. 
(Boston.) 

PBINGZPAL  OVTZGBBfl. 

PreaiderU,  Sanford  E.  Boyden,  Boston,  Maas.     Tnoiurer  and  Clerk,  Chariee 
H.  AdanuB,  Melrose,  Mass. 

DZBBOTOBS. 

Sanford  £.  Boyden,  Boston,  Mass.    Charles  H.  Adams,  Melrose,  Mass.    Henry 
Parkman,  Boston,  Mass. 


BOSTON  CONSOLIDATED  GAS  COMPANY. 

Pbinoipal  Officbbs. 
PreMerU,  James  L.  Richards,  Newtonville,  Mass.  Firtt  VicB-PrenderU,  William 
A.  Wood,  Boston,  Mass.  Seetmd  Viea-Prendent,  E.  N.  Wrichtinston,  Brookline, 
Mass.  Treaaurer,  Robert  Grant,  Needham,  Mass.  Aasiatant  Treciaurer,  Henry  C. 
French,  West  Newton,  Mass.  Clerk,  Arthur  S.  Biill,  Boston,  Mass.  Secretary, 
Henry  S.  Lyons,  Brookline,  Mass. 

DlBXCTOBS. 

Charles  F.  Adams,  2d,  Boston,  Mass.  W.  C.  Baylies,  Boston,  Mass.  Samuel 
Carr,  Boston,  Mass.  F.  M.  Goodwin,  Brookline,  Mass.  Neal  Rantoul,  Boston, 
Mass.  James  L.  Richards,  Newtonville,  Mass.  Joseph  B.  Russell,  Cambridge, 
Mass.  Charles  G.  Smith,  Brookline,  Mass.  Frederic  E.  Snow,  Boston,  Mass. 
Wm.  S.  Spaulding.  Boston,  Mass.  E.  S.  Webster,  Boston,  Mass.  C.  Minot 
Weld,  Readville,  Mass.    Robert  Winsor,  Weston,  Mass. 


BROCKTON  GAS  LIGHT  COMPANY. 

PfilNCIPAL  OmCEBS. 

President,  Marcus  Beebe,  Boston,  Mass.  Vice-Preeidenl,  John  S.  Bartlett,  Boston, 
Mass.  Treaeurer,  Micajah  P.  Clough,  Boston,  Mass.  Clerk,  C.  S.  Purinton, 
Boston,  Mass. 

DiBECTOBS. 

M.  P.  Clough,  Boston,  Mass.  John  S.  Bartlett,  Boston,  Mass.  C.  S.  Purinton, 
Boston,  Mass.  Marcus  Beebe,  Boston,  Mass.  H.  K.  Morrison,  Lynn,  Mass. 
Benj.  N.  Johnson,  Boston,  Mass.    R.  C.  Morse,  Boston,  Mass. 


BUZZARDS  BAY  ELECTRIC  COMPANY. 

Pbincipal  Officbbs. 
President,  Asa  L.  Pattee,  Falmouth,  Mass.    Viee-PreeiderU,  Daniel  D.  Phillips, 
Falmouth,  Mass.    Treasurer,  Henry  H.  Taylor,  Falmouth,  Mass.     Clerk,  Charles  H . 
Carpenter,   Tisbury,   Mass.    Assistant  Treasurer,  Thomas  F.  Mur^y,  Newton, 
Mass. 

DiBBCTOBS. 

Charles   H.   Carpenter,  Tisbury,    Mass.    Arthur  E.   Dyer,   Hyannis,    Mass. 
Albert  R.  Eldredge,  Bourne,  Mass.    Joshua  A.  Nickersor,  Chatham,  Mass.    Asa 
*  L.  Pattee,  Falmouth,  Mass.    Daniel  D.  Phillips,  Falmouth,  Mass.    Henry  H. 
Taylor,  Falmouth,  Mass.  ^-^  , 
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CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 

Pbincipal  Offigebs. 
President^   J.   Henry    Rufisell,    Cambridge,    Mass.     Vice^PrtBiderUt   Gustavus 
Goepper,  Cambridge,  Mass.    Treanirer  and  Clerk,  Welles  E.  Holmes,  Newton, 
Mass. 

DnuBoroBS. 

J.  Henry  Russell,  Cambridge,  Mass.  Gustavus  Goepper,  Cambridge,  Mass. 
John  H.  Corcoran,  Cambridge,  Mass.  Alfred  Bowditch,  Boston,  Mass.  William 
Blodget,  Chestnut  Hill,  Mass.    William  Minot,  Boston,  Mass. 


CAMBRIDGE  GAS  LIGHT  COMPANY. 

Principal  OmcBBS. 
PrenderU,  Albert  M.  Barnes,  Cambridge,  Mass.      Treasurer,  Vinton  W.  Mason, 
Cambridge,  Mass.    Clerk,  Karl  8.  Barnes,  Cambridge,  Mass. 

DntBOTOBS. 

Daniel  G.  Tyler,  Lexington,  Mass.  Stanley  B.  Hildreth,  Harvard,  Mass.  George 
A.  Sawyer,  Cambridge,  Mass.  Arthur  C.  Whitney,  Lexington,  Mass.  Edward 
W.  Hutchins,  Boston,  Mass.  George  S.  Wright,  Watertown,  Mass.  Albert  M. 
Barnes,  Cambridge,  Mass. 


CENTRAL  MASSACHUSETTS  ELECTRIC  COMPANY. 

Pbinoipal  Offigebs. 
Preeident,  Eugene  P.  Rowell,  Pljrmouth,  Mass.    Vtee-Presidents,  Bowen  Tufts, 
Hull,  Mass.,  and  Chaunoey  D.  Parker,  Boston,  Mass.     Treasurer,  Charles  R. 
Adams,  Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester.  Mass. 

DiBBCTOBS. 

Eugene  P.  Rowell,  Plymouth,  Mass.  Paul  B.  Webber,  Bedford,  Mass.  Edward 
C.  Mason,  Winchester,  Mass.  Bowen  Tufts,  Hull,  Mass.  Chaunoey  D.  Parker, 
Boston,  Mass.  Fred.  T.  Ley,  Springfield,  Mass.  Merton  E.  Crush,  Winchester, 
Mass.    Henry  I.  Harriman,  Newton,  Mass.    Malcolm  G.  Chaoe,  Providence,  R.  I. 


CENTRAL   MASSACHUSETTS   POWER   COMPANY. 

(An  unincorporated  voluntary  association.) 

Pbikcipal  Officbbb. 
PresiderU,  Eugene  P.  Rowell,  Plsnnouth,  Mass.    Treasurer,  Charles  R.  Adams, 
Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

Tbustbes. 
Eugene  P.  Rowell,  Plymouth,  Mass.     Fred  T.  Ley,  Springfield,  Mass.    Bowen 
Tufts,  Hull,  Mass.    Chauncey  D.  Parker,  Boston,  Mass.    Paul  B.  Webber,  Bed- 
ford, Mass.    Merton  E.  Crush,  West  Medford,  Mass.    Edward  C.  Mason,  Win- 
chester, Mass. 
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CHARLEMONT  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

PBZNCIPAL  OrFICERS. 

Presid&nt  and  Vice-President,  George  H.  Turner,  Charlemont,  Mass.    Treasurer 
and  Clerk,  William  T.  Turner,  Charlemont,  Mass. 

DntEOTOBS. 

'  George  H.  Turner,  Charlemont,  Mass.    William  T.  Turner,  CharlemoDt,  Mass. 
Walter  W.  Clark,  Charlemont,  Mass. 


CHARLESTOWN  GAS  AND  ELECTRIC  COMPANY. 

Principal  Officers. 
President,  Frank  J.  Bartlett,  Maiden,  Mass.    Vice-President,  James  M.  Hunne- 
well,  Boston,  Mass.    Treasurer  and  Clerk,  Samuel  J.  Fowler,  Cambridge,  Mass. 

Directors. 
Frank  J.  Bartlett,  Maiden,  Mass.    James  M.  Hunnewell,  Boston,  Mass.    Frank 
D.  Brown,  Lexington,  Mass.    Frank  M.  Sawtell,  Maiden,  Mass.    James  W.  Austin, 
Dover,  Mass.    George  O.  G.  Coale,  Boston,  Mass.    F.  Foster  Sherburne,  Lexing- 
ton, Mass. 


CHESTER  ELECTRIC  LIGHT  COMPANY. 

Principal  Officers. 
President,  Clara  M.  Gardner,  Chester,  Mass.    Vice-President,  Frank  E.  Bidwell, 
Springfield,  Mass.    Treasurer  and  Clerk,  E.  LeRoy  Gardner,  Chester,  Mass. 

Directors. 
Clara  M.  Gardner,  Chester,  Mass.    Frank  E.  Bidwell,  Springfield,  Mass.    E. 
LeRoy  Gardner,  Chester,  Mass. 


CHICOPEE  GAS  LIGHT  COMPANY. 

Principal  Officers. 
President,  Charles  H.  Tenney,  Hartford,  Conn.  First  Vice-President,  Albert  B. 
Tenney,  Lexington,  Mass.  Second  Vice-President,  D.  Edgar  Manson,  Brookline, 
Mass.  Treasurer,  Elihu  A.  Bradley,  Boston,  Mass.  Assistant  Treasurer,  Wallace 
H.  Bradley,  Springfield,  Mass.  Clerk,  Horace  P.  Wood,  Boston,  Mass.  Auditor, 
Herbert  A.  Gidney,  Boston,  Mass. 

Directors. 

Charles  H.  Tenney,  Hartford,  Conn.    Albert  B.  Tenney,  Lexington,  Mass.    D. 

Edgar  Manson,  Brookline,  Mass.    Horace  P.  Wood,  Boston,  Mass.    Edward  M. 

Bradley,  New  Haven,  Conn.  t^r^^r^]^ 
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CITIZENS'  GAS.  ELECTRIC  AND  POWER  COMPANY  OF  NANTUCKET. 

Pbzngzpal  Ofiigexs. 
PreaiderU,  John  8.  Qrouard,  Nantacket,  Maas.    Treasurer  and  CUrk,  Albert  G. 
Brook,  Nantucket,  Mass. 

DntxcTOBs. 
John  8.  Grouard,  Nantucket,  Mass.  Albert  G.  Brook,  Nantucket,  Mass.  George 
C.  Rule,  Nantucket,  Mass.  Roland  B.  Hussey,  Nantucket,  Mass.  Harry  B. 
Turner,  Nantucket,  Mass.  John  C.  Ring,  Nantucket,  Mass.  William  C.  Brock, 
Nantucket,  Mass.  Charles  R.  Prichard,  Beverly,  Mass.  Franklin  E.  Smith, 
Newton,  Mass. 


CITIZENS'  GAS  LIGHT  COMPANY  OF  QUINCY. 

PnmciPAL  Officxbb. 
PreMemt,  James  L.  Richards,  Newtonville,  Mass.    Vice-Prevideni^  Robert  Grant, 
Needham,  Mass.    Treasurer ,  Henry  C.  French,  West  Newton,  Mass.    Clerk,  Arthur 
8.  Bull,  Boston,  Mass. 

DiBBCTOBS. 

James  L.  Richards,  Newtonville,  Mass.  Henry  C.  French,  West  Newton,  Mass. 
E.  M.  Richards,  West  Newton,  Mass.  Clarence  E.  Burgin,  Quincy,  Mass.  R.  E. 
Foy,  Quincy,  Mass.  Robert  Grant,  Needham,  Mass.  Wm.  B.  Nichols,  Quincy, 
Mass. 


CLINTON  GAS  LIGHT  COMPANY. 

Pbincipal  Officers. 
President,  Arthur  E.  Childs,  Harrisville,  N.  H.    Treasurer  and  CXerk,  George  F. 
Howland,  Aubumdale,  Mass. 

DiBBCTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


DEDHAM  AND  HYDE  PARK  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Principal  Officers. 
President,     Maurice  J.   Curran,   Andover,  Mass.     Vice-President,  Charles  R. 
Adams,  Brookline,  Mass.     Treasurer  and  Clerk,  Vincent  Goldthwaite,  Wellesley, 
Mass. 

Directors. 
Maurice  J.   Curran,  Andover,   Mass.     Charles  R.  Adams,  Brookline,  Mass. 
Frank  J.  Fahey,  Boston,  Mass.    Vincent  Goldthwaite,  Wellesley,  Mass.    Joseph 
F.  Curran,  Brookline,  Mass. 
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EAST  BOSTON  GAS  COMPANY. 

Pbincipal  Office  Its. 
Prendentf  James  L.  Richards,    NewtonviUe,    Mass.     Viee-Preaident,   Robert 
Grant,    Needham,  Mass.    Treasurer^   Henry  C.   French,   West  Newton,  Mass. 
AaHstant  Treasurer,  Charles  A.  Alden,  Arlington,  Mass.    Clerks  Arthur  S.  Bull, 
Boston,  Mass. 

DlRECrOBS. 

James  L.  Richards,  Newtonville,  Mass.  Nathaniel  W.  Gifford,  East  Boston, 
Mass.  W.  H.  Allen,  Newtonville,  Mass.  Thomas  Hunt,  Boston,  Mass.  Edward 
Page,  Newtonville,  Mass.  Robert  Grant,  Needham,  Mass.  Edwin  M.  Richards, 
West  Newton,  Mass. 


EASTERN   MASSACHUSETTS  ELECTRIC  COMPANY. 

PlUKGZPAL  OfFICXBS. 

Preaideni,  Albert  B.  Tenney,  Lexington,  Mass.  First  Vice-PreMerU,  D.  Edgar 
Manson,  Brookline,  Mass.  Second  Vice-President,  Howard  T.  Sands,  Melrose, 
Mass.  Treasttrer,  Elihu  A.  Bradley,  Boston,  Mass.  Assistant  Treasurer  and 
Auditor,  Herbert  A.  Gidney,  Boston,  Mass.  Clerk,  Horace  P.  Wood,  Boston, 
Mass.    Chairman  cf  Board  of  Directors,  Charles  H.  Tenney,  Hartford,  Conn. 

DiREGTOBS. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass.  D. 
Edgar  Manson,  Brookline,  Mass.  Howard  T.  Sands,  Melrose,  Mass.  Frank  C. 
Sargent,  Maiden,  Mass. 


EASTHAMPTON  GAS  COMPANY. 

Principal  Officers. 
President,  Philip  Cabot,  Boston,  Mass.     Vice-President,  Joseph  W.  Stevens, 
Greenfield,   Mass.     Treasurer  and  Clerk,  Fred  C.  Abercrombie,  Turners  Falls, 
Mass.    AssistarU  Treasurer,  John  N.  Lyman,  Easthampton,  Mass. 

Directors. 
Philip  Cabot,  Boston,  Mass.  Henry  S.  Thompson,  Concord,  Mass.  Charles  W. 
Haselton,  Turners  Falls,  Mass.  Fred  C.  Abercrombie,  Turners  Falls,  Mass. 
Joseph  W.  Stevens,  Greenfield,  Mass.  Horace  L.  Clark,  Easthampton,  Mass. 
Charles  H.  Johnson,  Easthampton,  Mass.  John  N.  Lyman,  Easthampton,  Mass. 
Frank  E.  Lyman,  Easthampton,  Mass. 


THE   EDISON   ELECTRIC    ILLUMINATING    COMPANY   OF   BOSTON. 

Principal  Officers. 
President,  Charles  L.  Edgar,  Brookline,  Mass.    Vice-President,  Walter  C.  Bay- 
lies, Taunton,  Mass.    Treasurer,  Thomas  K.  Cummins,  Milton,  Mass.    Clerk,  J. 
Otis  Wardwell,  Haverhill,  Mass. 
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DiBECTORS. 

Charles  F.  Adams,  2d,  Concord,  Mass.  Oliver  Ames,  North  Easton,  Mass. 
Walter  C.  Baylies,  Taunton,  Mass.  Everett  W.  Burdett,  Boston,  Mass.  I.  Tucker 
Burr,  Milton,  Mass.  Thomas  K.  Cummins,  Milton,  Mass.  Charles  L.  Edgar, 
Brookline,  Mass.  Robert  F.  Herrick,  Milton,  Mass.  George  R.  Jewett,  Salem, 
Mass.  Robert  Saltonstall,  Readville,  Mass.  Eugene  V.  R.  Thayer,  Lancaster, 
Mass.    C.  Minot  Weld,  Milton,  Mass. 


EDISON    ELECTRIC    ILLUMINATING    COMPANY    OF    BROCKTON. 

Principal  Officebs. 
President,  Frederick  B.  Howard,  Brockton,  Mass.     Viee-Prendentt  A.  Stuart 
Pratt,  West  Newton,  Mass.     Treasurer ,  Henry  B.  Sawyer,  Boston,  Mass.    Aesiet" 
ant  Treasurer,  J.  T.  G.  Nichols,  Cambridge,  Mass.    Clsrk,  William  T.  Crawford, 
Dedham,  Mass.    Manager,  A.  F.  Nelson,  Brockton,  Mass. 

DntECTOBS. 

Henry  G.  Bradlee,  Brookline,  Mass.  Frederick  B.  Howard,  Brockton,  Mass. 
Frederick  S.  Pratt,  West  Newton,  Mass.  Charles  S.  Purinton,  Plymouth,  Mass. 
Russell  Robb,  Concord,  Mass. 


FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 

Principal  Officbrs. 
President,  Albert  F.  Dow,  Fall  River,  Mass.    Vice-President,  Philip  Cabot,  Bos- 
ton, Mass.    Treasurer  and  Clerk,  Owen  Durfee,  Fall  River,  Mass. 

Directors. 
George  A.  Ballard,  Fall  River,  Mass.  Jerome  C.  Borden,  Fall  River,  Mass. 
Spencer  Borden,  Jr.,  Fall  River,  Mass.  Wm.  L.  S.  Brajrton,  Fall  River,  Mass. 
Philip  Cabot,  Boston,  Mass.  Frederick  O.  Dodge,  Fall  River,  Mass.  Albert  F. 
Dow,  Fall  River,  Mass.  Robert  S.  Goff,  Fall  River,  Mass.  Robert  S.  Hale,  Boston, 
Mass.    Oliver  S.  Howes,  Fall  River,  Mass.    James  E.  Osborn,  Fall  River,  Mass. 


FALL  RIVER  GAS  WORKS  COMPANY. 

Principal  Officers. 
President,  Frederick  P.  Royoe,  Dedham,  Mass.  Vice-Presidents,-  Guy  L.  Wey- 
mouth, Belmont,  Mass.,  and  Jason  C.  Leighton,  Somerville,  Mass.  Treasurer, 
Henry  B.  Sawyer,  Boston,  Mass.  Assistant  Treasurers,  J.  T.  G.  Nichols,  Cam- 
bridge, Mass.,  and  Sidney  E.  Baker,  Fall  River,  Mass.  Clerk,  William  T.  Craw- 
ford, Dedham,  Mass.   Manager,  Joseph  E.  Nute,  Fall  River,  Mass.   ■ 

Directors. 
Philip  Dexter,  Boston,  Mass.    Alfred  D.  Foster,  Milton,  Mass.    George  C.  Lee, 
Westwood,  Mass.    Russell  Robb,  Concord,  Mass.    Frederick  P.  Royce,  Dedham, 
Mass.     Philip  Stockton,  Manchester,  Mass.     Charles  A.  Stone,  Boston,  Mass. 
Edward  R.  Utley,  Cambridge,  Mass. 


Edwin  S.  Webster,  Newton,  MasiT^^^T^ 
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FITCHBURG  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Pbikoipal  Officers. 
PrtMerU,  Charles  H.  Tenney,  Hartford,  Conn.      Vxce-PreeiderU,   D.  Edgar 
Manson,  Brookline,  Mass.     Treasurer^  Elihu  A.  Bradley.  Boston,  Mass.     Assist- 
ant Treasurer  and  Auditor,  Herbert  A.  Gidney,  Boston,  Mass.     Clerk,  Horace  P. 
Wood,  Boston,  Mass. 

DiBZGTOHS. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass.  D. 
Edgar  Manson,  Brookline,  Mass.  Samuel  A.  York,  New  Haven,  Conn.  Herbert 
C.  Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Her- 
bert I.  Wallace,  Fitchburg,  Mass.  Charles  E.  Ware,  Fitchburg,  Mass.  Bernon 
E.  Helme,  Kingston,  R.  I.  Horace  P.  Wood,  Boston,  Mass.  Forrest  S.  Smith, 
Boston,  Mass. 


FRAMINGHAM  GAS,  FUEL  AND  POWER  COMPANY. 

PSINCIPAL  OfFXGEBS. 

President,  Maurice  J.  Cuiran,  Andover,  Mass.     Vice-President,  Joseph  F.  Curran, 
Brookline,  Mass.    Treasurer  and  CUrk,  Vincent  Goldthwaite,  Wellesley,  Mass. 

DiBEGTOBS. 

Maurice  J.  Curran,  Andover,  Mass.     Joseph   F.    Curran,   Brookline,    Mass. 
Vincent  Goldthwaite,  Wellesley,  Mass. 


FRANKLIN  COUNTY  POWER  COMPANY. 

(An  unincorporated  voluntary  association.) 

Principal  Officbbs. 
President,  Chauncey  D.  Parker,  Boston,  Mass.     Vice-President,  Bowen  Tufts, 
Hull,  Mass.    Treasurer,  Paul  B.  Webber,  Bedford,  Mass.    Clerk,  Edward  C.  Mason, 
Winchester,  Mass. 

Tbubtees. 
Chauncey  D.  Parker,  Boston,  Mass.    BoweH  Tufts,  Hull,  Mass.    Edward  C. 
Mason,  Winchester,  Mass.   Paul  B.  Webber,  Bedford,  Mass.    M.  Bernard  Webber, 
Bedford,  Mass.    Chandler  M.  Wood,  Winchester,  Mass. 


FRANKLIN  ELECTRIC  LIGHT  COMPANY. 

Pbincipal  Officebs. 
President,  J.  F.  Bartlett,  Turners  Falls,  Mass.    Treasurer  and  Clerk,  Fred  C. 
Abercrombie,  Turners  Falls,  Mass. 

DiRECTOBS. 

J.  F.  Bartlett,  Turners  Falls,  Mass.  Fred  C.  Abercrombie,  Turners  Falls, 
Mass.  C.  W.  Haselton,  Turners  Falls,  Mass.  Charles  W.  Schuler,  Turners  Falls, 
Mass.  Marshall  H.  Mahoney,  Turners  Falls,  Mass.  Lester  E.  Flint,  Boston, 
Mass.  ^  T 
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GARDNER  ELECTRIC  LIGHT  COMPANY. 

Pbikcipal  OincExs. 
PreMeni,  Thatcher  B.  Dunn,  Gardner,  Mass.     Viee-PrendmU,  Maleohn  G. 
Chaoe,  Providence,  R.  I;     Treasurer,   FranoiB   8.  Whittemore,  Gardner,  Maas. 
Clerk,  Richard  Y.  Pitigerald,  Boston,  Maas. 

DntseroBS. 
Thatcher  B.  Dunn.  Gardner,  Mass.     Malcolm  G.  Chace,  Providence,  R.  I. 
Francis  8.  Whittemore,   Gardner,   Mass.    Henry  I.  Harriman,  Newton,  Mass. 
Philip  Young,  Boston,  Mass. 


GARDNER  GA8,  FUEL  AND  LIGHT  COMPANY. 

Pbincxpal  Officebs. 
PresiderU,  John  A.  Dunn,  Gardner,  Mass.    Vice-PresiderU,  Bowen  Tufts,  Hull, 
Mass.    Treasurer,  James  A.  Stiles,  Gardner,  Mass.    Assistant  Treasurer,  Charles 
R.  Adams,  Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

DiBBCTOBS. 

John  A.  Dunn,  Gardner,  Mass.  Paul  B.  Webber,  Bedford,  Mass.  Harold 
B.  Lament,  West  Medford,  Mass.  Louis  A.  Greenwood,  Gardner,  Mass.  James 
A.  Stiles,  Gardner,  Mass.  Edward  L.  Bennett,  Cambridge,  Mass.  Bowen  Tufts, 
Hull,  Mass.  Frank  J.  Pierce,  Gardner,  Mass.  Chauncey  D.  Parker,  Boston, 
Mass.    George  A.  Dunn,  Gardner,  Mass.    Edward  C.  Mason,  Winchester,  Mass. 


GLOUCESTER  ELECTRIC  COMPANY. 

Pbincipal  OmcBBS. 
President,  William  H.  Jordan,  Gloucester,  Mass.     Vice-President,  Fred  A.  Barker, 
Gloucester,  Mass.    Treasurer  and  Clerk,  Robert  C.  Morse,  Boston,  Mass.    Supers 
intendent,  E.  L.  Munger,  Gloucester,  Mass. 

DnuDoroBS. 
William  H.  Jordan,  Gloucester,  Mass.     Fred  A.  Barker,  Gloucester,  Mass. 
Robert  C.  Morse,  Boston,  Mass.    Micajah  P.  Clough,  Lynn,  Mass.   Joseph  O. 
Proctor,  Jr.,  Boston,  Mass. '  Charles  R.  Prichard,  Beverly,  Mass. 


GLOUCESTER  GAS  LIGHT  COMPANY. 

Pbincipal  Officebb. 
President,  Arthur  E.  Childs,  Harrisville,  N.  H.     Treasurer  and  Clerk,  George 
F.  Howland,  Aubumdale,  Mass. 

DiBBCTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bacon,  Boston,  Mass.  ^  j 
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GREAT  BAERINOTON  ELECTRIC  LIGHT  COMPANY. 

Pbincipal  Officbbs. 
President,  Eugene  P.  Rowell,  Plsrmouth,  Mass.    Vice-PreMenU,  Frank  Curtis, 
Sheffield,  Mass.,  and  Bowen  Tufts,  Hull,  Mass.     Treasurer,  Charles  R.  Adams, 
Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

DiBBCTOBS. 

Frank  Curtis,  Sheffield,  Mass.  Frank  H.  Wright,  Great  Barrington,  Mass.  Roy 
A.  Curtis,  Sheffield,  Mass.  Eugene  P.  Rowell,  Plymouth,  Mass.  Chauncey  D. 
Parker,  Boston,  Mass.  Bowen  Tufts,  Hull,  Mass.  Edward  C.  Mason,  Winchester, 
Mass. 


GREENFIELD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Prikcipal  Offzcebs. 
President,  Joseph  W.  Stevens,  Greenfield,  Mass.    Vice-President,  Philip  Cabot, 
Boston,  Mass.    Treasurer  and  General  Manager,  George  W.  Lawrence,  Greenfield, 
Mass.     Assistant  Treasurer,  L.  E.  Hewitt,  Greenfield,  Mass.     Clerk,  F.  Leslie 
Foss,  Greenfield,  Mass.    Assistant  Manager,  H.  S.  Riddell,  Greenfield,  Mass. 

DlBBCTOBS. 

Joseph  W.  Stevens,  Greenfield,  Mass.  Charles  C.  Dyer,  Greenfield,  Mass. 
Eugene  B.  Blake,  Greenfield,  Mass.  William  B.  Allen,  Greenfield,  Mass.  George 
W.  Lawrence,  Greenfield,  Mass.  Philip  Cabot,  Boston,  Mass.  Winthrop  Coffin, 
Brookline,  Mass. 


GREENFIELD  GAS  LIGHT  COMPANY. 

Pbinozpal  Ofitcbbs. 
President,  Wallace  L.  Mason,  Keene,  N.  H.    Treasurer,  Philip  H.  Faulkner. 
Eeene,  N.  H.    Assistant  Treasurer,  Edward  L.  Gay,  Keene,  N.  H.    Clerk,  Charles 
N.  Stoddard,  Greenfield,  Mass.    Manager,  F.  C.  Butler,  Greenfield,  Mass. 

DiHECTOBS. 

Wallace  L.  Mason,  Keene,  N.  H.  O.  E.  Cain,  Keene,  N.  H.  Philip  H. 
Faulkner,  Keene,  N.  H.  Charles  N.  Stoddard,  Greenfield,  Mass.  R.  K.  Stafford, 
Springfield,  Mass. 


HARVARD  GAS  AND  ELECTRIC  COMPANY. 

Principal  Officebs. 
President,  Arthur  E.  Childs,  Harrisville,  N.  H.     Treasurer  and  Clerk,  George 
F.  Howland,  Aubumdale,  Mass. 

DlBECrOBB. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bacon,  Boston,  Mass.  ^.^.^.^^^  ^^  GoOglc 
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HAVERHILL  ELECTRIC  COMPANY. 

Pbutcipal  Officebs. 
President,  Charles  H.  Texrney,  Hartford.  Conn.   Vu»-Pre8%dent,  Howard  T.  Sands, 
Melrose,  Mass.     Trecuurer,  Elihu  A.  Bradley.  Boston,  Mass.     AsnttarU  Treaturer 
and  Auditor,  Herbert  A.  Gidney,  Boston,  Mass.    Clerk,  Horace  P.  Wood,  Boston, 
Mass. 

DiBECrOBS. 

Charles  H.  Tenney,  Hartford,  Conn.  Forrest  S.  Smith,  Boston,  Mass. 
Benjamin  Howe,  Boston,  Mass.  Horace  P.  Wood,  Boston,  Mass.  Herbert  C. 
Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Samuel  A. 
York,  New  Haven,  Conn.  Bemon  E.  Helme,  Kingston,  R.  I.  Howard  T. 
Sands,  Melrose,  Mass. 


HAVERHILL  GAS  LIGHT  COMPANY. 

Pbikcipal  OmcBBS. 
President,   Frederick  P.   Royce,   Dedham,    Mass.     Vice-President,  Maroy  L. 
Speny,   Milton,  Mass.     Treasurer,  Henry  B.  Sawyer,  Boston,  Mass.    Assistant 
Treasurer,  John  T.  G.  Nichols,  Cambridge,  Mass.     Clerk,  William  T.  Crawford, 
Dedham,  Mass.    Manager,  F.  M.  Roberts,  Haverhill,  Mass. 

DiRBCTOItS. 

Henry  G.  Bradlee,  Brookline,  Mass.  Wallace  B.  Donham,  Newton,  Mass. 
George  C.  Lee,  Westwood,  Mass.  Russell  Robb,  Concord,  Mass.  Frederick 
P.  Royce,  Dedham,  Mass.  Philip  Stockton,  Manchester,  Mass.  Edwin  S. 
Webster,  Newton,  Mass. 


HOLYOKE  WATER  POWER  COMPANY. 

Pbincipal  Ofucsbb. 
President,  Charles  E.  Gross,  Hartford,  Conn.    Vice-President,  L.  Clark  Seelye, 
Northampton,  Mass.     Treasurer  and  Clerk,  Wallace  E.  Sawin,  Holyoke,  Mass. 
Assistant  Treasurer,  Albert  F.  Siokman,  Holyoke,  Mass. 

DiBBCTOBS. 

Charles  E.  Gross,  Hartford,  Conn.  Francis  Goodwin,  Hartford,  Conn.  Frederick 
Harris,  Springfield,  Mass.  A.  Willard  Damon,  Springfield,  Mass.  L.  Clark  Seelye, 
Northampton,  Mass.  Edward  B.  Hatch,  Hartford,  Conn.  Charles  N.  Clark, 
Northampton,  Mass.  Edward  Milligan,  Hartford,  Conn.  Walter  L.  Goodwin, 
Hartford,  Conn. 


HUNTINGTON  ELECTRIC  LIGHT  COMPANY. 

Pbikcipal  Officebs. 
President,  Henry  E.  Stanton,  Huntington,  Mass.    Treasurer,  Eliza  A.  Stanton, 
Huntington,  Mass.    Clerk,  Luke  W.  Stanton,  Huntington,  Mass. 

DiBBCTOBS. 

Henry  E.  Stanton,  Huntington,  'Mass.    Elisa  A.  Stanton,  Huntington,  Mass. 
Emroy  E.  Stanton,  Huntington,  Mass.    Luke  W.  Stanton,  Huntington,  Mass. 
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IPSWICH  GAS  LIGHT  COMPANY. 

Pbixcipal  Otficbbs. 
President,  John  A.  Blake,  Ipswich,  Mass.     Treasurer  and  Clerk,  George  E. 
Farley,  Ipswioh,  Mass.    Manager,  Charles  W.  Brown,  Ipswich,  Mass. 

Directors. 
John  A.  Blake,  Ipswich,  Mass.     Charles  W.  Brown,  Ipswich,  Mass.     George 
E.  Farley,  Ipswich,  Mass.     Daniel  Safford,  Ipswich,  Mass.    Emeline  F.  Farley, 
Ipswich,  Mass. 


LAWRENCE  GAS  COMPANY. 

Principal  Officers. 
Presidenl,  N.  H.  Emmons,  Boston,  Mass.     Vie^President  and  Ageni,  C.  J.  R. 
Humphreys,  Lawrence,  Mass.     Treaeurer,  R.  W.  Emmons,  2d,  Boston,  Mass. 
Clerk,  H.  R.  Peverly,  Melrose,  Mass.    Aeeietant  Agent,  F.  H.  Sargent,  Lawrence, 
Mass. 

Directors. 
N.  H.  Emmons,  Boston,  Mass.    R.  W.  Emmons,  2d,  Boston,  Mass.    Frank 
Brewster,  Boston,  Mass.    Alfred  Bowditch,  Boston,  Mass.    C.  J.  R.  Humphreys, 
Lawrence,  Mass.    Walter  Coulson,  Lawrence,  Mass.    Franklin  Butler,  Lawrence, 
Mass. 


LEE  ELECTRIC  COMPANY. 

Principal  Officers.  * 

President,  Bennett  T.  Gale,  Lee,  Mass.    Treasurer  and  Clerk,  Carl  Wurtibach, 
Lee,  Mass. 

Directors. 
Bennett  T.  Gale,  Lee,  Mass.    Edward  L.  Murphy,  Pittsfield,  Mass.    James  A. 
Rice,  Lee,  Mass.    Darvil  M.  Wilcox,  Lee,  Mass.    Carl  Wurtsbaoh,  Lee,  Mass. 


LENOX  ELECTRIC  COMPANY. 

Principal  Officers. 
President,  Eugene  P.  Rowell,  Plsrmouth,  Mass.    Vice-Presidents,  M.  A.  Brown, 
Lenox,  Mass.,  and  Bowen  Tufts,  Hull,  Mass.     Treasurer,  Charles  R.  Adams, 
Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

Directors. 
Eugene  P.  Rowell,  Plymouth,  Mass.     Bowen  Tufts,  Hull,  Mass.    Chaunoey  D. 
Parker,  Boston,  Mass.    George  W.  Perry,  Weymouth,  Mass.    William  D.  Curtis, 
Lenox,  Mass.    M.  A.  Brown,  Lenox,  Mass.    I.  J.  Newton,  Lenox,  Mass.    B.  H. 
Rogers,  Lenox,  Mass.    Edward  C.  Mason,  Winchester,  Mass. 
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LEOMINSTER  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

PHDrCIPAL  OFnCEBB. 

PrMideni,  Arthur  E.  Childs,  Harrisville,  N.  H.    Treaturer  and  Clerk,  George  F. 
Howland,  Aubumdale,  Maas. 

DiBBCrORB. 

Arthur  E.  Childs,  Harriaville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
Edward  F.  Blodgett,  Leominster,  Mass.    James  F.  Bacon,  Boston,  Mass. 


LEOMINSTER  GAS  LIGHT  COMPANY. 

PHDrCIPAL  Offxcebb. 
PrenderU,  Arthur  E.  Childs,  Harrisville,  N.  H.     Treawurer  and  Clerk,  George 
F.  Howland,  Aubumdale,  Mass. 

Directors. 
Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
Edward  F.  Blodgett,  Leominster,  Mass.    James  F.  Bacon,  Boston,  Mass. 


LEXINGTON  GAS  COMPANY. 
Principal  OFncsRa. 

PreaiderU,  Arthur  E.  Childs,  Harrisville,  N.  H.     Treasurer  and  Clerk,  George 
F.  Howland,  Aubumdale,  Mass. 

Directors. 
Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


LOWELL  ELECTRIC  LIGHT  CORPORATION. 

Principax  Officers. 
Preeident,  A.  Stuart  Pratt,  West  Newton,  Mass.     Vice-PreaiderU,  J.  Andrew 
Heath,   Jr.,   Swampsoott,   Mass.     Treasurer,  Henry  B.   Sawyer,  Boston,  Mass. 
AssistarU  Treasurer,  John  T.  G.  Nichols,  Cambridge,  Mass.    Clerk,  William  T. 
Crawford,  Dedbam,  Mass.    Manager,  John  A.  Hunnewell,  Lowell,  Mass. 

Directors. 
Henry  G.  Bradlee,  Brookline,  Mass.    Stedman  Butterick,  Concord,  Mass.    Henry 
Dunlap,  Lowell,  Mass.    A.  Stuart  Pratt,  West  Newton,  Mass.    Russell  Robb, 
Concord,  Mass.    Henry  B.  Sawyer,  Boston,  Mass.    Edwin  S.  Webster,  Newton, 
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LOWELL  GAS  LIGHT  COMPANY. 

.  Pbingxpal  Officbbs. 
President,  George  8.  Motley,  Lowell,  Maas.     Treaeurer  and  Clerk,  Everett  F. 
Gray,  Lowell,  Mass. 

DiBBCTOBS. 

Edward  N.  Burke,  Lowell,  Maes.  Alexander  G.  Cumnock,  Lowell,  Mass.  Frank 
E.  Dunbar,  Lowell,  Mass.  George  8.  Motley,  Lowell,  Mass.  Clarenoe  H.  Nelson, 
Lowell,  Mass.  Edward  M.  Tuoke,  Lowell,  Mass.  Austin  K.  Chadwick,  Lowell, 
Mabs. 


LUDLOW  ELECTRIC  LIGHT  COMPANY. 

Pbingipal  Officbbs. 
President,  Philip  Cabot,  Boston,  Mass.     Vice-President,  Joseph  W.  Stevens, 
Greenfield,  Mass.     Treasurer  and  Clerk,   Fred   C.    Abercrombie,   Turners   Falls, 
Mass. 

DiBECTOBB. 

Philip  Cabot,  Boston,  Mass.    Joseph  W.  Stevens,  Greenfield,  Mass.    W.  Rod- 
man  Peabody,  Boston,  Maas.    Fred  C.  Abercrombie,  Turners  Falls,  Mass. 


LYNN  GAS  AND  ELECTRIC  COMPANY. 

Pbingipal  Officbbs. 
President,  John  8.  Bartlett,  Lynn,  Mass.    Vice-President,  Micajah  P.  Clough, 
Ljmn,  Mass.    Treasurer  and   Clerk,  Eugene  B.   Eraser,   Lynn,  Mass.    General 
Manager,  Henry  K.  Morrison,  Lynn,  Mass. 

DiBBCTOBS. 

Charles  H.  Baker,  Lynn,  Mass.  John  8.  Bartlett,  Lynn,  Mass.  Henry  N. 
Berry,  Lynn,  Mass.  M.  P.  Clough,  Lynn,  Mass.  A.  M.  Creighton,  Lynn,  Mass. 
Eugene  B.  Fraser,  Lynn,  Mass.  Benj.  N.  Johnson,  Lynn,  Mass.  A.  W.  Pinkham, 
Lynn,  Mass.    Charles  8.  Purinton,  Plymouth,  Mass. 


MALDEN  ELECTRIC  COMPANY. 

Pbikcipai.  Officbbs. 
President,  Charles  H.  Tenney,   Hartford,  Conn.     Vice-President,  Howard  T. 
Sands,  Melrose,  Mass.     Treasurer,  Elihu  A.  Bradley,  Boston,   Mass.     Assistant 
Treasurer  and   Auditor,   Herbert  A.  Gidney,  Boston,  Mass.     Clerk,  Horace  P. 
Wood,  Boston,  Mass. 

DiBBCTOBS. 

Charles  H.  Tenney,  Hartford,  Conn.  Howard  T.  Sands,  Melrose,  Mass. 
Horace  P.  Wood,  Boston,  Mass.  Samuel  A.  York,  New  Haven,  Conn.  Herbert 
C.  Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Bernon 
E.  Hehne,  Kingston.  R.  I.  Benjamin  Howe,  Boston,  Mass.  Forrest  8.  Smith, 
Boston,  Mass.  ^.^.^.^^^  ^^  GoOglc 
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MALDEN  AND  MELROSE  GAS  LIGHT  COMPANY. 

Principal  Offtcbbb. 
President,  Charles  H.  Tenney,  Hartford,  Conn.     Vxce-Prenderd,  Albert  B.  Ten- 
ney,  Lexington,  Mass.     Tretuurert  Elihu  A.  Bradley,  Boston,  Mass.     AanHant 
TrecLsurer  and   Auditor,   Herbert  A.  Gidney,  Boston,  Mass.     Clerk,  Horace  P. 
Woodj  Boston,  Mass. 

DiRBCTOBa. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass. 
Horace  P.  Wood,  Boston,  Mass.  Samuel  A.  York,  New  Haven,  Conn.  Herbert 
C.  Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn. 
Bemon  E.  Helme,  Kingston,  R.  I.  Benjamin  Howe,  Boston,  Mass.  Foirest  S. 
Smith,  Boston,  Mass. 


MANCHESTER  ELECTRIC  COMPANY. 

Principal  Officbrs. 
PrenderU,  Oliver  T.  Roberts,  Manchester,  Mass.     Vice-Preaident,  C.  F.  Ban- 
croft, Boston,  Mass.    Treasurer,  C.  R.  Rockwell,  Milton,  Mass.    Clerk,  Raymond 
C.  Allen,  Manchester,  Mass.    Manager,  T.  A.  Lees,  Manchester,  Mass. 

DiBECrORS. 

Gordon  Abbott,  Manchester,  Mass.  Charles  E.  Cotting,  Boston,  Mass.  Philip 
Dexter,  Boston,  Mass.  George  C.  Lee,  Westwood,  Mass.  Oliver  T.  Roberts, 
Manchester,  Mass. 


MARLBOROUGH  ELECTRIC  COMPANY. 

Principal  Officers. 
Vice-President,  Elihu  G.  Loomis,  Bedford,  Mass.    Treasurer,  Paul  B.  Webber, 
Bedford,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

Directors. 
Elihu  G.  Loomis,  Bedford,  Mass.    Paul  B.  Webber,  Bedford,  Mass.    Bowen 
Tufts,  Hull,  Mass.    Alonso  P.  Weeks,  Winchester,  Mass.    Louis  P.  Howe,  Mari- 
borough,  Mass.    Edward  C.  Mason,  Winchester,  Mass. 


MARLBOROUGH-HUDSON  GAS  COMPANY. 

Principal  Officers. 
Vice-Presidents,  Elihu  G.  Loomis,  Bedford,   Mass.,  and  Bowen  Tufts,  Hull, 
Mass.     Treasurer,  Paul  B.  Webber,  Bedford,   Mass.    Clerk,  Edward  C.  Mason, 
Winchester,  Mass. 

Directors. 
Elihu  G.  Loomis,  Bedford,  Mass.    Paul  B.  Webber,  Bedford,  Mass.    Alonso  P 

Weeks,  Winchester,  Mass.    Bowen  Tufts,  Hull,  Mass.  r^r^r^n]^ 
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MILPORD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Principal  Officbbs. 
PreMerU,  Arthur  E.  Childs,  Harrisville,  N.  H.    Treasurer  and  Clerk,  George  F. 
Howland,  Auburndale,  Mass. 

DiRECTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Auburndale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


MILFORD  GAS  LIGHT  COMPANY. 

PHDrciPAL  Offtcxbb. 
PrenderU,  Arthur  E.  Childs,  HarrisviUe,  N.  H.     Treasurer  and  Clerk,  George  F. 
Howland,  Auburndale,  Mass. 

DiBBCTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Auburndale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


MILL  RIVER  ELECTRIC  LIGHT  COMPANY. 

PBINdPAL  OvnCBBS. 

Preeident,  Arthur  E.  Childs,  Harrisville,  N.  H.    Treasurer  and  Clerk,  George  F. 
Howland,  Auburndale,  Mass. 

DiBECTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Auburndale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


NATICK  GAS  LIGHT  COMPANY. 

Pbincipal  Officbbs. 
Preeident,  Maurice  J.  Curran,  Andover,  Mass.    Vice-Preeident,  Joseph  F.  Curran, 
Andover,  Mass.    Treasurer  and  Clerk,  Vincent  Goldthwaite,  Wellesley,  Mass. 

DiBECTOBS. 

Maurice  J.  Curran,  Andover,  Mass.  Joseph  F.  Curran,  Andover,  Mass.  James 
R.  Nicholson,  Brookline,  Mass.  Frank  J.  Fahey,  Andover,  Mass.  Vincent  Gold- 
thwaite, Wellesley,  Mass. 


NEW  BEDFORD  GAS  AND  EDISON  LIGHT  COMPANY. 
'  Pbincipal  Officsbs. 

President,  Oliver  Prescott,  Dartmouth,  Mass.  Vice-President,  Frank  H.  Gifford, 
New  Bedford,  Mass.  Treaswer  and  Clerk,  Charles  R.  Price,  New  Bedford,  Mass. 
General  Manager,  Wm.  H.  Snow,  New  Bedford,  Mass.  /^^^^^T^ 
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DnUBCTOBS. 

Lot  B.  Bates,  New  Bedford,  Mass.  Clarence  A.  Cook,  New  Bedford,  Mass. 
Frank  H.  Gifford,  New  Bedford,  Mass.  Thomas  F.  Qlennon,  New  Bedford,  Mass. 
Henry  M.  Knowles,  New  Bedford,  Mass.  Parkman  M.  Lund,  New  Bedford, 
Mass.  John  S.  Perry,  New  Bedford,  Mass.  WiUiam  H.  Pitman,  New  Bed- 
ford, Mass.  Oliver  Prescott,  Dartmouth,  Mass.  Charles  R.  Price,  New  Bedford, 
Mass.    Frederic  Taber,  New  Bedford,  Mass. 


NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 

Principal  OmcsaB, 
President,  Philip  Cabot,  Boston,  Mass.    First  Vu»-Pre$iderU,  Arthur  W.  Wood, 
Arlington,  Mass.    Second  Vice-President ^  Howard  M.  Turner,  Cambridge,  Mass. 
Treasurer  and  Clerks  David  Barry,  Newton,  Mass.    Assistant  Treasurer,  George 
H.  Stevens,  Boston,  Mass. 

DnUBCTOBS. 

Philip  Cabot,  Boston,  Mass.  Arthur  W.  Wood.  Arlington,  Mass.'  William  C. 
Chick,  Brookline,  Mass.  Howard  M.  Turner,  Cambridge,  Mass.  Andrew  W. 
Rogers,  Beverly,  Mass.  Nathaniel  N.  Jones,  Newburyport,  Mass.  J.  Preston 
Rice,  Cambridge,  Mass. 


NEW  ENGLAND  POWER  COMPANY. 

Phimcipal  OnicBBs. 
PresiderU,  Henry  I.  Harriman,  Newton,  Mass.    Vic^President,  George  S.  Smith, 
Newton  Center,  Mass.    Treasurer,  William  W.  Brooks,  Brookline,  Mass.    Clerk, 
Richard  Y.  Fitsgerald,  Jamaica  Plain,  Mass. 

DiBBCTORS. 

Charles  L.  Ayling,  Brookline,  Mass.  Robert  L.  Bacon,  New  York,  N.  Y.  George 
B.  Baker,  Chestnut  Hill,  Mass.  Malcolm  G.  Chace,  Providence,  R.  I.  Charles  L. 
Edgar,  Brookline,  Mass.  Henry  I.  Harriman,  Newton,  Mass.  John  S.  Phipp, 
New  York,  N.  Y.  Philip  Stockton,  Manchester,  Mass.  George  S.  Smith,  Newton 
Center,  Mass.  Eugene  V.  R.  Thayer,  Lancaster,  Mass.  Philip  Young,  Boston, 
Mass. 


NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 

Principal  Officers. 
President,  James  L.  Richards,  Newtonville,  Mass.    Vice-PresiderU,  Robert  Grant, 
Needham,  Mass.     Treasurer  and  Clerk,  Arthur  S.  Bull,  Boston,  Mass.    Assistant 
Treasurer,  Henry  C.  French,  West  Newton,  Mass. 

Directors. 

James  L.  Richards,  Newtonville,  Mass.    George  H.  Doty,  Waltham,  Mass.    E. 

P.  Smith,  Waltham,  Mass.     Sidney  Harwood,  Newton,  Mass.     Robert  Grant, 

Needham,  Mass.    Waldo  A.  Learned,  Newton,   Mass.     E.  M.  Richards.   West 

Newton,  Mass.  r^r\r\n]f> 
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NORTH  ADAMS  GAS  LIGHT  COMPANY. 

Pbincipal  Officebs. 
Prenderd,  Arthur  E.  ChildB,  HarriBville,  N.  H.    Treasurer  and  CUrk,  George  F. 
Howland,  Aubumdale,  Mass. 

DlBECrOBB. 

Arthur  E.  Childs,  HarrisviUe,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


NORTHAMPTON  ELECTRIC  LIGHTING  COMPANY. 
Principal  Ofticbbs. 
President,  Arthur  E.  Childs,  Harrisville,  N.  H.  '  Treaaurer  and  Clerk,  George  F. 
Howland,  Aubumdale,  Mass. 

DiRBCTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Auburndale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


NORTHAMPTON   GAS   LIGHT   COMPANY. 
Principal  OnrcERs. 
PreeiderU,  Arthur  E.  Childs,  Harrisville,  N.  H.     Treaeurer  and  Clerk,  George 
F.  Howland,  Aubumdale,  Mass. 

Directors. 
Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bao(Hi,  Boston,  Mass. 


NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 
Principal  Opticbrs. 
President,  Harry  F.  Barrows,  North  Attleborough,  Mass.    Treasurer  and  Clerk, 
Edwin  A.  Codding,  North  Attleborough,  Mass. 

Directors. 
Harry  F.  Barrows,  North  Attleborough,  Mass.     Ira  Richards,  North  Attle- 
borough,  Mass.     Edwin  A.  Codding,  North  Attleborough,   Mass.     Woodbury 
Meloher,  Brookline,  Mass.    Ira  Barrows,  New  York,  N.  Y.    Ira  Richards,  Jr., 
New  York,  N.  Y. 


NORTH  BROOKFIELD   ELECTRIC   LIGHT   AND   POWER   COMPANY. 

(Unincorporated.) 
Principal  Ofpicers. 
President,  Eugene  P.  Rowell,  Plymouth,  Mass.     Vice-President,  Bowen  Tufts, 
Hull,  Mass.     Treasurer,  Charles  R.  Adams,  Brookline,  Mass.    Clerk,  Edward  C. 
Mason,  Winchester,  Mass. 

Trubtebb. 
Eugene  P.  Rowell,  Plymouth,  Mass.    Bowen  Tufts,  Hull,  Mass.    Edward  C. 
Mason,  Winchester,  Mass.   William  L.  Fullam,  North  Brookfield,  Mass.    Mortimer 
J.  Howard,  North  Brookfield,  Mass.  ^^.^.^^^  ^^ GoOglc 
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NORTON  POWER  AND  ELECTRIC  COMPANY. 

P&XNCIPAL   OfFICBRS. 

president,  Eugene  P.  Rowell,  Plymouth,  Mass.  Viee-PretiderUt  Bowen  Tufts, 
Hull,  Maas.  Treasurer^  Charles  R.  Adams,  Brookline,  Mass.  Clerk,  Edward  C. 
Mason,  Winchester,  Mass. 

DiBBCTORS. 

Bowen  Tufts,  Hull,  Mass.  Chauncey  D.  Parker,  Boston,  Mass.  Eugene  P. 
Rowell,  Plsrmouth,  Mass.  Robert  W.  Hewins,  Norton,  Mass.  Merton  E.  Crush, 
Winchester,  Mass.    Edward  C.  Mason,  Winchester,  Mass. 


NORWOOD  GAS  COMPANY. 

Principal  Officebs. 
President,  Chauncey  D.  Parker,  Boston,  Mass.     Viee-Presiieni,  Bowen  Tufts, 
Hull,  Mass.    Tretuurer,  Charles  R.  Adams,  Brookline,  Mass.    ABtUtaiU  Treaaurer, 
Paul  B.  Webber,  Bedford,  Mass.    CUrk,  Edward  C.  Mason,  Winchester,  Mass. 

DiRBCTOBS. 

Paul  B.  Webber,  Bedford,  Mass.  Vinoent  Goldthwaite,  Wellesley,  Mass.  Bowen 
Tufts,  Hull,  Mass.  Chauncey  D.  Parker,  Boston,  Maas.  Herbert  M.  Plimpton, 
Norwood,  Mass.  Louis  E.  Flye,  Holbrook,  Mass.  Edward  C.  Mason,  Winchester, 
•Mass. 


OLD  COLONY  GAS  COMPANY. 

Principal  Officbrs. 
President,  Edward  M.  Famsworth,  Brookline,   Mass.     Viee-PresiderU,  E.  M. 
Famsworth,  Jr.,  Brookline,  Mass.     Treasurer  and  Clerk,  Joseph  A.  Hall,  Brookline, 
Mass. 

DiRBGTORS. 

Edward  M.  Famsworth,  Brookline,  Mass.  C.  C.  Hoyt,  Brookline,  Mass. 
S.  G.  King,  Boston,  Mass.  Joseph  A.  Hall,  Brookline,  Mass.  E.  M.  Famsworth, 
Jr.,  Brookline,  Mass. 


PITTSFIELD  COAL  GAS  COMPANY. 

Principal  Officbrs. 
President  and  Clerk,  William  L.  Adam,  Pittsfield,  Mass.     Treasurer,  Harry  A. 
Dunbar,  Pittsfield,  Mass. 

DiBBCTORS. 

WilUam  L.  Adam,  Pittsfield,  Mass.  George  H.  Tucker.  Pittsfield,  Mass.  William 
G.  Backus,  Pittsfield,  Mass.  Thomas  F.  Plunkett,  Pittsfield,  Mass.  Norman 
C.  Hull,  Pittsfield,  Mass.  Irving  D.  Ferrey,  Pittsfield,  Mass.  Arthur  H.  Rice, 
Pittsfield,  Mass.  r-^  t 
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PITTSFIELD  ELECTRIC  COMPANY. 

.Principal  Officsbs. 
.    President  and  Treaaurert  Alexander  Kennedy,  Pittefield,  Mass.    Clerk,  William 
L.  Adam,  Pittsfield,  Mass. 

DiBBCTOBa. 

William  L.  Adam,  Pittsfield,  Mass.  Samuel  Q.  Colt,  Pittsfield,  Mass.  Alexander 
Kennedy,  Pittsfield,  Mass.  Charles  E.  Merrill,  Pittsfield,  Mass.  Henry  R.  Peir- 
son,  Pittsfield,  Mass.  Arthur  H.  Rioe,  Pittsfield,  Mass.  W.  A,  Whittlesey,  Pitts- 
field, Mass. 


PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

Pbincipal  Officsbs. 
Prendenit  A.  Cleveland  Bent,  Taunton,  Mass.    Treasurer,  Eugene  P.  Rowell, 
Plymouth,  Mass.    Clerk,  Arthur  Lord,  Plymouth,  Mass. 

Dibbctobs. 
A.  Cleveland  Bent,  Taunton,  Mass.    Eugene   P.    Rowell,   Plymouth,    Mass. 
Arthur  Lord,  Plymouth,   Mass.     Walter  L.  Boyden,  Plymouth,  Mass.     George 
H.  Williams,  Plymouth,  Mass.    Bowen  Tufts,  Hull.  Mass. 


PLYMOUTH  GAS  LIGHT  COMPANY. 

PBDrciPAL  Officbbs. 
President,  Eugene  P.  RowqU,  Plymouth,  Mass.     Vice-Prerident,  Bowen  Tufts, 
Hull,  Mass.     Treasurer,  Charles  R.  Adams,  Brookline,  Mass*     Clerk,  Edward 
C.  Mason,  Winchester,  Mass. 

DlBBCTOBB. 

Eugene  P.  Rowell,  Plymouth,  Mass.  Arthur  Lord,  Plsrmouth,  Mass.  A.  Cleve- 
land Bent,  Taunton,  Mass.  Chaunoey  D.  Parker,  Boston,  Mass.  Bowen  Tufts, 
Hull,  Mass.  Paul  B.  Webber,  Bedford,  Mass.  Harold  B.  Lament,  West  Medford, 
Mass.    Caleb  Loring,  Plymouth,  Mass.    Edward  C.  Mason,  Winchester,  Mass. 


PROVINCETOWN  LIGHT  AND  POWER  COMPANY. 

Pbincipal  Officbbs. 

President,  Eugene  P.  Rowell,  Plymouth,  Mass.  Vice-President,  Bowen  Tufts, 
Hull,  Mass.  Treasurer,  William  H.  Young,  Provincetown,  Mass.  Assistant 
Treasurer,  Charles  R.  Adams,  Brookline,  Mass.  Clerk,  Edward  C.  Mason,  Winches- 
ter, Mass, 

Dibbctobs. 

Eugene  P.  Rowell,  Plsrmouth,  Mass.  A.  Cleveland  Bent,  Taunton,  Mass. 
Arthur  Lord,  Plymouth,  Mass.  William  H.  Young,  Provincetown,  Mass.  George 
H.  Williams,  Plymouth,  Mass.  Bowen  Tufts,  Hull,  Mass.  Walter  Welch, 
Provincetown,  Mass.     Edward  C.  Mason,  Winchester,  Mass. 
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QUINCY  ELECTRIC  UGHT  AND  POWER  COMPANY. 

PanrciPAL  OmcBBS. 
PresidefU  and   Treaaurer,  Heniy   M.   Faxon,  Qainoy,   Mass.     Viee-Frendent, 
Thomas  Fenno,  Qainoy,  Mass.    Clerkt  Alva  Morrison,  Braintree,  Mass. 

DXBBCTORS. 

Henry  M.  Faxon,  Quincy,  Mass.    Thomas  Fenno,  Quinoy,  Mass.    James  E. 
Cashman,  Quincy,  Mass.    Aiva  Morrison,  Braintree,  Mass. 


RANDOLPH   AND   HOLBROOK   POWER  AND   ELECTRIC   COMPANY. 

Pbincipal  Officbbs. 
PruiderUf  Chaunoey  D.  Parker,  Boston,  Mass.     Vic^-Prendentt  Bowen  Tufts, 
Hull,  Mass.     TreaaureTt  Charles  R.  Adams,  Brookline,  Mass.    Assistani  Treaturer, 
Edward  L.  Bennett,  Cambridge,  Mass.    Clerk,  Edward  C.  Mason,  Winchester, 
Mass. 

DiBBCTORS. 

Chaunoey  D.  Parker,  Boston,  Mass.  Bowen  Tufts,  Hull,  Mass.  Edward  L. 
Bennett,  Cambridge,  Mass.  George  W.  Perry,  Weymouth,  Mass.  Edward  C. 
Mason,  Winchester,  Mass. 


SALEM  ELECTRIC  LIGHTING  COMPANY. 

Principal  Officers. 

PrenderU,  Charles  H.  Tenney,  Hartford,  Conn.  Vice-PrenderUt  D.  Edgar 
Manson,  Brookline,  Mass.  Treaturer,  Elihu  A.  Bradley,  Boston,  Mass.  A.a$i9taTU 
Treamrer  and  Auditor,  Herbert  A.  Gidney,  Boston,  Mass.  Clerk,  Horace  P.  Wood, 
Boston,  Mass. 

D1RBCTOR8. 

Charles  H.  Tenney,  Hartford,  Conn.  D.  Edgar  Manson,  Brookline,  Mass. 
Horace  P.  Wood,  Boston,  Mass.  Samuel  A.  York,  New  Haven,  Conn.  Herbert 
C.  Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Charles 
B.  Price,  Swampsoott,  Mass.  Bemon  E.  Helme,  Kingston,  R.  I.  Benjamin 
Howe,  Boston,  Mass.    F.  S.  Smith,  Boston,  Mass. 


SALEM  GAS  LIGHT  COMPANY. 

Principal  Officers. 
President,  Henry  A.  Hale,  Salem,  Mass.     Vice-PreMerU  and  Trecuurer,  Benjamin 
W.  Sluman,  Salem,  Mass. 

Directors. 
Henry  A.  Hale,  Salem,  Mass.    George  W.  Grant,  Salem,  Mass.      Charles  R. 
Prichard,  Beverly,  Mass.    Andrew  W.  Rogers,  Beverly,  Mass.    John  H.  Smith, 
Salem,  Mass.    Sidney  W.  Winslow,  Beverly,  Mass. 
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SEEKONK  ELECTRIC  COMPANY. 

Pbincipal  Officbbb. 
PreMerU,  Edwin  A.  Barrow?,  Providence,  R.  I.    Viee-Prendentt  Arthur  B.  Lisle, 
Warwick,  R.  I.     TrMMurer,  Leslie  F.  Mowry,  Providence,  R.  I.     Clerk,  Jesse  E. 
Gray,  Seekonk,  Mass. 

DiRXCTOBS. 

Arthur  B.  Lisle,  Warwick,  R.  I.    Edwin  A.  Barrows,  Providence,  R.  I.    Jesse 
E.  Gray,  Seekonk,  Mass. 


SHIRLEY  ELECTRIC  COMPANY. 

Principal  Officbbb. 
PrenderU,  William  J.  Potter,  Northborough,  Mass.     Vuse-Premdent,  Daniel  C. 
Parsons,  Shirley,  Mass.    Tr^aturert  Henry  M.  Chamberlain,  Boston,  Mass.    Clerk, 
Alfred  L.  Shearer,  Shirley,  Mass. 

DlBECTOBS. 

William  J.  Potter,  Northborough,  Mass.  Daniel  C.  Parsons,  Shirley,  Mass. 
Alfred  L.  Shearer,  Shirley,  Mass.  Henry  M.  Chamberlain,  Boston,  Mass.  Thomas 
E.  Whitaker,  Shirley,  Mass.     Thomas  F.  Murray,  Newton,  Mass. 


SOUTHEASTERN  MASSACHUSETTS  POWER  AND  ELECTRIC 
COMPANY. 

Pbikcipal  Officebs. 
PresiderU,  John  C.  Makepeace,  Wareham,  Mass.     Vice-Presidents,  Eugene  P. 
Rowell,  Plymouth,  Mass.,  and  Bowen  Tufts,  Hull,  Mass.     Treasurer,  Charles  R. 
Adams,  Brookline,   Mass.    AasistarU  Trectsurer,  Benjamin  E.  Waters,  Marion, 
Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

DiBECTOBS. 

John  C.  Makepeace,  Wareham,  Mass.  Benjamin  E.  Waters,  Marion,  Mass. 
Isaac  E.  HiUer,  Marion,  Mass.  Galen  L.  Stone,  Boston,  Mass.  Eugene  P.  Rowell, 
Plymouth,  Mass.  A.  Cleveland  Bent,  Taunton,  Mass.  Chaunoey  D.  Parker, 
Boston,  Mass.  Bowen  Tufts,  Hull,  Mass.  Merton  E.  Crush,  Winchester,  Mass. 
Edward  C.  Mason,  Winchester,  Mass. 


SPENCER  GAS  COMPANY. 

Pbincipal  Officebs. 
President,  Arthur  E.  Childs,  Harrisville,  N.  H.    Treasurer  and  Clerk,  George  F. 
Howland,  Aubumdale,  Mass. 

DnUBCTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bacon.  Boston.  Mass.  ^.^ ,.^^^  by  GoOgk 
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SPRINGFIELD  GAS  LIGHT  COMPANY. 
Principal  Ofticsbs. 

President,  Charles  H.  Tenney,  Hartford,  Conn.  Firei  Vic&'Presidenl,  Albert  B. 
Tenney,  Lexington,  Mass.  Second  Vice-President,  D.  Edgar  Manson,  Brookline, 
Mass.  TreasureTt  Eugene  Milliken,  Longmeadow,  Maes.  Assistant  Treasurer, 
Wallace  H.  Bradley,  Springfield,  Mass.  Clerk,  Horaoe  P.  Wood,  Boston,  Mass. 
Auditor,  Herbert  A.  Gidney,  Boston,  Mass. 

DiBECTOBS. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass.  D. 
Edgar  Manson,  Brookline,  Mass.  Horace  P.  Wood,  Boston,  Mass.  Herbert  C. 
Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Samuel 
A.  York,  New  Haven,  Conn.  Frederick  Harris,  Springfield,  Mass.  William  G. 
Wheat,  Springfield,  Mass.  William  H.  McClintock,  Springfield,  Mass.  Bemon 
E.  Helme,  Kingston,  R.  I. 


STOCKBRIDGE  LIGHTING  COMPANY. 
Pbincipal  Officers. 

President,  Eugene  P.  Rowell,  Plsrmouth,  Mass.  Vice-Preeidents,  Allen  Tzoad- 
way,  Stockbridge,  Mass.,  and  Bowen  Tufts,  Hull,  Mafu.  Treasurer,  Charles  R. 
Adams,  Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

DnuBcrroBS. 

Chauncey  D.  Parker,  Boston,  Mass.  Bowen  Tufts,  HuU,  Mass.  Eugene  P. 
Rowell,  Plymouth,  Mass.  Charles  E.  Hull,  Stockbridge,  Mass.  Allen  Treadway, 
Stockbridge,  Mass.  Bernhard  Hoffman,  Stockbridge,  Mass.  Alexander  Sedgwick, 
Stockbridge,  Mass.  George  W.  Perry,  Weymouth,  Mass.  Edward  C.  Mason, 
Winchester,  Mass. 


SUBURBAN  GAS  AND  ELECTRIC  COMPANY. 
Principal  Officers. 

President,  Charles  H.  Tenney,  Hartford,  Conn.  Vice-President,  Albert  B. 
Tenney,  Lexington,  Mass.  Treasurer,  Elihu  A.  Bradley,  Boston,  Mass.  Assistant 
Treasurer  and  Auditor,  Herbert  A.  Gidney,  Boston,  Mass.  Clerk,  Horace  P.  Wood, 
Boston,  Mass. 

Directors. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass. 
Horace  P.  Wood,  Boston,  Mass.  Samuel  A.  York,  New  Haven,  Conn.  Herbert 
C.  Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Bernon 
E.  Helme,  Kingston,  R.  I.    Benjamin  Howe,  Boston,  Mass.    Forrest  S.  Smith, 

Boston,  Mass.  C^n^r^n]^ 
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SUNDERLAND  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Principal  OmcsBS. 
President,  Philip  Cabot,  BoBton,  Mass.     Treasurer  and  Clerk,  F.  C.  Aberorombie, 
Turners  Falls,  Mass.    AasUtant  Treasurerf  F.  C.  Keegan,  Amherst,  Mass. 

DiBECTORS. 

Philip   Cabot,   Boston,    Mass.     Fred  C.  Abercrombie,   Turners   Falls,  Mass. 
W.  Rodman  Peabody,  Milton,  Mass. 


TAUNTON  GAS  LIGHT  COMPANY. 

Principal  Officers. 
PreeiderU,  William  C.  Davenport,  Taunton,  Mass.    Treasurer  and  CZerA;,iWalter 
T.  Soper,  Taunton,  Mass. 

DiBECTORB. 

William  C.  Davenport,  Taunton,  Mass.  Frank  L.  Tinkham,  Taunton,  Mass. 
John  E.  Browne,  Taunton,  Mass.  Charles  W.  Davol,  Taunton,  Mass.  Walter  T. 
Soper,  Taunton,  Mass. 


TURNERS  FALLS  POWER  AND  ELECTRIC  COMPANY. 

Principal  Officers. 
Presideni,  Philip  Cabot,  Boston,  Mass.    First  Vice-PresiderU,  Alvah  Crocker, 
Fitchburg,  Mass.    Second  Vice-President,  George  W.  Lawrence,  Greenfield,  Mass. 
Treasurer  and  Clerk,  Fred  C.  Abercrombie,  Turners  Falls,  Mass. 


Directors. 
Philip  Cabot,  Boston,  Mass.  Alvah  Crocker,  Fitchburg,  Mass.  Jonathan 
Bulkley,  New  York,  N.  Y.  Joseph  W.  Stevens,  Greenfield,  Mass.  D.  P.  Aber- 
crombie, Turners  Falls,  Mass.  C.  W.  Haselton,  Turners  Falls.  Mass.  Alfred 
L.  Ripley,  Boston,  Mass.  Henry  O.  Underwood,  Boston,  Mass.  Charles  S.  Davis, 
Boston,  Mass.     Charles  Walcott,  Boston,  Mass.    Fred  T.  Ley,  Springfield,  Mass. 


TYNGSBORO  ELECTRIC  LIGHT  COMPANY. 

Principal  Officers. 
President,  Charles  P.  Littlehale,  Tyngsborough,  Mass.     Vice-President,  Thomas 
E.  Whitaker,  Shirley,  Mass.     Treasurer,  Daniel  C.  Parsons,  Shirley,  Mass.     Clerk, 
Alfred  L.  Shearer,  Shirley,  Mass. 

Directors. 
Daniel  C.  Parsons,  Shirley,  Mass.    Thomas  E.  Whitaker,  Shirley,  Mass.    Alfred 
L.  Shearer,  Shirley,  Mass.    Lucius  A.  Derby,  Lowell,  Mass.    Charles  P.  Little- 
hale.  Tyngsborough,  Mass.  ^igi,^^^  ,y  GoOglc 
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UNION  LIGHT  AND  POWER  COMPANY. 

Pbinozpal  Ofitcbbs. 
PretidmU,  Eugene  P.  Roweil,  Plymouth,  Mass.    Vice-PresiderU,  Bowen  Tufts, 
Hull,  Mass.    Treantrer,  Charles  R.  Adams,  Brooldine,  Mass.    Clerk,  Edward  C. 
Mason,  Wincheeter,  Mass. 

DnUBCTOBB. 

Eugene  P.  Roweil,  Plymouth,  Mass.  Bowen  Tufts,  Hull,  Mass.  Chaunoey  D. 
Parker,  Boston,  Mass.  Merton  E.  Crush,  West  Medford,  Mass.  William  8.  Kim- 
ball, Foxborough,  Mass.    Edward  C.  Mason,  Winchester,  Mass. 


UNITED  ELECTRIC  LIGHT  COMPANY. 

Principal  Oftigbbs. 
PrenderU,  Robert  W.  Day,  Springfield,  Mass.    Vice-PteaiderU,  Henry  J.  Beebe, 
Springfield,  Mass.    Treasurer  and  Clerk,  William  A.  Lincoln,  Springfield,  Mass. 
AaaiatarU  Treasurer,  Walter  L.  Mulligan,  Springfield,  Mass. 

DiBECTOBS. 

Robert  W.  Day,  Springfield,  Mass.  William  A.  Lincoki,  Springfield,  Mass. 
George  B.  Holbrook,  Hyannisport,  Mass.  Henry  J.  Beebe,  Springfield,  Mass. 
Robert  O.  Morris,  Springfield,  Mass.  Andrew  B.  Wallace,  Springfield,  Mass. 
Alfred  Leeds,  Springfield,  Mass. 


VINEYARD  HAVEN  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Pbikcipal  Officxbs. 
PrenderU,  Henry  F.  Costello,  Tisbury,  Mass.    Viee-PreMerU,  Arthur  K.  Brown, 
Boston,  Mass.    Treasurer  and  Clerk,  Charles  H.  Carpenter,  Tisbury,  Mass.    Aaeist" 
ant  Treasurer,  Henry  H.  Taylor,  Falmouth,  Mass. 

DiREcrroBS. 
Henry  F.  Costello,  Tisbury,  Mass.   Charles  H.  Carpenter,  Tisbury,  Mass.   Henry 
H.  Taylor,  Falmouth,  Mass.    Arthur  K.  Brown,  Boston,  Mass. 


VINEYARD  LIGHTING  COMPANY. 

(Oak  Blu£fs.) 

Pbikcipal  Offtcbbs. 
President,  Benjamin  C.  Cromwell,  Tisbury,  Mass.     Vice-President,  Arthur  K. 
Brown,  Boston,  Mass.    Treasurer  and  Clerk,  Charles  H.  Carpenter,  Tisbiuy,  Mass. 
Aaeistant  Treasurer,  Henry  H.  Taylor,  Falmouth,  Mass. 

DiBECTOBS. 

Benjamin  C.  Cromwell,  Tisbury,  Mass.  Charles  H.  Carpenter,  Tisbury,  Mass. 
Henry  H.  Taylor,  Falmouth,  Mass.  Arthur  K.  Brown,  Boston,  Mass.  John  C. 
Hamblen,  Oak  Bluffs,  Mass.  Francis  A.  Foster,  Edgartown,  Mass.  Christopher 
Look,  Oak  Bluffs,  Mass.  ^  j 
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WARE  ELECTRIC  COMPANY. 

Pbincipal  OmcsBB. 
PreMent,  Eugene  P.  Roweil,  Plymouthp  Mass.    Vic^Prmidmii,  Bowen  Tufts, 
Hull,  Mase.    Trwmirtr,  Charles  R.  Adams,  Brookline,  Mass.    Clerk,  Edward  C. 
Mason,  Winchester,  Mass. 

DnuscTOBS. 
Bowen  Tufts,  Hull,  Mass.      Chaunoey  D.  Parker,  Boston,  Mass.    Eugene  P. 
Roweil,  Plymouth,  Mass.    Edward  C.    Mason,   Winchester,   Mass.    Henry  K. 
Hyde,  Ware,  Mass. 


WEBSTER  AND  SOUTHBRIDGE  GAS  AND  ELECTRIC  COMPANY. 

Principal  Ofticbbs. 
President,  Nathaniel  T.  Hurlburt,  Webster,   Mass.     Vics-PremderU,  John  W. 
Dobbie,  Webster,  Mass.    Treasurer,  Herbert  S.   Shaw,  Webster,  Mass.    Clerk, 
Fred  W.  Johnson,  Webster,  Mass. 

DiRBCTOBS. 

John  W.   Dobbie,  Webster,  Mass.    Nathaniel  T.  Hurlburt,  Webster,   Mass. 
Fred  W.  Johnson,  Webster,  Mass.    Louis  E.  Pattison,  Webster,  Mass.    Philip  ' 
Pearl,  Webster,  Mass.   John  H.  Piatt,  Webster,  Mass.    Herbert  S.  Shaw,  Webster, 
Mass. 


THE  WESTBOROUGH  GAS  AND  ELECTRIC  COMPANY. 

Principal  Officbbs. 
Vic^PretiderU,  Elihu  G.  Loomis,  Bedford,  Mass.      Treasurer,  Paul  B.  Webber, 
Bedford,  Mass.    Assistant  Treasurer,  M.  Bernard  Webber,  Bedford,  Mass.    Clerkt 
Edward  C.  Mason,  Winchester,  Mass. 

DlBECTORS. 

Elihu  G.  Loomis,  Bedford,  Mass.    Paul  B.  Webber,  Bedford,  Mass.    Alonso 
P.  Weeks,  Winchester,  Mass.    Bowen  Tufts,  Hull,  Mass. 


WEST  BOSTON  GAS  COMPANY. 

Principal  Officers. 
President,  Maurice  J.  Curran,  Andover,    Mass.     Vice-President,   Thomas   C. 
Fales,  Egypt,  Mass.     Treasurer  and  Clerk,  Vincent  Goldthwaite,  Wellesley,  Mass. 

Directors. 
Maurice  J.  Curran,  Andover,  Mass.    Thomas  C.  Fales,  Egypt,  Mass.    Joseph 
F.  Curran,  Brookline,  Mass.    Frank  J.  Fahey,  Boston,   Mass.    Vincent  Gold- 
thwaite.  WeUedey,  Maaa.  Digitized  by  GoOgk 
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WEYMOUTH  LIGHT  AND   POWER  COMPANY. 

Prixczpal  Offigerb. 
Vxoe-Preaideni9,  Arthur  H.  Wellman,  Topsfield,  Mass.,  and  Bowen  Tufts,  Hull, 
Mass.     Treasurer,  Charles   R.   Adams,    Brookline,    Mass.    AaeistarU   Treasurer, 
Vincent  Goldthwaite,  Wellesley,  Mass.      Clerk,  Edward  C.  Mason,  Winchester, 
Mass. 

DlRBCrOBS. 

Arthur  H.  Wellman,  Topsfield,  Mass.  Bowen  Tufts,  Hull,  Mass.  Vincent 
Goldthwaite,  Wellesley,  Mass.  Chauncey  D.  Parker,  Boston,  Mass.  Edward  L. 
Bennett,  Cambridge,  Mass.  Douglas  M.  Easton,  Weymouth,  Mass.  George  W. 
Perry,  Weymouth,  Mass. 


WILLIAMSTOWN   GAS   COMPANY. 

Principal  Officbrs. 
PreeiderU,  Arthur  E.  Childs,  Harrisville,  N.  H.     Treasurer  and  Clerk,  George  F. 
Howland,  Aubumdale,  Mass. 

Directors. 
Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
James  F.  Bacon,  Boston,  Mass. 


WINCHENDON   ELECTRIC   LIGHT   AND   POWER   COMPANY. 

Principal  Officers. 
President,  Chauncey  D.  Parker,  Boston,  Mass.     Vice-President,  Bowen  Tufts, 
Hull,  Mass.     Treasurer,  Charles' R.  Adams,  Brookline,  Mass.      Clerk,  Edward  C. 
Mason,  Winchester,  Mass. 

DiREcrroRS. 
Chauncey  D.  Parker,  Boston,  Mass.     Bowen,  Tufts,  HuU,  Mass.     William  M. 
Whitney,  Winchendon,  Mass.     Edward  C.  Mason,  Winchester,  Mass.     Frank  C. 
Smith.  Jr.,  Worcester,  Mass.    George  W.  Perry,   Weymouth,   Mass.    Paul   B. 
Webber,  Bedford,  Mass. 


WOBURN  GAS   LIGHT   COMPANY. 

Principal  Officers. 
President,  Frank  H.  Monks,  Brookline,  Mass.     Treasurer  and  Clerk,  John  W. 
Johnson,  Wobum,  Mass. 

Directors. 
Frank  H.  Monks,  Brookline,  Mass.    John  W.  Johnson,  Wobum,  Mass.    David 
P.  Ejmball,  Boston,  Mass.     William  E.  Blodgett,  Wobum,  Mass.    Archibald  G. 
Monks,  Waltham,  Mass. 
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WORCESTER  COUNTY  GAS  COMPANY. 

Pbincxpal  Officers. 
PretiderU,  Arthur  E.  Childs,  Harrisvillo,  N.  H.    Treasurer  and  Clerk,  George  F. 
Howland,  Aubumdale,  Mass. 

DiBECTOBS. 

Arthur  E.  Childs,  Harrisville,  N.  H.    George  F.  Howland,  Aubumdale,  Mass. 
Jamea  F.  Baoon,  Boston,  Mass. 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Pbincxpal  Offxcerb. 
FreaiderU  and  OenenU  Manager,  Robert  W.  Rollins,  Worcester,  Mass.     Treae^ 
urer  and  Clerk,  Herbert  H.  Fairbanks,  Worcester,  Mass.    Aeaietant  Oeneral  Man^ 
Offer,  Fnd  H.  Smith,  Worcester,  Mass. 

DiBBGTOBS. 

Robert  W.  Rollins,  Worcester,  Mass.  M.  J.  Whittall,  Worcester,  Mass.  George 
T.  Dewey.  Worcester,  Mass.  Edgar  Reed,  Worcester,  Mass.  Frank  L.  Coes, 
Worcester,  Mass.  Charles  E.  Hildreth,  Worcester,  Mass.  R.  H.  Bullock, 
Worcester,  Mass.  John  A.  Denholm,  Worcester,  Mass.  Frank  A.  Drury, 
Worcester,  Mass.  'T.  H.  Gage,  Worcester,  Mass.  Willis  E.  Sibley,  Worcester, 
Mass. 


WORCESTER  GAS  LIGHT   COMPANY. 

PbIKCZPAL  OFflCSBS. 

Preeident,  Dana  D.   Bamum,   Worcester,  Mass.    Viee-PreaiderU,  Frands   H. 
Dewey,   Worcester,   Mass.     Treasurer  and   Clerk,  DeWitt  Clinton,  Worcester, 


DiBBGTOBS. 

Dana  D.  Bamum,  Worcester,  Mass.  A.  George  Bullock,  Worcester,  Mass. 
Francis  H.  Dewey,  Worcester,  Mass.  Samuel  B.  Woodward,  Worcester,  Mass. 
George  Crompton,  Worcester,  Mass.    DeWitt  Clinton,  Worcester,  Mass. 


WORCESTER   SUBURBAN   ELECTRIC   COMPANY. 

Pbincipal  Offzcebs. 
President,  Chaunoey  D.  Parker,  Boston,  Mass.     Vice-Preeidente,  Bowen  Tufts, 
Hull,  Mass.,  and  Malcohn  G.  Chace,  Providence,  R.  I.     Treasurer,  Charles  R. 
Adams,  Brookline,  Mass.    Clerk,  Edward  C.  Mason,  Winchester,  Mass. 

Dire  cross. 
Chauncey  D.  Parker,  Boston,  Mass.  Malcolm  G.  Chace,  Providence,  R.  I. 
Gustavus  Goepper,  Cambridge,  Mass.  Bowen  Tufts,  Hull,  Mass.  George  W. 
Perry,  Weymouth,  Mass.  Henry  I.  Harriman,  Newton,  Mass.  George  B. 
Adams,  Adams,  Mass.  Frank  C.  Smith,  Worcester,  Mass.  Edward  C.  Mason, 
Winchester,  Mass,  ,  ^.^.^.^^^  ^^  GoOglc 
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APPENDIX  B.  — GAS  AND  ELECTRIC 
COMPANIES. 


Balance  Sheets,  Manufacturing   and   Profit   and  Loss 
Accounts  to  June  30,  1917. 

[From  the  returns  made,  m  oorreoted  by  the  Board.] 
For  looalities  supplied  see  pages  99  and  114. 


THE    ELECTRIC    LIGHT    AND    POWER    COMPANY    OF    ABINGTON 
AND  ROCKLAND. 

AB8BT8. 

Eleotrio  plant: 

Lands  and  buildings, $39,971  97 

Steam  plant, 29,160  92 

Electric  plant, 62,664  63 

Overhead  lines, 221,257  97 

Underground  conduits,  wires  and  cables,           .  2,787  01 

Transfonners, 30,602  84 

Meters 44,486  01 

Street  lamps  and  fixtures,       .                  .  4,181  80 

$436»018  16 

Other  assets: 

Cash $14,040  32 

Due  for  electricity, 24,026  77 

Simdry  accounts  due  the  company,                   .  12,687  66 

Motors  on  hand, 19,239  21 

Electric  tools  and  implements,         .                   .  3,072  84 

Other  electric  materials  and  supplies  on  hand,  .  26,443  29 

Stable  and  garage  equipment,                    .         .  7,696  96 

Office  furniture, 368  60 

Interest  prepaid, 846  90 

Insurance, 1,366  26 

Investments  (real  estate),       ....  2,293  60 

110.860  29 


Total  assets  as  per  books  of  the  company,     ....  $646,873  44 

LlABILFTISa. 

Capital  stock,  common $283,600  00 

Bonds  issued, 26,000  00 

Notes  payable, 60,000  00 

Unpaid  bills 18.382  36 

Deposits  by  customers, 229  63 

Interest  accrued  but  not  due, Di^tized  by  GoO^fe^ 
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Premium  realued  on  stook  issues, $55,350  00 

Depreciation  reserve, 25,000  00 

Amounts  due  from  the  oompany,  not  included  above,  .  5,567  86 


Total  liabilities  as  per  books  of  the  oompany,                           .       $463,342  25 
Profit  and  loss  balance 82,531  19 


Total  credits $545,873  44 


Makxtfactitbino  Account. 
Operating  expenses:  Dr.  Cb. 


At  station,    . 

For  curreivt  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss, 


$5,365  71 
71,770  63 
34,360  27 
28,722  15 
10,972  46 
3.649  50 


$154,840  72 

$199,370  82 
1,790  20 
46,320  30  ' 


$201,161  02       $201,161  02 
Pbout  and  Loss  Account. 


Balance  June  30, 1916, 

Balance  of  manufacturing  account. 

Interest  received, 

Jobbing,  .... 

Interest  paid,  .... 

Dividends  declared,  . 

Other  items,     .... 

Balance  June  30, 1917, 


Db. 

Cb. 

$59,462  41 

46,320  30 

184  04 

2,356  50 

$2,451  37 

22,680  00 

660  69 

82,521  19 

$108,323  25       $108,323  25 


ADAMS  GAS  LIGHT  COMPANY. 

Absbtb. 
Gas  plant: 

Lands $1,000  00 

Buildings, 1,500  00 

Machineiy  and  equipment,     ....  669  00 

Mains, 26,648  42 

Services, 10,640  52 

Meters, 15.324  12 

Electric  plant: 

Sub-station, $1,538  48 

Overhead  lines, 51,238  11 

Transformers,  .         .         .         .         .  9,399  61 

Meters 8,343  69 

Street  lamps  and  fixtures 5,349  95 

Digitized  by 
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Other  assets: 

Cash, 

Due  for  gas,  ...... 

Due  for  electricity, 

Sundry  accounts  due  the  company, 

Other  gas  materials  on  hand, 

Gas  arc  lamps  on  hand,  .... 

Tools  and  implements,  .         .   ^     . 

Motors  on  hand,   ...... 

Other  electric  materials  and  supplies  on  hand,  , 
Stable  and  garage  equipment. 
Office  fiimiture,     . 


Total  assets  as  per  books  of  the  Company,    . 


Liabilities. 

Capital  stock,  conmion, $60,000  00 

Notes  payable, 60,400  00 

Unpaid  bills 9,241  85 

Deposits  by  customers,      .                  963  99 

Premium  realised  on  stock  issues, 3,416  00 

Amounts  due  from  the  company,  not  included  above,  .                  .  16,484  99 

Total  liabilities  as  per  books  df  the  company,         .         .  $150,606  83 

Profit  and  loss  balance,     . 13,817  36 

Total  credits, $164,324  19 


$1,676  46 

3,080  36 

4,153  45 

7,977  31 

2,304  35 

94  38 

852  04 

3,299  86 

8,119  22 

343  44 

871  42 

$32,672  29 

$164,324  19 

Mantttactubino  Account 

Operating  expenses  (gas): 

Dr. 

Cb. 

At  works,     .... 

$3  35 

For  gas  bought,     . 

16,269  09 

distribution,    .         .    '     . 

3,869  28 

management. 

4,192  66 

taxes 

1.061  37 

incidentals,     . 

315  11 

$25,710  86 

Operating  expenses  (electric): 

For  current  bought. 

$14,695  36 

distribution,   . 

5.156  62 

management, 

5.963  61 

taxes,     .... 

2,162  79 

incidentals,     . 

471  27 

28,449  65 

Income  from  sale  of  gas,    . 

... 

$29,073  57 

sale  of  electricity,  . 

.         •         • 

44.880  07 

other  sources,  electric, 

•         •         • 

1,328  39 

Balance  to  profit  and  loss: 

Gas 

8,362  71 

Electric,        .... 

17.758  81 

$75,282  03     / 

-^76^82|03 
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Profit  and  Lobs  Account. 

Balance  June  30,  1916, 
Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account, 
Interest  received,      ..... 

Rents, 

Jobbing,  ...... 

Other  items  of  income,      .... 

Interest  paid,  ... 

Dividends  declared,  ..... 

Depreciation,  ...... 

Other  items,     ...... 

Balance  June  30,  1917,      .... 


Dr. 

Or. 

$15,200  42 

3,362  71 

17.758  81 

13  90 

31  25 

1,960  77 

4  98 

$3,718  12 

12.600  00 

7,494  82 

702  54 

13,817  36 

$38,332  84 

$38,332  84 

AGAWAM  ELECTRIC  COMPANY. 


Assets. 


Electric  plant: 
Lands, 
Buildings,     . 
Electric  plant, 
Overhead  lines', 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash, 

Due  for  electricity,         .         .         .         .         . 
Sundry  accounts  due  the  company, 
Electric  tools  and  implements, 
Other  electric  materials  and  supplies  on  hand,  , 

Office  furniture . 

Prepaid  interest, 

Insurance,    ....... 

Prepaid  taxes, 


$11,603  24 

43,470  84 

46,544  00 

82,937  50 

5,381  84 

4,841  76 

430  14 


Total  assets  as  per  books  of  the  company, 

Liabilities. 
Capital  stock,  common,     . 
Notes  payable, 
Unpaid  bills,    . 
Deposits  by  customers. 
Interest  accrued  but  not  due. 
Amounts  due  from  the  company,  not 


included  above. 


Total  liabilities  as  per  books  of  the  company, 
Ptofit  and  loss  balance, 


$2,532  42 

5.999  29 

1,388  72 

1,054  19 

8,005  79 

1,217  41 

380  39 

201  70 

16  93 


$195,209  32 


20.796  84 
$216,006  16 


$125,000  00 

66,580  82 

8.305  93 

10  00 

703  64 

1,289  07 

$201,889  46 
14,116  70 


Total  credits. 


.      ^16,006  jl6 
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Manvfactciumo  Acoovtrr. 


Operating  expenies: 

Db. 

Cb. 

Atstfttion,    .... 

$3,518  21 

For  current  bought. 

26,005  OC 

\ 

distribution,    . 

4,518  8] 

management, 

3,618  21 

> 

taxes,     .... 

3,008  82 

\ 

incidentals,     . 

681  6C 

$41,250  84 

Income  from  sale  of  electricity.  . 

,         , 

$44.835  55 

other  sources. 

,         , 

6,287  06 

Balance  to  profit  and  loss, 

0,871  77 

$51,122  61 

$51,122  61 

Pbofit  and  Loss  AcoomiT. 

Dr. 

Cb. 

Balance  June  30,  1016,      . 

1         •         • 

$10,436  04 

Balance  of  manufacturing  account, 

0.871  77 

Interest  received,     .         .         .         , 

44  57 

Rents,     .                  .         . 

630  76 

Other  items  of  income, 

116  26 

Interest  paid,  .         . 

$3,010  50 

Dividends  declared,  . 

3,750  00 

Other  items 

232  01 

Balance  June  30,  1917,      . 

14,116  70 

$21,100  80 

$21,100  30 

AMERICAN  WOOLEN  COMPANY. 


(Maynard.) 

Operating  expenses: 

Db. 

Cb. 

For  current  bought, 

$16,227  85 

distribution.   . 

5.406  06 

management. 

3.243  08 

taxes,     .... 

313  00 

incidentals,     . 

453  10 

$25,643  00 

Income  from  sale  of  electricity,  . 

. 

$26,488  88 

other  sources. 

«         «         • 

003  43 

Balance  to  profit  and  loss. 

... 

1.830  22 

$27,482  31 

$27,482  31 
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AMESBURY  ELECTRIC  LIGHT  COMPANY. 


A88XT6. 


Eleotrio  plant: 
Lands  and  boUdinss, 
Steam  plant, 
Eleotrio  plant, 
Overhead  lines, 
Transfoimers, 
Meters, 


Other  assets: 
House  wiring  rented,     . 
Lamps  rented, 
Cash,  .... 
Notes  receivable,  . 
Due  for  eleotrioity. 
Sundry  aooounts  due  the  company. 
Prepaid  aooounts. 
Motors,        .... 
Eleotrio  tools  and  implements. 
Other  eleotrio  materials  and  supplies  on  hand, 
Stable  and  garage  equipment, 
Offioe  furniture  and  supplies. 
Reserve  fund, 
Prepaid  interest,  . 
Prepaid  taxes. 
Insurance,    . 
Investments  (securities), 


«23,128  75 
45,636  84 
46,866  93 

189,270  09 
16.743  16 
19,253  63 


$6,668  66 

739  02 

36,833  76 

1.674  72 

11,210  22« 

9,347  40 

112  18 

3.493  64 

678  62 

12.123  90 

1,077  61 

3,128  77 

4,096  98 

611  76 

22  06 

376  87 

6,000  00 


$339,898  89 


96,996  20 


Total  assets  as  per  books  of  the  company, 
LiABiunss. 


$435,894  69 


Capital  stock,  common, 

Notes  payable, 

Unpaid  bQls 

Deposits  by  customers, 

Interest  due  but  not  paid,  .... 

Reserves, 

Amounts  due  from  the  company,  not  included  above. 


$236,000  00 

170.000  00 

6,234  14 

424  29 

871  17 

4.398  44 

2.816  39 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$419,744  43 
16,160  16 


Total  credits,     . 

Makuvaotubino  Acooxtnt. 

Operating  expenses: 

Dr. 

For  current  bought. 

$26,924  93 

distr^>ution,    . 

6,059  07 

management, 

6.392  29 

taxes,     . 

6.926  71 

incidentals,     . 

648  46 

$45,950  46 

Digitized 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Dr. 

Cb. 

Income  from  Bale  of  electricity 

$83,911  83 

other  sources,        .... 

4.942  13 

Balance  to  profit  and  loss. 

$42,903  50 

$88,863  96 

$88,853  96 

Pbofit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30, 1910. 

$15,704  73 

Balance  of  manufacturing  account, 

42.903  50 

3.337  71 

Jobbing, 

711  71 

Other  items  of  income, 

451  39 

Interest  paid,  . 

$9,323  51 

Dividends  declared, . 

18,800  00 

Depreciation,  . 

13,550  59 

Reserve  account. 

2,500  00 

Other  items,     . 

2,784  78 

Balance  June  30,  1917, 

16,150  16 

$63.109  04 

$63,109  04 

AMESBURY  AND  SALISBURY  GAS  COMPANY. 


AB6BTB. 

Gas  plant: 

Lands  and  buildings $6,725  16 

Machinery  and  equipment,     ....  68,508  34 

Mains  and  services, 95,361  53 

Meters, 11,774  59 

$182,369  62 

Other  assets: 

Cash $404  54 

Due  for  gas 3,625  31 

Sundry  accounts  due  the  company,                   .  5.343  50 

Gas  coal  on  hand, 95  00 

Coke  on  hand, 40  00 

Enrichers  on  hand 339  25 

Purifying  materials  on  hand,  ....  195  00 

Other  gas  materials  on  hand,           .  1.952  08 

Stoves  on  hand 731  00 

Gas  fixtures  on  hand, 749  65 

Gas  tools  and  implements 583  27 

Office  furniture 529  77 

14,588  37 

Total  assets  as  per  books  of  the  company $196,957  99 

Profit  and  loss  balance, 21,933  73 

Total  debits $218,891  72 
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LlABILITIBS. 

Capital  stock,  oommon, $00,000  00 

Bonds  issued 60,000  00 

Notes  payable, 31.800  00 

Unpaid  bills 11,140  68 

Deposits  by  customers, 676  00 

Interest  accrued  but  not  due, 026  00 

Amounts  due  from  the  company,  not  included  above,  .  54,742  04 

Total  liabilities  as  per  books  of  the  company,  $218,891  72 


Manxtfactubino  Acoouirr. 
Operating  expenses:  Db.  Cb. 

$24,662  92 
1,726  16 


At  works. 

For  distribution,    . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas,    . 
residuals, 
other  sources. 

Balance  to  profit  and  loss. 


4,622  09 

1,922  83 

369  08 


Pbofit  and  Loss  Account. 


Balance  June  30,  1916, 
Balance  of  manufacturing  account. 
Jobbing,  .... 

Interest  paid,  .... 
Balance  June  30, 1917, 


AMHERST  GAS  COMPANY. 
ABasra. 


$33,182  08 

$27,948  26 

3  89 

629  00 

4,600  93 

$33,182  08 

$33,182  08 

NT. 

Db. 

Cb. 

$13,226  00 

4,000  93 

$186  42 

4,293  22 

21,933  73 

$22,119  16 

$22,119  16 

Gas  plant: 

Lands, $4,917  00 

Machinery  and  equipment,     ....  37,266  64 

Mains 43,343  60 

Services, 11,991  06 

Meters, 6,323  14 

$103,841  23 

Electric  plant: 

Lands, $11,578  28 

Substation  and  equipment,     ....  166,804  76 

Overhead  lines 216,183  14 

Transformers, 21,228  37 

Meters 18.787  09 

424,681  64 
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Other  assets: 

Work  in  process $9,174  80 

Cash, 5.923  85 

Notes  receivable, 18,913  01 

Due  for  gas,          ..;...  1,300  73 

Due  for  electricity. 10,747  25 

Sundry  accounts  due  the  company,                    .  11,814  13 

Gas  coal  on  hand, 3,145  39 

Coke  on  hand, 591  92 

Enrichers  on  hand, 896  83 

Purifying  materials  on  hand,  ....  178  97 

Other  gas  materials  on  hand,  519  82 

Electric  tools  and  implements,        ...  13  60 

Other  electric  materials  and  supplies  on  hand, .  20,226  90 

Stable  and  garage  equipment,          ...  89  07 

Office  furniture, 71  24 

Prepaid  interest 1,667  78 

Prepaid  taxes, 6.313  24 

Insurance, 1,068  48 


$92,663  01 


Total  assets  as  per  books  of  the  company,     ....  $621,085  88 

LlABIUTIBS. 

Capital  stock,  common,     .         .                  ...  $300,000  00 

Bonds  issued 30,000  00 

Notes  payable 260,000  00 

Unpaid  bills 6,446  41 

Deposits  by  customers, 50  00 

Unpaid  dividends 4,500  00 

Interest  accrued  but  not  due, 3,028  78 

Amounts  due  from  the  company,  not  included  above,  .  8,948  24 

Total  liabilities  as  per  books  of  the  cobipany,  $612,973  48 

Profit  and  loss  balance, 8,112  45 

Total  credits. $621,085  88 

MANXTFACTURtNG  ACCOUNT. 

Operating  expenses  (gas) :                                                        Db.  Cr. 

At  works $11,033  73 


For  distribution.    . 
management, 
taxes,     . 
incidentals,     . 


2,193  82 

2.088  03 

1,841  28 

452  54 


At  station,    . 

$5,412  97 

For  current  bought. 

36.686  23 

distribution,    . 

9.599  98 

8.543  83 

taxes,     . 

5.523  94 

incidentals,     . 

2.289  51 

$17,609  40 


68.056  46 

Digitized  by  VjOOQ IC 


1918.]  PUBLIC  DOCUMENT  — No.  36. 

Db, 

Income  from  sale  of  gaa, 

sale  of  eleotrioity 

Balance  to  profit  and  loss: 

Gas, S1.511  47 

Electric '    .         .         .  30,833  87 


Pbofit  and  Lobs  Aoooumt. 

Balance  June  30,  1916,      .... 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 

Interest  received, 

Rents, 

Jobbing, 

Other  items  of  income,      .         . 

Interest  paid 

Dividends  declared 

Depreciation 

Other  items, 

Balance  June  30, 1017,      .... 


43a 

Cr. 

$19,120  87 

98.890  33 


$118,011  20 

$118,011  20 

f»T. 

Dr. 

Cb. 

$6,470  61 

1.511  47 

30,833  87 

802  18 

470  20 

969  05 

9.737  97 

$12,531  39 

18,000  00 

6,500  00 

6,651  46 

8,112  45 

$50,795  30         $50,795  30 


ARLINGTON  GAS  LIGHT  COMPANY. 


A88BT8. 


Gas  plant: 
Lands, 
Buildings,     . 

Machinery  and  equipment. 
Holders. 
Mains, 
Services, 
Meters, 


eto: 


Other 

Cash 

Due  for  gas. 

Sundry  accounts  due  the  company. 

Gas  coal  on  hand, 

Enriohers  on  hand, 

Other  gas  materials  on  hand. 

Gas  arc  lamps. 

Gas  tools  and  implements. 

Stable  and  garage  equipment. 

Office  furniture,     . 

Investments  (securities) 


$32,494  16 
86,739  02 

125,142  86 
80.478  00 

333,006  00 
32,361  24 
53.460  43 


$245  00 

18.632  53 

15.650  04 

8.454  65 

6,814  18 

46.626  66 

1.706  86 

2,022  57 

2.468  17 

3,226  54 

200  00 


$743,681  71 


106,047  20 


Total  assets  as  per  books  of  the  company, 


d 849.728  91 
OOQ  iC 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


LZABILITXXS. 

Capital  stock,  common,     ..... 
Bonds  issued,  ....... 

Notes  pasrable, 

Unpaid  bills, 

Deposits  by  customers, 

Unpaid  dividends,    ...... 

Interest  accrued  but  not  duo 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance 


Total  credits. 


$460,000  00 

100,000  00 

222,700  00 

16,916  41 

6,261  96 

4,600  00 

1,260  00 

37,881  60 

$838,609  93 
11,218  98 

$849,728  91 


Manufactubino  Account. 


Operating  expenses: 
At  works. 
For  distribution,   . 

manasementf 

taxes,     . 

incidentals,     . 


Income  from  sale  of  gas,   . 
other  sources, 
Balance  to  profit  and  loss. 


Db. 


$49,412  24 

11,108  10 

22,690  86 

8,672  14 

2.811  33 


Pbout  and  Loss  Account. 


Balance  June  30,  1916,      • 
Balance  of  manufacturing  account. 
Interest  received. 

Rents, 

Jobbing,  .... 

Other  items  of  income, 

Interest  paid 

Dividends  declared, . 
Depreciation,  .... 
Other  items,     .... 
Balance  June  30.  1917, 


Cm. 


$94,694  66 

$148,989  63 

692  96 

64,887  92 

$149,682  68 

$149,682  68 

rNT. 

Dr. 

Cr. 

$6,669  40 

64.887  92 

110  36 

633  00 

1.648  07 

64  62 

$18,844  02 

27,000  00 

6,191  84 

668  93 

11,218  98 

$62,918  27 

$62,913  27 

ATHOL  GAS  AND  ELECTRIC  COMPANY. 

Absbtb. 
Gas  plant: 

Lands  and  buildings $11,881  99 

Machinery  and  equipment,     ....  32,169  39 

Mains. 48,403  68 

Services, 31.778  66 

Meters. 8.693  64 
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Electric  plant: 

Buildinss $57,644  04 

Steam  plant 61,031  17 

Electric  plant 117,180  68 

Hydraulic  plant  equipment,    ....  281,818  40 

Overhead  lines, 244,278  30 

Transformere, 17.244  47 

Meters, 29,563  68 

Street  lamps  and  fixtures,       ....  3,364  34 

Other  assets: 

Work  in  progres $70  02 

Cash, 10.796  61 

Notes  receivable 36,219  67 

Due  for  gas 3,647  56 

Due  for  electricity,         .                   .    ^    .         .  36,896  03 

Sundry  accounts  due  the  company,  8,577  69 

Gas  coal  on  hand 2,670  64 

Gas  arcs,     .         : 82  52 

Enrichers  on  hand 912  63 

Purifying  materials  on  hand,  ....  4  48 

Stoves 7,376  39 

Gas  tools  and  implements,      ....  506  00 

Electric  fuel  on  hand, 2,012  35 

.  Motors, 1,866  14 

Electric  tools  and  implements,                           .  1,316  72 

Other  electric  materials  and  supplies  on  hand,  .  14,401  38 

Stable  and  garage  equipment,                            .  462  08 

Office  furniture 4,399  58 

Reserve  fund, 44,450  00 

Prepaid  interest, 419  40 

Prepaid  taxes 55  19 

Insurance 1,493  97 

Investments  (real  estate),       ....  3,071  36 

Investments  (machinery),       ....  3,450  12 


$812,115  08 


184,064  43 


Total  assets  as  per  books  of  the  company, 


$1,129,096  76 


LZABILinBB. 

Capital  stock,  common, 

Bonds  issued,  . 

Notes  payable. 

Unpaid  bills,    . 

Deposits  by  customers, 

Unpaid  dividends,    . 

Interest  accrued  but  not  due. 

Premium  realised  on  stock  issu^. 

Amounts  due  from  the  company,  not  included  above. 

Total  Uabilitiee  as  per  books  of  the  company, 
Profit  and  loss  balance 


$655,000  00 

15,000  00 

289,900  00 

24,123  05 

95  00 

19,650  00 

2,477  20 

84,000  00 

6,132  03 

$1,096,377  28 
32,719  48 


Total  credits. 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Manutacturino  Acgoumt. 


operating  expenses  (gas) : 
At  works. 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Operating  expenses  (electric) : 
At  station,    . 
For  current  bought, 

distribution,   . 

management. 


Dr. 


Cb. 


incidentals. 


$10,626  40 
1,373  68 

938  41 
2,164  60 

343  98 


$17,403  31 

28,408  20 

6,018  38 

8,879  37 

14,166  37 

1,776  42 


$16,337  07 


70,641  06 


Income  from  sale  of  gas, 

other  sources,  gas,      .... 
sale  of  electricity, 

other  sources,  electric,    ... 
Balance  to  profit  and  loss: 

Gas, 11.676  66 

Electric 82.666  68 


$26,991  66 
921  08 

162,392  21 
806  42 


$180,110  26       $180,110  2ft 


Pbout  and  Loss  Account. 

Balance  June  30.  1916 

Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account, 

Interest  received, 

Rents, 

Jobbing, 

Other  items  of  income,      ..... 

Interest  paid,  ....... 

Dividends  declared, ...... 

Depreciation,  ....... 

Other  items, 

Balance  June  30,  1917, 


Dr. 


Cr. 

$31,788  61 

11.676  66 

82,666  68 

2.331  81 

98  94 

4.724  69 

666  67 


$14,942  76 
66.960  00 
16,400  00 
13.730  42 
32.719  48 


$133,742  66       $133,742  66 


ATTLEBORO  GAS  LIGHT  COMPANY  CORPORATION. 

Assets. 
Gas  plant: 

Lands $61,656  96 

Buildings 16.209  21 

Machinery  and  equipment,     ....  9.219  69 

Holders 75.827  39 

Mains 77,161  63 

Services. 1.034  44 

Meters 22,713  74 

$263,823  TM 
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Other  assets: 

Other  pennaiient  stroctuzee,  ....  Sl»200  00 

Cash 4470  25 

Due  for  gas 4,446  56 

Sundry  aeoounts  due  the  company,          .  1,873  27 

Oas  ooal  on  hand, 8,605  00 

Coke  on  hand, 1,610  00 

Tar  on  hand, 624  75 

Purifying  materials  on  hand,  ....  150  00 

Other  gas  materials  on  hand,  723  09 

Stoves  on  hand 677  80 

Oas  fixtures  on  hand, 525  90 

Oas  tools  and  implements,      J*        .         .         .  126  00 

Stable  and  garage  equipment,          ...  32  25 

Office  furniture, 1,003  84 


Total  assets  as  j>er  books  of  the  company, 


$25,768  21 
$279,591  27 


LiABiums. 

Capital  stock,  common, $116,000  00 

Notes  payable, 5,000  00 

Unpaid  bills, 2.139  59 

Deposits  by  customers, 235  00 

Premium  realised  on  stock  issues, 43,500  00 

Total  liabilities  as  j>er  books  of  the  company,  $166,874  59 

Profit  and  loss  balance, 112.716  68 

Total  credits, $279,591  27 


Operating  expenses: 
At  works. 
For  gas  bought,    . 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  pf  gas, 

residuals. 
Balance  to  profit  and  loss. 


Manutactubino  Account. 


$55,303  33 
7,890  68 
6.236  88 
7,878  54 
4.513  59 
1,254  46 


Dr. 


$83,077  48 


19.750  15 


Cb. 


$83,680  32 
19.147  31 


$102,827  63       $102,827  63 


Pbofit  and  Loss  Account. 

Balance  June  30,  1916, 

Balance  of  manufacturing  account,     . 

Interest  received,      ...... 

Rents, 

Jobbing, 


Db. 
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[Jan. 


Dr. 

Interest  paid $664  43 

Dividends  declared, 12,180  00 

Depreciation,  .......  4,376  76 

Other  items 139  70 

Balance  June  30,  1917. 112,716  68 

$130,077  67 


Cb. 


$130,077  57 


ATTLEBORO  STEAM  AND  ELECTRIC  COMPANY. 


AassTS. 


Electric  plant: 
Lands, 
Buildings,     . 
Steam  plant. 
Electric  plant. 
Overhead  lines, 
Transfonners, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets  i"" 
Office  biulding,      ...... 

Cash 

Due  for  electricity,         .         .         .         .         , 

Sundry  accounts  due  the  company, 

Electric  fuel  on  hand,    .         .         .         .         , 

Motors  on  hand,  .         .         .         .         . 

Electric  tools  and  implements,         .         .     •    , 
Other  electric  materials  and  supplies  on  hand,  . 
Stable  and  garage  equipment. 
Office  furniture,     ...... 

Reserve  fund,        ...... 

Prepaid  interest,  ...... 

Insurance,    ....... 

Investments  (real  estate),       .         .         .         . 

Sinking  fund,         ...... 


$21,380  64 
68,389  12 

107,649  06 
16,649  74 
74,968  86 
18.004  16 
19.636  09 
4,882  27 


$9,636  08 

34.426  34 

16,873  68 

6,167  60 

7.619  87 

2,417  46 

1.623  44 

3,363  22 

1.670  27 

960  61 

7,756  71 

466  16 

962  50 

1,069  06 

30,344  37 


$320,448  92 


124,136  26 


Total  assets  as  per  books  of  the  company,     ....       $444,584  18 


LXABILinXB. 

Capital  stock,  common 

Bonds  issued,  ....... 

Notes  payable,  ...... 

Unpaid  bills,    ....... 

Deposits  by  customers,      ..... 

Unpaid  dividends,     ...... 

Interest  accrued  but  not  due,     .... 

Premium  realised  on  stock  issues. 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance,      ..... 


$275,000  00 

30.000  00 

26,547  96 

3,273  47 

1,025  00 

8,250  00 

125  00 

20,000  00 

766  84 

$364,988  27 
79.596  91 


Total  credits, 
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Operating  expenses: 
At  station,    . 
For  distribution,   . 
management, 
taxes,     . 
incidentals,     . 


Manufactubino  Accottnt. 

$44,503  04 

6.851  63 

15,852  07 

14.197  02 

2,055  00 


Db. 


Cb. 


Income  from  sale  of  electricity, , 
Balance  to  profit  and  lose, 


$84,450  65 
57,503  42 


$141,054  07 


$141,054  07       $141,054  07 


Pbofit  and  Loss  Accottnt. 


Db. 


Balance  June  30.  1016 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents, 

Jobbing, 

Interest  paid $1,081  74 

Dividends  declared, 33,000  00  ^ 

Depreciation,  .......  22,144  61 

Other  items 1,651  71 

.  Balance  June  30,  1017, 70,505  01 


Cb. 

$78,362  01 

57,503  42 

1,840  61 

322  00 

345  03 


$138,373  07       $138,373  07 


ATWOOD,  L,  SIDNEY. 

(Chatham.) 

Manufactubino  Account  to  Januabt  4,  1017. 


Operating  expenses: 

At  works 

For  distribution,   . 

taxes,     .... 

$325  00 

15  00 

6  00 

Db. 

$346  00 

74  00 
$420  00 

Cb. 

Income  from  sale  of  gas.    . 
Balance  to  profit  and  loss. 

- 

$420  00 

$420  00 

AYER  ELECTRIC  LIGHT  COMPANY. 

Assets. 
Electric  plant: 

Lands,           .                             .          .                   .  $500  00 

Buildings,     .          .                   .         .         .         .  2.570  23 

Steam  plant, 6.710  00 

Electric  plant 10,046  30 

Overhead  lines, 30,817  24 

Transformers 3,842  00 

Meters, 5.880  65 

Street  lamps  and  fixtures.       ....  2,783  16 
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Other  I 

Cash. t2,06d  06 

Due  for  eleotrioity, 2,066  74 

Sundry  aooounts  due  the  company,  1,711  66 

Electric  fuel  on  hand, 7  98 

Motors 200  00 

Electxio  tools  and  implements,  861  06 

Other  electric  materials  and  supplies  on  hand,  .  8,273  68 

Stable  and  garage  equipment,  232  22 

Office  furniture 463  77 

Investments  (real  estote),  1,000  00 

812.201  61 

^    Total  assets  as  per  books  of  the  company,     ....         876,360  00 

LlABILITXBS. 

Capital  stock,  common, 830,000  00 

Bonds  issued,  . 8,600  00 

Notes  payable, 26.600  00 

Unpaid  bills. 1,207  83 

Deposits  by  customers, 200  00 

Interest  accrued  but  not  due, 141  67 

Amounts  due  from  the  company,  not  included  above,   .  6,333  23 

Total  liabilities  as  per  books  of  the  company,         .  873.062  73 

Profit  and  loss  balance, 3,207  36 

Total  credits, 876,360  00 

Makufactubino  Accoxtmt. 
Operating  expenses:  Db.  Cb. 


At  station. 

For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss, 


8416  74 
7,826  21 
2.087  66 
2,038  24 
800  27 
321  82 


814,300  83 
0,102  37 


823.376  48 
207  72 


823.683  20         823,683  20 


Pbopit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1016, 81,460  62 

Balance  of  manufacturing  account.     ...  0,102  37 

Interest  received, 42  37 

Rents 113  00 

Jobbing 470  41 

Other  items  of  income 224  77 

Interest  paid, 82,280  48 

Dividends  declared 3,600  00 

Depreciation,  .......  2,166  14 

Other  items, 170  46 

Balance  June  30,  1017, 3.207  36 

811,612  44    ^11^12t44 
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A.  W.  BARNES  STEAM  SPECIALTY  COMPANY. 

(Boston.) 

Maivufactubino  Accoxtmt. 


Operating  expenses: 
At  station,    . 
For  ounent  bought, 
distribution,    . 


incidentals,     . 

Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss, 


$19,489  84 

257  60 

450  00 

108  95 

1.006  59 


BARNSTABLE. 
(Sbb  Htannis.) 


Dr. 

121,312  98 
3.274  28 


Or. 


$12,057  38 
12,529  88 


$24,587  26         $24,587  26 


BEVERLY  GAS  AND  ELECTRIC  COMPANY. 

Abbbts. 
Gas  plant: 

Lands  and  buildings, $123,253  15 

Maohineiy  and  equipment,     ....  65.990  76 

Mains  and  services, 267,388  36 

Meters. 44.219  91 

Electric  plant: 

Lands  and  buildings $85,589  78 

Steam  plant 79.227  11 

Electric  plant, 73,635  87 

Overhead  lines 131,279  32 

Underground  conduits, 172.690  15 

Underground  wires  and  cables,  106,804  69 

Transformers, 18.054  29 

Meters, 21,693  62 

Street  lamxw  and  fixtures,       ....  6,930  78 

Other  assets:  "^ 

Office  building, $110,712  69 

Cash 12.717  08 

Due  for  gas. 10,218  25 

Due  for  electricity 14,146  03 

Sundry  accounts  due  the  company,  4.272  97 

Gas  coal  on  hand, 2,589  90 

Coke  on  hand 1,560  00 


$500,852  18 


695.905  61 


Google 
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Other  Assets  —  Candvded, 

Tar  on  hand, 

Enrichers  on  hand,        .... 

Ammonia  on  hand 

Stoves  on  hand, 

Electric  fuel  on  hand,    .... 
Electric  fixtures  on  hand,        .... 
Other  electric  materials  and  supplies  on  hand,  , 
Stable  and  garage  equipment. 

Office  furniture, 

Investments  (securities),        .... 


Total  assets  as  j>er  books  of  the  company,     ....    $1,376,740  60 


LXABIUTIBS. 

Capital  stock,  common, $687,500  00 

Deposits  by  customers, ■        .         .  2,876  00 

Unpaid  dividends 20,625  00 

Premium  realised  on  stock  issues, 355,250  00 

Depredation  reserve, 10,813  23 

Total  liabilities  as  per  books  of  the  company,         .         .         .  $1,086,064  23 

Profit  and  loss  balance, 290,682  37 


$1.400  00 

1,027  50 

75  00 

5,196  78 

2.310  00 

2.291  29 

^39  78 

8,150  00 

6,654  04 

727  50 

tl7n  Qfiff   R1 

Total  credits, $1,376,746  60 


MAKTTrACTUBINO  ACCOUNT. 

Operating  ezi>enses  (gas) :  Db.  Cb. 

At  works,      ....  $52,290  99 

For  distribution,    .  13,801  92 

management,  12,366  19 

taxes,     ....  10,829  73 

incidentals,     .  1,774  53 


Operating  eTpenaea  (electric) : 
At  station,    . 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas,    . 
residuals, 

other  sources  (gas) 
sale  of  electricity. 


$47,662  69 

12,783  95 

12,672  27 

19,661  71 

3.549  80 


$91,063  36 


96,330  42 

$114,884  52 

9,312  29 

457  22 

185.078  20 


other  sources  (electric),  .         .         .  5.977  06 

Balance  to  profit  and  loss: 

Gas, 33.590  67 

Electric 94.724  84 


$316,709  29  r"  $315,709  29 

Digitized  by  vjC 


1918.]  PUBLIC  DOCUMENT  — No.  35.  53  a 


Pmonr  and  Lobs  Accoxtnt. 


Balance  June  30,  1916,      .         .         .         . 
Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account, 
Interest  received,      .         .         .         .         . 

Rents,   * 

Other  items  of  income,      .         .         .         . 

Interest  paid 

Dividends  declared, 

Depreciation, 

Other  items, 

Balance  June  30,  1917,      .         .         .         . 


Db. 

Cb. 

$282,667  63 

33,590  67 

94,724  84 

515  74 

4,449  62 

1,837  95 

^1  77 

103,125  00 

18,043  90 

5,883  41 

290»082  37 

$417,786  45       $417,786  45 


BLACKSTONE  ELECTRIC  LIGHT  COMPANY. 

Assets. 
Gas  plant: 
Machinery  and  equipment,     ....  $4,634  50 

Mains.  11,896  84 

Services, 4,057  03 

Meters, 3.664  42 

$24,252  79 

Hectric  plant: 

Overhead  lines, $34,642  57 

Transformers 1,760  13 

Meters. 3,086  59 

Street  lamps  and  fixtures,       ....  532  73 

40,022  02 

Other  assets: 

Cash '    .  $2,517  54 

Due  for  gas,          .         .         .  588  27 

Due  for  electricity,  2.477  33 

Sundry  accounts  due  the  company,  1,620  73 

Other  gas  materials  on  hand,  177  35 

Motors, 429  00 

Electric  tools  and  implements,  87  41 

Other  electric  materials  and  supplies  on  hand,  .  554  85 

Stable  and  garage  equipment,  200  33 

OflSce  fumittire, 499  46 

Reserve  fund 4,323  29 

Prepaid  interest 119  43 

Insurance, 102  96 

Prepaid  taxes, 6  93 

13.704  88 

Total  assets  as  per  books  of  the  company,     ....         $77,979  69 

Liabilities. 

Capital  stock,  common, $^,000  00 

Notes  payable 33.000  00 

Unpaid  bills 1,856  59 

Deposits  by  customers, 
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Interest  accrued  but  not  due,    .... 

Raserves, 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance, 

Total  credits 


$271  04 
633  34 
284  10 


$76,219  19 
1.760  50 


$77,979  69 


Operating  expenses  (gas) : 
For  gas  bought,     . 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 


Manufactttriko  Accoxtmt. 


$3,775  63 
550  34 
468  95 
540  78 
1^8  46 


Db. 


Operating  expenses  (electric) : 
For  current  bought, 
distribution,   . 
management. 


incidentals, 


$8,591  53 

1,662  91 

695  38 

541  80 

187  42 


$5,484  16 


Income  from  sale  of  gas,   . 

other  sources  (gas), 
sale  of  electricity, 
other  sources  (electric), 

Balance  to  profit  and  loss: 
Gas, 


11.678  99 


1,367  59 


Electric, 6.090  18 


PRonr  AND  Lobs  Accottht. 


Db. 


Balance  June  30. 1916,      . 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufaottiring  account, 

Interest  received, 

Jobbing, 

Interest  paid, 

Dividends  declared 

Depreciation,  ...... 

Other  items, 

Balance  June  30,  1917,   .    .    .    . 


Cb. 


$6,826  79 

24  96 

17.154  25 

614  92 


$24,620  92    $24,620  92 


Cb. 
$1,676  80 
1.367  59 
6,090  18 
188  58 
730  48 
$1,671  67 
3,200  00 
3.093  29 
328  17 

1.760  50  

$10,053  63         $10,053  63 


BLOCK  PLANT  ELECTRIC  LIGHT  COMPANY. 
(Boston.) 
Assbts. 


lectric  plant: 

Steam  plant, 

$9,780  06 

Electric  plant. 

7,894  61 

Overhead  lines,      . 

4.363  52 

Meters.         .... 

2.679  90 

Arc  lamps  and  fixtures,  . 

1,890  77 

T,^  hy 

Gfco. 


,608  86 
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$428  08 

3,948  91 

34  84 

49  00 

82  00 

92  30 

6.629  39 

$11,264  52 

Other  assets: 

Cash 

Due  for  eleotrioity, 

Sundry  aooounts  due  the  company, 

Electric  fuel  on  hand.     . 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand. 

Investments  (securities), 


Total  assets  as  per  books  of  the  company,     ....  $37,873  38 

LlABIUTIES. 

Capital  stock,  conunon, $9,500  00 

Bonds  issued, 17,000  00 

Unpaid  bills 4,283  79 

Deposits  by  customers, 275  48 

Interest  due  but  not  paid, 3,400  00 

Total  liabilities  as  per  books  of  the  company,  $34,459  27 

Profit  and  loss  balance, 3,414  11 

Total  credits, $37,873  38 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution.    . 

management, 

taxes,     . 

incidentals,     . 


Manufacturing  Account. 


$30,495  29 

145  30 

1.293  93 

1,836  49 

266  13 

914  54 


Income  from  sale  of  electricity. 

other  sources. 
Balance  to  profit  and  loss. 


Db. 


$34,951  68 


Cr. 


$23390  56 
7,182  68 
4,378  44 


$34,951  68         $34,951  68 


Profit  andJLoba  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account, 

Interest  received. 

Interest  paid,  .... 

Other  items,     .... 

Balance  June  30,  1917,   . 


Dr. 

$4,378  44 

850  00 

324  78 

3,414  11 


Cr. 
$8,735  88 

231  45 


$8,967  33 


$8,967  33 
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BOSSIDY.    JAMES   F. 

(West  Stockbridge.) 

MANUFAcruBiNa  Acooinn 

Operating  expenses: 

For  current  bought, 

•6,023  77 

management, 

2,100  00 

taxes,     . 

306  35 

incidentals,    . 

50  00 

Income  from  sale  of  electricity. 
Balance  to  profit  and  loss, 


Db. 


$7,540  12 


$7,540  12 


Cb. 


$7,235  76 
304  36 

$7,540  12 


BOSTON  CONSOLIDATED  GAS  COMPANY. 


Abbbts. 


Gas  plant: 

Lands  and  buildings,     . 

Machinery  and  equipment. 

Mains, 

Services, 

Meters, 


Other  assets: 
Gas  arc  lamps, 
Printing  plant. 
Cash,  . 

Notes  receivable. 
Due  for  gas, 
Sundiy  accounts  due  the  company. 
Gas  coal  on  hand. 
Coke  on  hand,       ... 
Tar.  ammonia,  etc.,  on  hand, 
Enrichers  on  hand, 
Purifying  materials  on  hand,  . 
Other  gas  materials  on  hand. 
Stoves,  .... 

Stable  and  garage  equipment. 
Office  furniture.     . 
Insurance,  etc..  prepaid, 
Investments  (securities), 


$5,772,051  13 
7,011.511  39 

10.416.364  36 
1.605,655  46 
1.728,956  17 


$26,534,538  51 


$29,344  59 
6,739  16 

100.357  45 
6.065  00 

388.220  14 

125,182  69 

69.355  28 
23.924  44 

19.356  03 
77.941  69 
18.699  24 

413.513  43 
271,575  16 
53,179  07 
53,892  85 
11,738  58 
47,409  13 


1,716.493  93 

Total  assets  as  per  books  of  the  company $28,251,032  44 

LiABiLrriEs. 

Capital  stock,  common, $15,124,600  00 

Coupon  notes, 3,000,000  00 

Other  notes  payable 291.222  89 

Unpaid  bills Digitized  by    235,708  75 
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Deposits  by  customers $170,547  90 

Interest  accrued  but  not  due, 45,000  00 

Premium  realised  on  stock  issues 8,803,264  80 

Depreciation  reserve, 2,041  99 

Other  reserves, 150,890  65 

Amounts  due  from  the  company,  not  included  above,  98,255  53 

Total  liabilities  as  per  books  of  the  company,                            .  $28,011,532  51 
Profit  and  loss  balance 239,499  93 

Total  credits, $28,251,032  44 


Maxxtfactxtbino  Account. 


Operating  exi)enses: 
At  works,     . 
For  gas  bought,    • 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 

Income  from  sale  of  gas, 
residuals, 
other  sources, 

Balance  to  profit  and  loss. 


$1,166,133  28 
818,737  06 
531,110  44 
340.281  96 
494,631  41 
158.957  29 


Dr. 


Cr. 


$3,509,851  44 


$4,928,856  93 

6.156  85 

47,773  87 


1,472.936  21 


$4,982,787  65    $4,982,787  65 


Profit  and  Lobs  Account. 


Balance  June  30, 1916, 

Balance  of  manufacturing  account, 

Interest  received. 

Rents,     . 

Jobbing, 

Other  items  of  income, 

Interest  paid,  . 

Dividends  declared, . 

Depreciation,  . 

Reserve  fund. 

Other  items,     . 

Balance  June  30,  1917, 


Dr. 


$194,270  62 

1.058,722  00 

12,033  67 

57,000  00 

30,350  60 

239,499  93 


Cr. 

$51,680  94 

1,472,936  21 

9,731  79 

13,517  64 

2.324  53 

1.686  71 


$1,551,876  82  $1,551,876  82 


BROCKTON  GAS  LltJHT  COMPANY. 

Gas  plant:  Assets. 

Lands  and  buildings $171,120  44 

Machinery  and  equipment,     ....  406,019  41 

Holders, 215,507  19 

Mains 711,094  87 

Services, 200,503  91 

Meters, 182,906  85 


$1,887,152  © 
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CMJier  assets: 

Gas  arc  lamps, $36,310  75 

Cash 222.992  49 

Notes  receivable, 369  80 

Dueforgas 16,606  00 

Sundiy  accounts  due  the  company,          .         .  49,763  92 

Gas  coal  on  hand, 16,034  47 

Coke  on  hand 23.663  80 

Tar  on  hand. 8,422  23 

Ammonia  on  hand 1.803  26 

Enrichers  on  hand 5.136  02 

Purifying  materials  on  hand,  .  947  82 

Other  gas  materials  on  hand,                    .  96,663  40                            y 

Stoves  on  hand 11.710  01 

Gas  on  hand. 697  64 

Interest  prepaid 8.067  09 

Insurance 4.1«>  01 

Invertments  (real  estate) ^'^^  ^       $498.732  70 

Total  assets  as  per  books  of  the  company,  ....    $2,386,886  37 

LlABIUTIBa. 

Capital  stock,  oommon '^'f^'SS  SS 

Noteapoyble ^'SS  m 

unpaidbiu. "-jj;;! 

Deposits  by  customers „„'5!::  „i 

UniaTd  dividends.    .                   23.066  00 

Interest  accrued  but  not  due ^."»^  ^ 

Reserves *'®      ^ 

Amounts  due  from  the  company,  not  included  above,  .         .  2,216  28 

Total  liabilities  as  per  books  of  the  company,         .                   .    $2,361,676  62 
Profit  and  loss  balance 2^,30S  76 

Total  credits $2,386,886  37 

Manufactttrinq  Account. 


Operating  expenses: 
At  works,     . 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     , 


Dr.  Cb. 


Income  from  sale  of  gas,   . 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


$209,461  73 

62,611  36 

71.810  73 

36.223  12 

4,711  73 


$374,718  66 


130.657  06 


$433,911  64 

71.260  86 

203  32 


$506,376  71  $605,375  71 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30.  1916 fin  a^7  nn 

Balance  of  manufacturing  account.     .         .         .  _„«?!_?« 
Interest  received,      ...*•• 


Digitized  by 


Go'dgl^ 


;918.] 


PUBLIC  DOCUMENT  — No.  35. 


59a 


Rents,     . 

Jobbinc, 

Other  items  of  inoome, 

Interest  paid,  . 

Dividends  declared, . 

Other  items,     . 

Balance  June  30,  1917, 


Db. 

Cr. 

$346  70 

1,209  43 

260  02 

$27,385  59 

92,220  00 

7,270  03 

24.308  75 

$151,184  37 

$151,184  37 

BUZZARDS  BAY  ELECTRIC  COMPANY. 


AsaxTB. 
Electric  plant: 

Lands $2,882  82 

Buildings 18,271  26 

Reservoirs,  dams,  and  canals,  4.500  59 

Steam  plant, 66,318  89 

Electric  plant, 16,476  37 

Overhead  lines, 213,294  10 

Transformers 17,871  68 

Meters, 1.331  43 

Street  lamps  and  fixtures,       ....  42,378  77 

$383,325  91 

Other  assets: 

Substation  equipment $4,747  60 

Cash, 10.757  11 

Due  for  electricity, 13,548  15 

Sundry  accounts  due  the  company,          .         .  27.609  72 

Electric  fuel  on  hand 1,175  74 

Electric  tools  and  implements.         ...  86  70 

Other  electric  materials  and  supplies  on  hand,  .  984  14 

Stable  and  garage  equipment,          .                  .  5.638  60 

Office  furniture 1,044  71 

Insurance 105  89 

Investments, 2,276  01 

67,974  37 

Total  assets  as  per  books  of  the  company,     ....       $451,300  28 
Profit  and  loss  balance, 13,190  42 

Total  debits $464,490  70 

LlABILITZBS. 

Capital  stock,  common, $11,000  00 

Notes  payable 47,150  00 

Unpaid  bills, 49,551  16 

Dej)osits  by  customers,      ........  471  00 

Depreciation  reserve.         ........  150  00 

Boston  Electric  Associates. 355.118  80 

Amounts  due  from  the  company,  not  included  above,  1.049  74 


Total  liabilities  as  per  books  of  the  company. 
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Operating  expenses: 
At  station,    . 
For  ouirent  bought, 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 


Manufacturino  Acooxtnt. 


$38,853  0^ 
3,704  00 
9,648  41 
5.287  06 
1.601  33 
1.639  31 


Db. 


Inoome  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss. 


PBOriT  AND   Loss  ACCOUNT. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents, 

Jobbing, 

Other  items  of  income,      ..... 

Interest  paid, 

Other  items,     ....... 

Balance  June  30,  1917, 


Dr. 
$5,988  97 


21,583  16 
374  01 


Cb. 


$60,733  18 

14,285  90  

$75,019  08    $75,019  08 


$74,528  53 
490  55 


Cb. 

$14,285  90 

341  08 

10  00 

58  01 

60  73 


13,190  42 


$27,946  14    $27,946  14 


CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 

AflSBTS. 

Electric  plant: 

Lands  and  buildings, $210,964  76 

Steam  plant, 424,116  34 

Electric  plant, 139,722  15 

Overhead  lines 217,036  52 

Underground  conduits, 248,767  63 

Underground  wires  and  cables,  161,274  67 

Transfonners 49,413  83 

Meters 88.337  56 

Street  lamps  and  fixtures,       ....  9.016  61 

Other  assets: 

Cash $141,675  00 

Due  for  electricity, 28.533  43 

Sundiy  accounts  due  the  company,                   •  11,626  00 

Electric  fuel  on  hand 51,448  38 

Motors  OB  hand 3,018  04 

Other  electric  materials  and  supplies  on  hand,  .  44,978  32 

Stable  and  garage  equipment,                    .         .  26,178  71 

OflSce  furniture, 3,829  79 

Investments  (real  estate).  $45,500  00 

Investments  (liberty  bonds), .  6,710  00 

52,210  06 


$1,548,650  07 


Total  assets  as  per  books  of  the  company. 


363.492  73 

.  Digitiz.ed  tl,912,142  ^ 
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LlABnjTIEB. 

Capital  stock,  oommon, $1,000,000  00 

Notes  t>ayable. 113.500  00 

Unpaid  bills, 12.601  86 

Deposits  by  oustomen. 13,121  08 

Premium  realised  on  stock  issues, 420,000  00 

Reserves, 110,000  00 

Amounts  due  from  the  company,  not  included  above,                   .  28.128  88 

Total  liabilities  as  per  books  of  the  company,                           .  $1,697,251  32 

Profit  and  loss  balance 214.891  48 

Total  credits $1,912,142  80 

Manttfactubino  Account. 

Operating  expenses:                                                                 Dr.  Cb. 

$212,504  90 
389  66 


At  station,    . 

For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


94,482  85 
42,800  34 
70,717  80 
15,104  95 


$436,000  59 


Income  from  sale  of  electricity,  .  $673,112  87 

other  sources,        ....  ,  5,556  46 

Balance  io  profit  and  loss;  ....  242.668  74 


$678,669  33       $678,669  33 

PBonr  AND  Loss  Accoxtnt. 

Dr.  Cr. 

Balance  June  30.  1916. $209,610  10 

Balance  of  manufacturing  account,     .  .  242,668  74 

Interest  received, 2,895  92 

Rents 2.600  04 

Jobbing 3.777  37 

Transferred  from  reserve  fund,  ....  100,000  00 

Interest  paid $3,701  82 

Dividends  declared 220,000  00 

Surplus  miscellaneous  profits.     ....  12.014  53 

Depreciation, 30,000  00 

Reserve  fund 80.000  00 

Other  items, 943  34 

Balance  June  30,  1917.      .         ,         .         .         .  214,891  48    

$561,552  17       $561,552  17 


CAMBRIDGE  GAS  LIGHT  COMPANY. 

Assets. 
Gas  plant: 

Lands  and  buildings. $417,971  09 

Machinery  and  equipment.     ....        1.065.775  59 

Holders '   .         .         .  612,756  60 

Mains  and  services, 775,894  21 

Meters, 163.000  00 

$3,035,397  49 
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Other  assets: 

Office  buUding, $120,000  00 

Work  in  process 6,289  64 

Cash, 16,727  03 

Notes  receivable, 93  38 

Due  for  gas, 29,682  87 

Sundry  accounts  due  the  company,  26,906  79 

Gas  coal  on  hand, 74,383  01 

Coke  on  hand, 8,337  50 

Enrichers  on  hand, 6,11100 

Purifying  materials  on  hand 2,694  73 

Other  gas  materials  on  hand,  64,798  34 

Stoves  on  hand, 11,276  63 

Gas  fixtures  on  hand, 4,798  79 

Gas  tools  and  implements 1,884  46 

Stable  and  garage  equipment,  8,600  00 

Office  furniture, 7,000  00 

Reserve  fund, 39,076  00 

Beplaoement  fund, 17,443  32 

Investments.  /  ^"^.  ?  ^^'^  Endicott."  18.000  00 


'\  securities,         ....  10,11000 


$464,212  38 


Total  assets  as  per  books  of  the  company,     ....  $3,499,609  87 

LvkBiLrriss. 

Capital  stock,  common $1,680,000  00 

Notes  payable, 176.300  00 

Unpaid  bills, 18,246  00 

Deposits  by  customers, 29,690  00 

Interest  accrued  but  not  due, 2,366  69 

Premium  realised  on  stock  issues, 956,966  50 

Profit  sharing«plan, 11,249  18 

Other  reserves, ^  ,  60.384  84 

Amounts  due  from  the  comi>any,  not  included  above,  .  16,784  06 

Total  liabilities  as  per  books  of  the  company,         .                   .  $2,949,974  16 

Profit  and  loss  balance, 649,636  71 

Total  credits, $3,499,609  87 


Manufactxtbino  Account. 
Operating  expenses:  Dr.  Cr. 

$502,766  77 

164  72 

124,614  36 

61.916  87 


At  works, 

For  gas  bought.     . 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  gas, 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


91.021  63 
22,511  61 


$802,976  86 

$847,352  86 
165.347  11 
6  00 
209,730  11 


$1,012,705  97  $1,012,705  97 
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Profit  and  Loss  Accoxtkt. 


Balance  June  30,  1916,      . 

Balance  of  manufaotuiing  account, 

Interest  received, 

Rents,     . 

Other  items  of  income. 

Interest  paid,  . 

Dividends  declared, . 

Reserve  fund,  . 

Depreciation,  . 

Replacement  fund,  . 

Other  items,     . 

Balance  June  30,  1917, 


Db. 

Cr. 

$589,768  43 

209,730  11 

5,691  55 

282  02 

10.928  99 

$10,008  13 

108.000  00 

42,000  00 

24.367  88 

20,000  00 

2.379  88 

* 

649,635  71 

$816,391  10       $816,391  10 


CENTRAL  MASSACHUSETTS  ELECTRIC  COMPANY. 


Assets. 


Electric  plant: 

Lands  and  buildings. 

Substation  and  equipment, 
.  Overhead  lines,     . 

Transformers, 

Meters, 

Street  lamps  and  fixtures. 


Other  assets: 
House  and  store  wiring,  ... 

Cash, 

Notes  receivable,  ..... 
Due  for  electricity,         .... 
Sundry  accounts  due  the  company. 
Electric  fuel  on  hand,     .         .         .         .         < 

Motors  rented, 

Electric  stoves  rented,  .... 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand,  , 

Stable  and  garage  equipment. 

Office  furniture,     ...... 

Reserve  funds, 

Sinking  fund, 

Insurance,  interest  and  taxes. 

Investments  (securities  and  accrued  interest), . 

Investments  (real  estate),       .         .         .         . 


$4,093  70 
40,237  92 
544,749  73 
42,854  22 
39,384  35 
3,500  00 


$11,042  72 

19,071  02 

4,883  81 

16,403  01 

31,567  12 

932  96 

24,540  27 

515  54 

1,878  26 

26.013  81 

3.664  20 

4,830  28 

21.543  43 

41.037  58 

1,643  58 

3,090  00 

2.976  80 


$674,819  92 


Total  assets  as  per  books  of  the  company. 


215.634  39 
$890,454  31 


LlABILrnEB. 

Capital  stock,  common, $280,000  00 

Bonds  issued,  .         . 150,000  00 
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Other  notes  payablOi  ...... 

Unpaid  bills 

Deposits  by  customers,      ...... 

Interest  accrued  but  not  due, 

Reserves, 

Amounts  due  from  the  company,  not  included  above,  . 

Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$330,000  00 

21.543  87 

69  00 

6.965  49 

4.700  00 

12.621  44 

$846,899  80 
43.554  51 


Total  credits $890,454  31 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,   . 

management,  • 

taxes.     . 

incidentals,     . 


MANUFACrURING  AcOOUMT. 


$8,589  10 

122.822  24 

.  19.603  56 

7,058  79 

9.902  27 

2,402  72 


Dr. 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss, 


$169,878  68 
68,148  23 


$238,026  91 
Profit  and  Lobs  Account. 


Balance  June  30.  1916. 

Balance  of  manufacturing  account, 

Interest  received. 

Rents, 

Jobbing,  .... 

Interest  paid.  .... 
Dividends  declared,  . 

Depreciation 

Reserve  for  bad  debts. 

Other  items,     .... 

Balance  June  30.  1917, 


Dr. 


$26,801  52 

25.200  00 

14,237  76 

500  00 

5.626  13 

43,554  51 


Cr. 


$223,262  98 
14.763  93 


$238,026  91 


Cr. 

$43,197  71 

68,148  23 

1.290  14 

256  00 

3.027  84 


$115,919  92   $115,919  92 


CENTRAL   MASSACHUSETTS  POWER  COMPANY. 

(An  unincorporated  voluntary  association.) 

Abbets. 


>  No  value  stated. 


Electric  plant: 
Lands. 
Buildings.     . 
Waterwheels. 
Water  power  rights, 
Additional  land,  buildings,  water  power  equip- 
ment and  electrical  machinery,     . 


$230,938  55 


$230,938  55 
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Other  assets: 

Cash. $11,481  10 

Notes  receivable 10,000  00 

Sundry  accounts  due  the  company.  .  3.913  30 

$25,394  40 

Total  assets  as  per  books  of  the  company.     ....       $256,332  95 

LlABILmXS. 

Capital  stock  (common  and  preferred)  issued  under  agreement  and 
declaration  of  trust  dated  Mar.  9.  1912:  — 
3,000  common  (no  value  stated) ;  2.250  preferred  (no  value  stated) . 

Issued  for  cash.  2.100  preferred  shares, $210,000  00 

Surplus  paid  in  under  agreement  and  declaration  of  trust,     .  25,000  00 

Reserve  for  dividends, 2.175  00 

Accounts  payable.  731  10 

Amounts  due  from  the  company,  not  induded  above.  20  00 

Total  liabilities  as  per  books  of  the  company.  $237,926  10 

Profit  and  loss  balance. 18,406  85 

Total  credits. $256,332  95 

Maitutactxtbino  Acooxmr. 

Dr.  Cr. 

Income  from  sale  of  electricity.  $33,762  59 

Balance  to  profit  and  loss,  $33,762  59 

$33,762  59         $33,762  59 

Proitt  and  Loss  Acooxtnt. 

Dr.  Cr. 

Balance  June  30.  1916 $15,471  60 

Central  Massachusetts  Electric  Company,  ^  33,762  59 

Interest  received 595  95 

Other  items  of  income, 476  71 

Dividends  declared, $31,875  00 

Reserve  for  dividend 25  00 

Balance  June  30,  1917, 18,406  85 

$50,306  85         $50,306  85 


CHARLEMONT  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

AsasTB. 
Electric  plant: 
Steam  plant, $1,282  50 


Electric  plant, 

Overhead  lines, 

Meters, 

Street  lamps  and  fixtures. 


1,239  75 

1.406  07 

62  13 

128  84 


$4,119  29 


>  Plant  operated  by  the  Cential  ICassaohuaette  Eleotrio  Company, 
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Other  assets: 

Cash $75  86 

Due  for  electricity,         .....  627  54 

Sundxy  accounts  due  the  company,           .         .  38  20 

Electric  lamps  on  hand,           ....  24  25 

Other  electric  materials  and  supplies  on  hand,  .  22  00 


At  station,    . 
For  distribution, 

taxes,     . 

incidentals, 


$1,166  50 
35  00 
81  23 
24  82 


$1,307  65 


$787  85 


Total  assets  as  per  books  of  the  company,     ....  $4,907  14 

LxABiLrrnEB. 

Capital  stock,  common, $3,000  00 

Unpaid  bills, 178  60 

Amounts  due  from  the  company,  not  included  above,  .  289  22 


Total  liabilities  as  per  books  of  the  company,  $3,467  82 

Profit  and  loss  balance 1,439  32 


Total  credits $4,907  14 

MANUFACTTTRINa  ACCOUNT. 

Operating  expenses:  Db.  Cb. 


Income  from  sale  of  electricity,  ....  $1,707  71 

Balance  to  profit  and  loss,  ....  400  16 


$1,707  71  $1,707  71 

PBonr  AND  LoBB  Account. 

Db.  Cb. 

Balance  June  30,  1916, $1,039  16 

Balance  of  manufacturing  account,     .         .  400  16 

Balance  June  30,  1917 $1,439  32 


$1,439  32  $1,439  32 


CHARLESTOWN  gas  and  electric  COMPANY. 

Assets. 

Gas  plant: 

Lands $176,159  23 

Buildings,  machinery  and  equipment,      .  365,222  46 

Mains 203,605  19 

Meters 60.966  98 

$805,953  86 

Electric  plant: 

BuUdings, $1,000  00 

Overhead  lines, 16,220  48 

Underground  conduits,  wires  and  cables,          .  98,668^ jj^y  GoOqIc 
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Electric  plant  —  Concluded. 

Transfoimera, $15,021  82 

Meters 6.550  94 

Street  lamps  and  fixtures,       ....  1,53020 


Other  assets: 

Office  building $25,000  00 

Cash 10,574  73 

Due  for  gas, 17,639  37 

Due  for  electricity, 12,936  06 

Sundry  accounts  due  the  company,  13,700  15 

Gas  coal  on  hand, 33,986  02 

Coke  on  hand, 922  50 

Tar  on  hand, 1.310  26 

Other  gas  materials  on  hand,  8,158  09 

Stoves  on  hand, 6,157  31 

Other  electric  materials  and  supplies  on  hand,   .  3,507  37 

Insurance, 1,962  65 


$138,981  56 


135.854  51 

Total  assets  as  per  books  of  the  company,     ....  $1,080,789  93 

LlABILITIBB. 

Capital  stock,  common, $600,000  00 

Notes  payable, 100,000  00 

Unpaid  bills 17.137  57 

Deposits  by  customers, 17,575  17 

Premium  realised  on  stock  issues,        ......  91,901  12 

Amounts  due  from  the  company,  not  included  above,  .  23,476  92 

Total  liabilities  as  per  books  of  the  company,                            .  $850,090  78 

Profit  and  loss  balance, 230,699  15 

Total  credits, $1,080,789  93 


MANUrAGTUBING  ACCOUNT. 

Operating  expenses  (gas) :  Db.  Cb. 

$216,620  57 
411  58 


At  works. 

For  gas  bought,     . 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


29,588  18 

15,118  89 

26,598  89 

4,538  08 


Operating  expenses  (electric) : 

At  station.    ....  $7,406  48 

For  current  bought,                 .  34,366  25 

distribution.    .         .         .  19,764  04 

management,           .  7,415  03 

taxes 7.927  82 

incidentals,     ...  1,824  55 


$292,876  19 


78,704  17 


Income  from  sale  of  gas, $267,844  09 

residuals, 124.968  33 

sale  of  electricity,  ....  137,467  46 

Balance  to  profit  and  loss: 

Gas 99,936  23 

Electric 58,763  29 


$530,279  88       $530,279  88 
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Pbofit  and  Loss  Acootxi^. 

Balance  June  30,  1016,      .... 
Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account. 
Interest  received,      ..... 

Rente 

Interest  paid,  ..'.... 

Dividends  declared,  ..... 

Depreciation,  ...... 

Other  items,     ...... 

Balance  June  30,  1917,   .... 


Dr. 

Cr. 

$230,699  15 

99,936  23 

58,763  29 

440  28 

1,440  01 

$7,115  05 

102.000  00 

25,893  88 

26,670  88 

230,699  15 

$391,278  96   $391,278  96 


CHESTER  ELECTRIC  LIGHT  COMPANY. 

AsasTB. 


Electric  plant: 
Lands, 
Buildings,     . 
Oil  engine  plant, 
Electric  plant. 
Hydraulic  plant, 
Overhead  lines, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash, 

Due  for  electricity,         .         .         .         .         , 

Electric  fuel  on  hand, 

Electric  fixtures  on  hand,        .         .         .         . 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand, . 

Stable  and  garage  equipment, 

Office  furniture, 


Total  assets  as  per  books  of  the  company, 


$1,100  00 

175  05 

1,154  45 

2,236  63 

2,383  88 

1,643  63 

887  33 

158  91 

$9,739  88 

$237  71 

385  06 

20  00 

83  47 

117  73 

80  00 

475  41 

109  50 

1,453  88 

. 

$11,198  76 

LlABILimS. 

Capital  stock,  common,     ........  $5,000  00 

Notes  payable 3.000  00 

Unpaid  biUs, 336  26 

Interest  accrued  but  not  due, 62  50 

Amounts  due  from  the  company,  not  included  above,                    .  2,500  00 

Total  liabilities  as  per  books  of  the  company,         .         .  $10,898  76 

Profit  and  loss  balance, 300  00 


Total  credits,     . 
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Manufagturing  Account. 
Operating  expenses:  Ds.  Cr. 


At  station*    . 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 


$1,791  75 

648  26 

242  64 

121  91 

92  95 


$2,896  71 


Inoome  from  sale  of  electricity,  ....  $4,206  90 

Balance  to  profit  and  loss,  ....  1,310  19 

$4,206  90  $4,206  90 

Pbofit  akd  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1916, $300  00 

Balance  of  manufacturing  account,     .  1,310  19 

Interest  paid, $320  19 

Dividends  declared, 300  00 

Depreciation, 690  00 

Balance  June  30, 1917 300  00 


$1,610  19  $1,610  19 


CHICOPEE  GAS  LIGHT  COMPANY. 

ASSBTS. 

Profit  and  loss  balance, $222,000  00 


Total  debits, $222,000  00 

LlABIUTIBS. 

Capital  stock, $222,000  00 

Total  liabilities  as  per  books  of  the  company;  $222,000  00 

Total  credits $222,000  00 

Pbofzt  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1916 $222,000  00 

Balance  June  30, 1917, $222,000  00 


$222,000  00       $222,000  00 


CITIZENS  GAS,  ELECTRIC  AND  POWER  COMPANY  OF  NANTUCKET. 

Gas  plant:  Assets. 

Lands $4,726  00 

Buildings, 3,454  58 

Machinery  and  eciuipment,     ....  11,48663 

Mains  and  services, 10,858  31 

Meten,                           3,054  26 

^579  %8 
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Electric  plant: 

Lands $4,731  60 

Bmldings 2.719  66 

Steam  plant, 16,072  38 

Electric  plant, 6,601  84 

Overhead  lines 8,623  77 

Transformers, 1,464  37 

Meters, 3,366  67 

Street  lamps  and  fixtures,       ....  634  62 

Other  assets: 

Cash $323  46 

Due  for  gas 1,666  08 

Due  for  electricity, 1,320  07 

Sundry  accounts  due  the  company,  1,096  80 

Gas  coal  on  hand, 2,770  00 

Coke  on  hand, 136  00 

Tar  on  hand, 136  60 

Other  gas  materials  on  hand,  662  24 

Stoves  on  hand, 226  25 

Gas  tools  and  implements,      ....  79  00 

Electric  fuel  on  hand, 470  00 

Electric  tools  and  implements,         ...  38  00 

Other  electric  materials  and  supplies  on  hand,  .  619  66 

Office  furniture 110  27 


$43,004  71 


9,640  32 


Total  assets  as  i;)er  books  of  the  oomi>any, 


$86,224  81 


LlABIUnZB. 

Capital  stock,  conmion, $40,000  00 

Bonds  issued, 26.600  00 

Notes  payable, 16,000  00 

Deposits  by  customers.      ........  10  00 

Total  liabilities  as  per  books  of  the  company.  $81,610  00 

Profit  and  loss  balance, 4,714  81 

Total  credits. $86,224  81 


Manufacturino  Aogoitmt. 


Operating  expenses  (gas) : 

Db. 

At  works.     . 

$8,617  16 

For  distribution,   . 

360  66 

management. 

1.969  51 

taxes,     . 

465  83 

incidentals,     . 

728  80 

$12,011  84 

Operating  expenses  (electric) : 

At  station,    .         .         .         . 

$6,661  90 

distribution,    . 

2.246  96 

management. 

1.969  62 

taxes,     .         .         .         . 

911  66 

incidentals,     . 

882  83 

11,662  87 
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Db. 


Income  from  sale  of  gas,   . 
residuals, 

other  souroes  (gas), 
sale  of  electricity, 
other  soixroes  (electric). 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


$3,690  96 
2,724  90 


Pbofit  and  Loss  Account. 

Balance  June  30,  1916 

Balance  of  gae  manufacturing  account. 
Balance  of  electric  manufacturing  account. 

Rents, 

Jobbing,  ...... 

Interest  paid, 

Dividends  declared, 

Depreciation, 

Other  items,     ...... 

Balance  June  30,  1917 


Cr. 

$13,283  53 

2,166  49 

262  77 

13,618  94 

668  83 


$29,990  66 

$29,990  66 

NT. 

Db. 

Cr. 

$4,408  95 

3,690  96 

2,724  90 

41  65 

970  64 

$1,676  48 

2,400  00 

3,000  00 

46  70 

4,714  81 

$11,836  99    $11,836  99 


CITIZENS    GAS  LIGHT  COMPANY  OF  QUINCY. 

Absxts. 
Gas  plant: 

Lands  and  buildings $12,030  26 

Machinery  and  equipment,     ....  87,732  60 

Mains 668,394  47 

Services, 80,161  71 

Meters, 86,260  29 

$833,669  23 

Other  assets: 

Gas  arc  lamps, $4,630  66 

Cash, 11,139  16 

Due  for  gas, 8,346  63 

Sundry  accounts  due  the  company,  8,169  21 

Coal  on  hand, 486  42 

Gas  on  hand, 190  46 

Other  gas  materials  on  hand,  86,470  29 

Stoves 1,179  42 

Stable  and  garage  equipment,  7,048  08 

Office  furniture, 2,041  34 

Interest  suspense,          .....  33  61 

Insurance, 466  83 

80,189  90 

Total  assets  as  i>er  books  of  the  company,     ....       $913,769  13 
Profit  and  loss  balance,    ' 27,944  68 


Total  debits, 
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LiABUjnsfl. 

Capital  stock,  common $743,000  00 

Notes  payable,          .         .         .         .       ' 170,135  24 

Unpaid  bills,    .          .         .          .* 15,802  58 

Deposits  by  customen,      ........  4,352  86 

Depreciation  reserve,         ........  660  75 

Other  reserves, 3^091  18 

Amounts  due  from  the  company,  not  included  above,  .  4,661  20 


Total  liabilities  as  i>er  books  of  the  oomx>any, 


$941,703  81 


Maihttactubino  Account. 


Operating  expenses: 
For  gas  bought,     . 
distribution,    . 
management, 
taxes.     . 
incidentals. 

Income  from  sale  of  gas,    . 
other  sources, 
Balance  to  profit  and  loss. 


$87,751  54 

24,863  98 

13,910  00 

15,912  00 

1,559  47 


Db. 


$143,996  99 


38,739  10 


Cr. 


$182,316  41 
419  68 


$182,736  09       $182,736  09 


Pbout  and  Loss  Account. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received, 

Jobbing, 

Interest  paid, 

Dividends  declared, 

Depreciation,  ...... 

Other  items 

Balance  June  30,  1917,      .... 


Dr. 

Cb. 

$24,074  56 

$38,739  10 

802  13 

409  75 

6,166  85 

33.435  00 

51  01 

4,168  24 

27,944  68 

$67,895  66         $67,895  66 


CLINTON  GAS  LIGHT  COMPANY. 

AB8ET8. 

Gas  plant: 

Lands $4,000  00 

Buildings, 11,321  85 

Machinery  and  eqmpment,     ....  43,666  47 

Holders 13,494  00 

Mains, 41,913  90 

Services, 12,653  35 

Meters, 9,889  15 
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Electric  plant: 
Lands,  ...... 

Buildings, 

Steam  plant, 

Electric  plant,       . 

Overhead  lines, 

Transformers,        ..... 

Meters,         ...... 

Street  lamps  and  fixtures. 

Other  assets: 

Cash 

Due  for  gas, 

Due  for  electricity,         .... 

Sundry  accounts  due  the  company, 

Gas  coal  on  hand,  .... 

Enrichers  on  hand,         .... 

Other  gas  materials  on  hand, 

Electric  fuel  on  hand,     .... 

Motors  on  hand,   .  •       . 

Tools  and  implements,  .... 

Other  electric  materials  and  supplies  on  hand. 

Stable  and  garage  equipment, 

Office  furniture, 

Total  assets  as  per  books  of  the  company. 

Liabilities. 

Capital  stock,  common, $183,000  00 

Bonds  issued, 110,000  00 

Notes  payable 61,000  00 

Unpaid  bills 4,938  94 

Deposits  by  customers, 2,325  92 

Unpaid  dividends, 9,150  00 

Amounts  due  from  the  company,  not  included  above,  .  21,377  32 

Total  liabilities  as  per  books  of  the  company,  $391,792  18 

Profit  and  loss  balance 5,774  42 

Total  credits. $397,566  60 


$5.000  00 

23,930  67 

22,810  54 

19,482  45 

119,212  97 

8,436  07 

8,934  19 

11,580  87 

$219,387  76 

$2,449  43 

3,455  29 

6,097  17 

6,044  65 

4,756  41 

303  37 

5,507  76 

47  63 

4,867  29 

525  49 

4,929  13 

744  14 

1,512  36 

41,240  12 

• 

$397,566  60 

Manufacturino  Acooumt. 
operating  expenses  (gas) :  Db.  Cb. 

$17,024  97 
2.724  40 


At  works. 

For  distribution,    . 

management, 

taxes,     . 

incidentals,     . 

Oi>erating  expenses  (electric) : 
At  station,    . 
For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,  . 


4,187  93 

2,305  23 

832  90 


$2,740  12 

44,993  46 

6.846  34 

8,511  35 

4,728  68 

752  59 


$27,075  43 


68.572  54 
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Income  from  sale  of  gas,    . 

other  souiees  (gas), 
sale  of  electricity,  . 
other  sources  (electric),  . 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


Profit  and  Loss  Accottmt, 

Balance  June  30,  1916,      .... 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, 
Interest  received,      ..... 

Jobbing, 

Interest  i>aid,  ...... 

Dividends  declared,  ..... 

Depreciation,  ...... 

Other  items,     ...... 

Balance  June  30,  1917 


Db. 

Cb. 

$34,269  22 

18  00 

104.701  35 

1,896  01 

$7,201  79 

38,024  82 

$140,874  58 

$140,874  68 

Db. 

Cb. 

$6,770  96 

7,201  79 

38,024  82 

121  49 

1,161  34 

$9,836  46 

29,280  00 

6,476  09 

916  44 

6,774  42 

$62,280  40 

$62,280  40 

DEDHAM  AND  HYDE  PARK  GAS  AND  ELECTRIC  LIGHT  COMPANY. 


Absxtb. 


Gas  plant: 

Lands, 

Buildings, 

Machinery,  equipment  and  holders. 

Mains, 

Services, 

Meters, 


Other  assets: 

Cash 

Due  for  gas. 

Sundry  accounts  due  the  company. 
Other  gas  materials  on  hand. 
Stable  and  garage  equipment. 
Office  furniture,     ... 
Prepaid  interest,    . 
Insurance,    .... 
Investments  (real  estate). 


Total  assets  as  per  books  of  the  company, 


$4,407  87 
1.020  16 
31,083  06 
184.963  97 
13.741  48 
26.304  67 


$8,868  66 

8.498  74 

4,580  49 

13,408  56 

900  00 

683  86 

739  12 

113  70 

1,600  00 


$260,611  20 


39,283  12 
$299,894  32 


LXABILITISB. 

Capital  stock,  common $166,960  00 

Bonds  issued, 60.000  00 

Notes  payable, 37,600  00 
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Deposits  by  customers, $2,389  00 

Interest  accrued  but  not  due, 625  00 

I^remium  realized  on  stock  issues,        ......  7,190  00 

Amounts  due  from  the  company,  not  included  above,  ...  25  44 

Total  liabilities  as  per  books  of  the  company,                            .  $272,960  64 

Profit  and  loss  balance,      ........  26.933  68 

Total  credits $299,894  32 


MANtrFACTTTBING  ACCOUNT. 


Operating  expenses: 

Db. 

Cb. 

At  works,     . 

$858  35 

For  gas  bought,     . 

40,107  22 

distribution,    . 

3,865  11 

management. 

14.542  54 

taxes,     . 

4,572  68 

incidentals,     . 

664  32 

$64,610  22 

Income  from  sale  of  gas. 

$84,620  56 

other  sources 

, 

697  61 

Balance  to  profit  and  loss. 

. 

20,707  95 

$85,318  17         $85,318  17 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1916 $27,976  95 

Balance  of  manufacturing  account,     .  20,707  95 

Interest  received, 41  86 

Jobbing, 1,709  59 

Interest  paid $4,049  54 

Dividends  declared 12,476  00 

Depreciation, 6,640  85 

Other  items, 336  28 

Balance  June  30, 1917, 26,933  68 


$50,436  35         $50,436  35 


DEERFIELD  RIVER  ELECTRIC  LIGHT  COMPANY. 

(Conway.) 

Manufactubino  Account  to  Oct.  31,  1916. 


Operating  expenses: 
For  current  bought, 
management, 
taxes,     .         .         . 

$466  67 

5  00 

92  00 

Db. 

$563  67 
196  49 

Cb. 

Income  from  sale  of  electricity,  . 
Balance  to  profit  and  loss. 

. 

$760  16 

$760  16  r- 
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Pbofzt  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30,  1916 $3,259  82 

Balance  of  mantifacturing  account,     .  190  49 

Balance  Oct.  31,  1916, $3,466  31 


$3,456  31  $3,456  31 


EAST  BOSTON  GAS  COMPANY. 

Assets. 
Gas  plant: 

Lands  and  buildings $292,130  99 

Machinery  and  equipment,     ....  411,255  27 

Mains 284.103  27 

Services 67,556  36 

Meters, 126.932  61 

Other  assets: 

Cash $17,364  77 

Due  for  gas, 30,437  42 

Sundry  accounts  due  the  company,  11,781  20 

Gas  coal  on  hand,                             ^                  .^  7,758  66 

Coke  on  hand,       .         .         .         f         .         .  136  15 

Tar  on  hand 2,562  36 

Enrichers  on  hand, 1,002  58 

Gas  on  hand, 689  85 

Other  gas  materials  on  hand,  88,273  02 

Stoves  and  appliances 10,133  46 

Stable  and  garage  equipment,  5,980  63 

Office  furniture. 6.409  08 

Interest  prepaid, 403  32 

Insurance 626  32 


$1,171,978  50 


183,547  82 


Total  assets  as  per  books  of  the  company,     ....  $1,355,526  32 

LlABXLITIBS. 

Capital  stock,  common $575,000  00 

Notes  payable 392,500  00 

Unpaid  bills, 33.338  56 

Deposits  by  customers, 56,161  04 

Premium  realised  on  stock  issues,        ......  11,000  00 

Reserves, v        .         .  14,662  39 

Amounts  due  from  the  company,  not  included  above,  .  7,462  09 

Total  liabilities  as  per  books  of  the  company,                            .  $1,090,124  08 

Profit  and  loss  baUnce, 265.402  24 

Total  credits $1^,526  32 
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MANUrACTURINO  ACOOUNT. 


Operating  ezi>en8es: 
At  works. 
For  gas  bought.     . 

distribution.    . 

management. 

taxes.     . 

incidentals.     . 

Income  from  sale  of  gas. 

residuals. 

other  sources, 
Balance  to  profit  and  loss. 


Db. 


Cb. 


$119,287  77 

123.690  15 

58,055  67 

50.463  80 

29.832  00 

4.768  49 

B, 

. 

Pbofit  and  Loss  Accottmt. 


Balance  June  30.  1916, 

Balance  of  manufacturing  account. 

Interest  received. 

Rents 

Jobbing.  .... 

Other  items  of  income. 
Interest  paid.  .... 
Dividends  declared.  . 
Depreciation.  .... 
Other  items,     .... 
Balance  June  30.  1917. 


$386,097  88 

$431,621  81 

10.716  88 

3.017  42 

59,258  23 

$445,356  11 

$445,356  11 

nra. 

Db. 

Cb. 

$262,887  37 

59.258  23 

1.321  35 

413  71 

3.150  62 

538  65 

$17,902  82 

43.125  00 

780  07 

359  80 

265.402  24 

$327,569  93 

$327,569  93 

EASTERN   MASSACHUSETTS  ELECTRIC  COMPANY. 

Assets. 

Unfinished  construction $295,555  34 

Cash 12.422  46 

Due  for  electricity 12.342  94 

Sundry  accounts  due  the  company.     .  3.869  46 

Electric  materials  and  supplies  on  hand.    .         .  7.801  14 

$331,991  34 

Total  assets  as  per  books  of  the  company.     ....       $331,991  34 

LiABiunzs. 

Capital  stock,  common. $125,000  00 

Notes  payable 110.000  00 

UnDaid  bills 86.158  86 

Interest  accrued  but  not  due 120  00 

Amounts  due  from  the  company,  not  included  above.  1.500  00 

Total  liabilities  as  per  books  of  the  company,  $322,778  86 

Profit  and  loss  balance, 9,212  48 

Total  credits, r"$331.991  34 
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Op€fmtin<  €ip€u>et; 
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Ca- 

mift  dUTCOl  DOII|^t» 

S22J075  21 

dwtribittiofi«   ... 

360  44 

73  30 

taxes,     .... 

1,525  08 

ioddentals,     . 

23  50 

$24,057  53 

Inetme  from  wtde  of  deetricity. 

, 

$32,906  06 

BaUuwe  to  profit  Md  Iom, 

■  ■  - 

8347  53 

$32,905  06 

$32,905  06 

PBorrr  ajcd  Lom  Aocx)ukt. 

Db. 

Ca. 

Balaaee  June  ao,  1916,      . 

$285  83 

BftlAiiee  of  nuinuf Acturiiig  account, 

8347  53 

InUrett  received,      . 

608  93 

Other  itenw  of  income. 

776  00 

Intereet  paid, 

$1,285  68 

Other  iteme, 

20  13 

Balance  June  30, 1916,      . 

0,212  48 

$10,518  29 

$10318  29 

EA8THAMPTON  GAS  COMPANY. 

AasBTS. 
Oaf  plant: 

Landf, $3391  28 

Buildingi 8.554  26 

Machinery,  equipment  and  holderB.  31.482  18 

Maim  and  lervioes 38,916  49 

Meters, 11,854  86 

$94,499  07 

Electric  plant: 

Lands $12,789  54 

Buildings, 122317  27 

Steam  plant 124,785  16 

Electric  plant 49.580  56 

Spur  track 660  42 

Overhead  lines, 82,652  19 

Transformers 4.555  16 

Meters, 8.790  70 

406,131  00 

Other  assets: 

Work  in  process, $119,045  39 

Cash 13,603  62 

Notes  receivable 415  00 

Due  for  gas 531  80 

Due  for  electricity, 20,089  04 

Sundry  accounts  due  the  company,  2,444  95 

Gas  coal  on  hand, 2,018  79 

Coke  on  hand, 37163      /^^^^T^ 

Digitized  by  VjOOQIc 


1918.] 


PUBLIC  DOCUMENT  — No.  35. 


79  a 


Other  assets — C<mduded» 

Tar  on  hand, 

Enriohers  on  hand,         .... 

Other  gas  materials  on  hand, 

Stoves  on  hand,    ...... 

Gas  fixtures  on  hand,     .... 

Electric  fuel  on  hand,    .         .         .         .         , 

Motors  on  hand, 

Electric  fixtures  on  hand,        .         .         .         , 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on  hand,  , 

Office  furniture, 

Interest  prepaid,   ..... 
Insurance,    ....... 


Total  assets  as  per  books  of  the  comiMmy. 


$261  04 

47  26 

2,464  23 

360  00 

700  00 

10,133  06 

167  38 

642  62 

1  00 

16,277  03 

1  00 

137  60 

620  41 

$189,202  63 

. 

$680,832  70 

LlABUJTZBB. 

Capital  stock,  common $460,000  00 

Notes  payable, 176,000  00 

Unpaid  bills. 19,711  40 

Deposits  by  customers, 117  66 

Unpaid  dividends, 6,760  00 

Reserves, 600  00 

Amounts  due  from  the  company,  not  included  above,  .  3,088  26 

Total  liabilities  as  per  books  of  the  company,  $666,167  31 

Profit  and  loss  balance 34,666  39 

Total  credits $689,832  70 


Manufactubimo  Accottkt. 


Operating  expenses  (gas) : 

Db. 

Cr. 

At  works,     .... 

$18,836  46 

For  distribution,    . 

2.072  34 

6.397  41 

taxes,     .... 

1,668  91 

iir/nd^^Tl^l",       ... 

861  92 

$28,826  03 

Operating  expenses  (electric) : 

At  station,    .... 

$11,688  82 

For  current  bought, 

111,263  62 

distribution,   . 

6,467  17 

8,476  34 

taxes,     .... 

9,716  88 

incidentals,     . 

2,891  30 

160,392  03 

Income  from  sale  of  gas,    . 

... 

$24,486  06 

•          . 

4.466  03 

sale  of  electricity, 

•          .          . 

206,776  36 

Balance  to  profit  and  loss: 

Gm 

... 

126  06 

Electric,       .... 

66.383  33 

$234,727  44       $234,727.^ 
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Profit  and  Lobs  Account. 

Balance  June  30,  1016,      .... 
Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account, 

Rents 

Jobbing, ....... 

Other  items  of  income,      .... 

Interest  paid,  ...... 

Dividends  declared, 

Depreciation,  ...... 

Other  items, 

Balance  June  30,  1017,      .... 


Db. 

Cr. 

$26,215  32 

126  05 

55.383  33 

377  96 

11.343  00 

847  60 

$5,350  70 

27,000  00 

24,670  75 

2,606  51 

34,665  39 

$04,203  35         $94,293  35 


THE  EDISON    ELECTRIC    ILLUMINATING  COMPANY   OF   BOSTON. 

ASSBTB. 

Electric  plant: 

Lands.                    .  $3,361,143  26 

Buildings 7,118,882  14 

Steam  plant, 5,716.175  50 

Electric  plant, 7,446,374  23 

Overhead  lines, 7,054,408  82 

Underground  conduits, 5,600,088  85 

Underground  wires  and  cables,  0,380,743  60 

Transformers, 887,818  87 

Meters, 1.676.033  87 

Street  lamps  and  fixtures 404,425  53 

$48,745,004  67 

Other  assets: 

Permanent  investments,         ....  $1,304,840  12 

Cash 3,702,610  42 

Notes  receivable 5,351  25 

Due  for  electricity, 856,822  08 

Sundry  accounts  due  the  company,  82,210  17 

Electric  fuel  on  hand, 132,333  72 

Motors  on  hand, 18,023  06 

Other  electric  materials  and  supplies  on  hand,  .  1,210,237  84 

Stable  and  garage  equipment,  307,488  74 

Sinking  fund, 20,698  44 

7.740,516  74 


Total  assets  as  per  books  of  the  company, 


$56,485,611  41 


LlABILITIBS. 

Capital  stock,  common, $22,528,000  00 

Bonds  issued 1,402,000  00 

Coupon  notes, 10,021,500  00 

Other  notes  payable 2,257,000  00 

Unpaid  bills, 268,897  10 

Deposits  by  customers, ^  82^60^  00 
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.Unpaid  dividends S675,840  00 

Interest  accrued  but  not  due, 339,354  49 

Premium  realised  on  stock  issues 17,919,157  61 

Reserves, 840,044  25 

Total  liabilities  as  per  books  of  the  company,                  .         .  $56,334,153  45 
Profit  and  loss  balance, 151,457  96 

Total  credits, $56,485,611  41 


Manufactubimo  Accouirr. 
Operating  expenses:  Dr.  Cb, 

$1,814,533  23 

22,263  61 

1,142,663  99 

1,196,032  70 

1,022.564  52 

259,866  76 


At  station,    . 

For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


$5,457,924  81 


Income  from  sale  of  electricity,  .  $9,235,778  14 

other  sources,        ....  20,180  48 

Balance  to  profit  and  loss,  ....        3,798,033  81 


$9,255,958  62    $9,255,958  62 

pRonr  AND  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1916, $155,012  11 

Balance  of  manufacturing  account,     .  .  3,798,033  81 

Interest  received 88,397  80 

Rents, 35,629  52 

Jobbing, 51,948  27 

Other  items  of  income, 99,854  29 

Interest  paid $495,456  71 

Dividends  declared 2,703,066  00 

Reserve  account, 200,000  00 

Properties  purchased  charged  ofif,       .  669,242  52 

Other  items, 9,652  61 

Balance  June  30,  1917, 151,457  96 

$4,228,875  80    $4,228,^75  80 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROCKTON. 

Assets. 
Electric  plant: 

Lands  and  buildings, $515,550  31 

Steam  plant, 606,845  71 

Electric  plant, 540,410  86 

Overhead  lines, 586,034  76 

Underground  conduits,  wires  and  cables,  .  206,055  58 

Transformers, 92,231  32 

Meters, 92,002  09 

Street  lamps  and  fixtures,       .....  36,978  64 

$2t676,109|^ 

Digitized  by  VjOOQ IC 


82  a  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

Other  assets: 

Cash, $93,883  36 

Notes  receivable, 526  84 

Due  for  electricity, 58,854  01 

Sundry  accounts  due  the  company,  44,332  08 

Electric  fuel  on  hand 8,515  65 

Electric  tools  and  implements,  3,542  22 

Other  electric  materials  and  supplies  on  hand,  .  126,208  59 

Stable  and  garage  equipment,  10,468  33 

Office  furniture. 1,642  69 

Construction  bills  prepaid,      ....  15,103  81 

Interest  prepaid, 2,128  58 

Insurance, 5,618  69 

Investments  (real  estate) 6i800  00 


S377,624  85 


Total  assets  as  per  books  of  the  company S3,053,734  12 

LlABILrriEB. 

Capital  stock,  common, SI  ,476,000  00 

Bonds  issued, 200.000  00 

Bonds  of  Bridgewater  Electric  Co., 15,000  00 

Coupon  notes. 16,000  00 

Other  notes  payable, 640,000  00 

Unpaid  bills 34.842  95 

Deposits  by  customers 878  74 

Interest  accrued  but  not  due, 1,718  05 

Premium  realised  on  stock  issues,                                    .      '  .  238,956  00 

Reserves, 61,666  66 

Amounts  due  from  the  company,  not  included  above,  .  32,232  34 

Total  liabilities  as  per  books  of  the  company,         .                   .  $2,717,294  74 

Profit  and  loss  balance 336,439  38 

Total  credits $3,053,734  12 


Manufacturing  AccotTNT. 
Operating  expenses:  Dr.  Cr. 

$203,276  18 
70,365  49 


At  station,    . 
For  distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss. 


74.310  31 
61.593  23 
11,922  18 


$421,467  39 
240.162  22 


$660,200  88 
1,428  73 


$661,629  61  $661,629  61 

Profft  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1916 $222,542  94 

Balance  of  manufacturing  account,     .        ^ .  240,162  22 

Interest  received 363  00  . 

Rents 2,439  27 

Jobbing. 12,587  33 

Interest  paid, $17,806  04 
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Db. 

Cb. 

Dividends  declared,  .         . 

$118,080  00 

Depreciation  reserve, 

2,499  99 

Coupon  note  sinking  fund, 

2,500  01 

Other  items,     ... 

769  34 

Balance  June  30,  1917,      . 

336,439  38 

$478,094  76 

$478,094  76 

FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 

Assets. 
Electric  plant: 

Lands $148,777  90 

Buildings, 311,470  98 

Steam  plant, 372,427  43 

Electric  plant, 211,393  48 

Overhead  lines 437,001  25 

Underground  conduits 276,652  51 

Underground  wires  and  cables,                  .         .  418,037  32 

Transformers, 81,412  60 

Meters 90,824  55 

Street  lamps  and  fixtures,       ....  38,515  25 

Other  assets: 

Work  in  process, $95,449  06 

Cash, 39,213  29 

Notes  receivable, 2,308  14 

Due  for  electricity, 43,264  24 

Sundry  accounts  due  the  company,          .  22,383  46 

Electric  fuel  on  hand, 34,192  80 

Motors  on  hand 245  19 

Electric  fixtures  on  hand,        ....  2,405  22 

Electric  tools  and  implements,  7,299  47 

Other  electric  materials  and  supplies  on  hand,  .  84,303  27 

Stable  and  garage  equipment,          .  10,916  70 

Office  furniture, 10,092  87 

Suspended  items, 6,436  88 

Insurance  and  interest 8,316  68 

Investments  (securities),        ....  8,000  00 


$2,386,513  27 


Total  assets  as  per  books  of  the  company. 


374,827  27 
.    $2,761,340  54 


LlABIUTIBS. 

Capital  stock,  common, $1,400,000  00 

Notes  payable, 500,000  00 

Unpaid  bills, 58,693  82 

Deposits  by  customers, 1,342  00 

Unpaid  dividends, 28,000  00 

Premium  realised  on  stock  issues,  445,000  00 

Depreciation  reserve, 195,117  69 

Other  reserves 19,659  01 

Amounts  due  from  the  company,  not  included  above,  13,621  73 

Total  liabilities  as  per  books  of  the  company,                            .  $2,661,434  25 

Profit  and  loss  balance 99,906  29 

Total  credits, Digitized  i$2,761,340  $^ 
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MAjruTAomana  AccotntT. 


Operating  expenses: 

Db. 

Cr, 

At  station 1 

1163,477  1( 

\ 

For  current  bought, 

473  94 

distributionp    . 

69.994  47 

management. 

56,439  5C 

) 

taxes,     .... 

54.134  42 

\ 

incidentals,     . 

9.925  81 

$354,445  33 

Income  from  sale  of  electricity, . 

, 

$563,346  33 

Balance  to  profit  and  loss. 

•         1 

208.901  00 

$563.346  33 

$563,346  33 

Profit  and  Loss  Accouivt. 

Da. 

Cb. 

Balance  June  30,  1916,      .       ' . 

$98,309  74 

Balance  of  manufacturing  account,     . 

208,901  00 

Interest  received. 

734  66 

Rents,     . 

910  44 

Jobbing, 

1,228  43 

Interest  paid,  . 

$17,116  85 

Dividends  declared, 

112,000  00 

Reserve  fund,  . 

76,384  26 

Other  items,     . 

4,676  87 

Balance  June  30,  1917,      . 

99,906  29 

$310,084  27 

$310,084  27 

FALL  RIVER  GAS  WORKS  COMPANY. 


ASSKTS. 


Gas  plant: 
Lands  and  buildings. 
Machinery  and  equipment. 
Mains. 
Services. 
Meters, 


Other  assets: 
Office  building.      .         .         .         . 

Cash 

Notes  receivable 

Due  for  gas.  .... 

Sundry  accounts  due  the  company. 

Gas  coal  on  hand. 

Coke  on  hand,       .... 

Tar  on  hand.         .... 

Enrichers  on  hand, 

Purif3ring  materials  on  hand.  . 

Ammonia  on  hand. 

Other  gas  materials  on  hand, . 


$478,248  44 

826,087  61 

522,885  15 

79.852  75 

153.827  93 

$2,060,901  88 

$57,842  38 

127.194  56 

1.770  36 

33,192  08 

35.887  75 

38.332  52 

3.511  44 

5,153  45 

4,850  42 

663  48 

1.646  78 

49.750  59  ^  T 

Digitized  by  VjOOQ IC 


1918.] 


PUBLIC  DOCUMENT  — No.  35. 


85  a 


Other  assets  —  Conduded, 
Stoves  on  hand,    .... 
Gas  fixtures  and  supplies  on  hand. 
Stable  and  garage  equipment, 
Office  furniture,     .         .         .         . 

Insurance, 

Investments  (securities). 


Total  assets  as  per  books  of  the  company, 


$10,813  00 

10.872  27 

6,326  68 

3,508  98 

245  14 

50.000  00 


$441,561  88 
$2,502,463  76 


LiABiLmsa. 

Capital  stock,  common, *    .  $1,127,000  00 

Unpaid  bills, 19,605  67 

Deposits  by  customers,      .         .                  8,628  06 

Premium  realised  on  stock  issues, 577,348  67 

Depreciation  reserve, 174,846  76 

Other  reserves 5.081  97 

Amounts  due  from  the  company,  not  included  above,  .  32,125  10 

Total  liabilities  as  per  books  of  the  company,                           .  $1,944,636  23 

Profit  and  loss  balance 557,827  53 

Total  credits, $2,502,463  76 


Manxtfactubino  Account. 


Operating  expenses: 
At  works,     . 

distribution,    . 
management, 
taxes,     . 
incidentals,     . 

Income  from  sale  of  gas,    . 
residuals, 
other  sources, 

Balance  to  profit  and  loss. 


$254,748  04 

51,026  15 

54,071  04 

65,867  82 

6,634  18 


Db. 


$432,347  23 


246,380  23 


Cb. 


$556,073  56 

122,390  50 

263  40 


$678,727  46       $678,727  46 


PBoin  AND  Lobs  Account. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents, . 

Other  items  of  income,      .... 

Interest  paid, 

Dividends  declared,  ..... 
Depreciation  reserve,         .... 

Other  items, 

Balance  June  30,  1917,      .... 


Db. 

Cb. 

$477,276  42 

. 

246,380  23 

1,896  81 

528  00 

55  72 

$274  09 

135,240  00 

30,000  00 

2,795  56 

657.827  53 

»726.miJlbv»726'"^^ 
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FITCHBURG  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

ASSBTB. 

Gas  plant: 

Lands  and  buildings, $03,832  76 

Machinery,  equipment  and  holders,                  .  184,327  89 

Gas  arc  lamps,               .         .  ■      .  4,787  77 

Mains 202,383  05 

Services 34,634  84 

Meters 100,923  74 


Electric  plant: 
Lands  and  buildings, 
Reservoirs,  dams  and  canals. 
Steam  plant, 
Electric  plant. 
Hydraulic  plant  equipment. 
Overhead  lines, 
Underground  conduits,  wires  and  cables, 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 
Work  in  process,   . 

Cash, 

Due  for  gas. 

Due  for  electricity. 

Sundry  accounts  due  the  company. 

Gas  coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand,  . 

Other  gas  materials  on  hand. 

Stoves  on  hand,    . 

Gas  fixtures  on  hand,    . 

Gas  tools  and  implements, 

Electric  fuel  on  hand,    . 

Motors  on  hand,   . 

Electric  fixtures  on  hand. 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand. 

Stable  and  garage  equipment. 

Office  furniture,     . 

Investments  (real  estate). 

Investments  (securities). 


$239,310  41 

25.794  55 

257,047  94 

123,814  11 

4.676  42 

190,174  55 

194,973  03 

45,504  70 

39,102  76 

5,214  81 


$26,238  39 

64,437  47 

4,521  65 

18.346  87 

26,948  31 

7,165  72 

2,329  60 

834  93 

1,719  45 

815  24 

47,113  39 

4,900  26 

113  17 

3,578  66 

22,544  28 

452  20 

179  77 

5,545  91 

38,651  45 

10,808  86 

12,795  09 

13.454  54 

3,550  00 


$620,890  05 


1.125,613  28 


317,045  21 


Total  assets  as  per  books  of  the  company,     ....    $2,063,548  54 
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LlABILITXES. 

Capital  stock,  common,     . ^888,000  00 

Coupon  notes,                     . 35,000  00 

Other  notes  payable, 390,000  00 

Unpaid  bills, 34,318  29 

Deposits  by  customers, 4,642  02 


Interest  accrued  but  not  due, 
Premium  realised  on  stock  issues, 

D^redation  reserve^ 

Other  reserves,  .         .         . 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance,     ..... 


1.313  79 

448,100  00 

62.600  42 

12,045  38 

.  3,417  24 

.    $1,874,437  14 
.  189,111  40 

Total  credits, $2,063,548  64 


Manxtfactubino  Accottmt. 


Operating  expenses  (gas) : 
At  works,     . 
For  distribution,    . 

management, 

taxes,     . 

incidentals,     . 

Operating  e^enses  (electric) : 
At  station,    . 
For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


$80,733  49 

25.245  46 

16,109  85 

15.487  88 

3,192  56 


$92,457  06 

11,211  60 

26,867  28 

22,971  45 

26,265  34 

6,692  91 

. 

Db. 


$140,769  24 


186,465  64 


Income  from  sale  of  gas, 
residuals, 
sale  of  electricity, 
other  sources  (electric), . 
Balance  to  profit  and  loss: 

Gas, 42,356  98 

Electric, 112,957  21 


Cr. 


$169,038  84 

14,087  38 

290,279  28 

9,143  57 


$482,549  07       $482,549  07 


Profit  and  Lobs  Account. 


Balance  June  30,  1916, 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufacturing  account. 

Interest  received. 

Rents,     . 

Other  items  of  income, 

Interest  paid,  . 

Dividends  declared, . 

Depreciation  reserve. 

Other  items,     . 

Balance  June  30,  1917, 


Dr. 


Cb. 
$187,346  .83 
42,356  98 
112,957  21 
920  24 
144  00 
1.176  36 
$17,212  67 
88,800  00 
38,872  63 
10,904  92 
189,111  40  

$344,901  62   $344,901  62 
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FRAMINGHAM   GAS.  FUEL  AND  POWER  COMPANY. 

Assets. 
Qas  plant: 

Mains S68.193  21 

Services, 14,867  85 

Meters, 19.740  39 


Other  assets: 

Office  building $15,175  00 

Cash 660  38 

Due  for  gas, 5,526  55 

Sundry  accounts  due  the  company,  3,102  33 

Other  gas  materials,  stoves  and  fixtures  on  hand,  8,583  01 

Gas  tools  and  implements 1,323  32 

Stable  and  garage  equipment,  600  00 

Office  furniture 600  00 

Reserve  fund, 5,230  94 


$102,801  45 


40,801  53 


Total  assets  as  per  books  of  the  company $143,602  98 

Liabilities. 

Capital  stock,  common, $75,000  00 

Notes  payable, 50,100  00 

Unpaid  bills, 12,037  64 

Deposits  by  customers 665  00 

Reserves, 5.230  94 


Total  liabilities  as  per  books  of  the  company,  $143,033  58 

Profit  and  loss  balance,      .  569  40 


Total  credito, $143,602  98 


Manufactubino  Account. 
Operating  expenses:  Db.  Cb. 

,    $31,101  93 
7,316  33 


For  gas  bought, 
distribution,    . 
management, 
taxes,     . 
incidentals,     . 

Income  from  sale  of  gas,    . 
other  sources. 
Balance  to  profit  and  loss. 


6,455  62 
898  90 
314  77 


$46,087  55 
8,392  85 


$53,855  28 
625  12 


$54,480  40         $54,480  40 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1916 $19  05 

Balance  of  manufacturing  account,     .  8,392  85 

Interest  received , 

Digitized  by  ^ 


.Gocgl^ 


1918.]  PUBLIC  DOCUMENT  — No.  35.     •  89  a 


Rents,  . 
Jobbing, 
Interest  paid,  . 
Depreciation,  . 
Reserve  fund,  . 
Other  items,  . 
Balance  June  30,  1917, 


Dr. 

Cr. 

$225  00 

585  83 

$1,453  63 

2,859  11 

2.100  00 

2,276  55 

569  40 

$9,258  59 

$9,258  59 

FRANKLIN. 
(See  Union  Lioht  and  Powxr  Compant.) 


FRANKLIN  COUNTY  POWER  COMPANY. 
(An  unincorporated  volunteer  association.) 

AflflBTS. 

Certain  property  received  for  preferred  and  common  shares  issued 
under  agreement  and  declaration  of  trust  dated  March  30, 
1916,  and  certain  contracts  (no  value  stated). 

Other  property $13,329  96 

Cash, 919  69 

Notes  receivable, 15.000  00 

Sundry  accounts  due  the  company, 1,327  13 

Interest  earned 225  00 

Total  assets  as  per  books  of  the  company,     ....         $30,801  78 

LlABILITIBa. 

Preferred  and  common  shares  issued  under  agreement  and  declara- 
tion of  trust  dated  March  30,  1914,  and  certain  contracts: 
900  common  (no  value  stated) ;  900  preferred  (no  value  stated). 

Surplus  paid  in $27,500  00 

Reserve  for  dividends,  preferred  shares  due  August  1,  1917,  .  450  00 

Amounts  due  from  the  company,  not  included  above,  119  72 

Total  liabilities  as  per  books  of  the  company,  $28,069  72 

Profit  and  loss  balance, 2,732  06 

Total  credits $30,801  78 

Manuvacturino  Account. 

Dr.  Cr. 

Income  from  sale  of  electricity,                   ...  $5,991  92 

Balance  to  profit  and  loss $5,991  92 
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pBorrr  and  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Interest  received, 

Dividends  declared,  . 

Balance  June  30, 1917, 


Dr. 

Cr. 

$2,082  16 

5,991  92 

957  98 

$6,300  00 

2,732  06 

$9,032  06 

$9,032  06 

FRANKLIN  ELECTRIC  LIGHT  COMPANY. 

(Turners  Falls.) 

Assets. 
Electric  plant: 

Lands, $1,066  85 

Buildings, 691  20 

Electric  plant 3,723  37 

Overhead  lines 52,408  28 

Traniq^ormers, 5,825  28 

Meters 6,717  63 

Other  assets: 

Millers  Falls  Water  Supply  District,  $15,450  00 

Cash, 817  40 

Due  for  electricity 3,732  57 

Sundry  accounts  due  the  company,  2,466  59 

Electric  tools  and  implements,        ...  52  00 

Other  electric  materials  and  supplies  on  hand,  .  6,545  92 

Office  furniture, 344  25 

Prepaid  accounts, 1,136  41 


$70,432  61 


30,545  14 


Total  assets  as  per  books  of  the  company,     . 


$100,977  75 


Liabilities. 

Capital  stock,  common $50,000  00 

Notes  payable 22.500  00 

Unpaid  bills, 3.106  48 

Deposits  by  customers, 6  00 

Unpaid  dividends, 1,750  00 

Interest  accrued  but  not  due 156  45 

Millers  Falls  bond  reserve 15.450  00 

Amounts  due  from  the  company,  not  included  above,  .  1,200  00 

Total  liabilities  as  per  books  of  the  company,  $94,168  93 

Profit  and  loss  balance 6,808  82 

Total  credits, Dlgitized-by  < 
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Operating  expenses: 
For  current  bought, 
distribution,    . 
management, 
taxes,     . 
incidentals,     . 


MANUFACTURINa  ACCOXTNT. 

$19,945  46 

6,990  88 

6,173  19 

1,164  11 

905  29 


Income  from  sale  of  electricity,  , 
Balance  to  profit  and  loss, 


Dr. 


$34,178  93 
7.454  01 


Cr. 


$41,632  94 


$41,632  94         $41,632  94 


Profit  and  Loss  Accoumt. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Jobbing,  ....... 

Other  items  of  income,       ..... 

Interest  paid,  ....... 

Dividends  declared, 

Depreciation,  ....... 

Millers  Falls  Fire  District 

Other  items,     ....... 

Balance  June  30, 1917 


Dr. 


$1,079  96 

3,500  00 

2,950  46 

900  00 

500  00 

6,808  82 


Cr. 

$5,937  36 

7,454  01 

2,295  87 

52  00 


$15,739  24         $15,739  24 


GARDNER  ELECTRIC  LIGHT  COMPANY. 


Assets. 


Electric  plant: 
Lands  and  buildings, 
Gas  engine  plant,  . 
Electric  plant, 
Overhead  lines, 
Transformers, 
Meters, 


Other  assets: 

Cash 

Due  for  electricity. 

Sundry  accounts  due  the  company. 

Electric  fuel  on  hand,    . 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on  hand, 

Stable  and  garage. 

Office  furniture,     . 

Prepaid  operating  expenses, 

Inst2rance,    . 

Investments  (real  estate). 


Total  assets  as  per  books  of  the  company. 


$28,111  07 

30,000  00 

21,878  43 

212,026  88 

31.340  30 

38,858  40 

$362,215  08 

$1,471  12 

12,260  16 

5.767  08 

258  76 

2.917  75 

22,845  35 

1,517  74 

2,000  00 

1,609  46 

735  79 

575  00 

51,958  21 

Digitized  by 
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LlABILmXS. 

Capital  stock,  common $141,300  00 

Capital  stock,  pzeferred, 141.300  00 

Notes  payable 34.500  00 

Unpaid  bills 19.323  12 

Deposits  by  customers. 1.259  90 

Unpaid  dividends 9.184  50 

Interest  accrued  but  not  due. 578  78 

Premium  zealised  on  stock  issues, 36.270  00 

Depreciation  reserve 8,392  74 

Other  reserves 14.597  54 

Total  liabilities  as  per  books  of  the  company,  $406,706  68 

Profit  and  loss  balance 7.466  71 

Total  credits, $414,173  29 


Manufactubino  Account. 


$4,505  36 
54.108  59 
13,982  73 
17.191  48 
7.819  34 
2.760  90 

■icity 

s,    .    .    .    . 
.    .    •    •    • 

Operating  expenses: 
At  station.    . 
For  current  bought, 

distribution.   . 

management, 

taxes,     . 

incidentals.     . 


Income  from  sale  of  electricity. 

other  sources. 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 

Balance  June  30.  1916,      . 
Balance  of  manufacturing  account, 

Interest  received, 

Jobbing, 

Other  items  of  income,     .... 

Interest  paid 

Dividends  declared 

Depreciation  reserve 

Special  reserve. 

Balance  June  30,  1917,      .... 


Dr. 


Cr. 


$100,368  40 

$136,967  86 

6,192  80 

42,792  26 

$143,160  66 

$143,160  66 

NT. 

Db. 

Cb. 

$7,466  71 

42,792  26 

35  69 

1,620  18 

1,613  24 

$1,468  83 

18,369  00 

3.535  28 

22,688  26 

7,466  71 

$53,528  08 

$53,528  08 
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GARDNER  GAS.  FUEL  AND  LIGHT  COMPANY. 

A88BT8. 

Gas  plant: 

Lands  and  buildings $19,345  15 

Machinery  and  equipment,     ....  57,252  16 

Mains, 101,801  57 

Services, 60.641  79 

Meters, 14,995  81 

$254,036  48 

Other  assets: 

Gas  street  lamps, $2,852  30 

Gas  arcs, 253  05 

Cash, 3,169  87 

Work  in  process, 13,930  64 

Due  for  gas, 2,450  52 

Sundry  accounts  due  the  company,  3,142  18 

Coal  on  hand, 3,164  52 

Enrichers  on  hand, 1,468  28 

Purifying  materials  on  hand,  ....  338  23 

Other  gas  materials  on  hand,  7,307  67 

Stoves 11,560  41 

Gas  tools  and  implements,      ....  922  51 

Stable  and  garage  equipment,  405  35 

Office  furniture  and  supplies,  2,745  08 

Reserve  fund, 600  00 

Prepaid  interest 845  87 

Insurance,    ........  764  97 

Prepaid  taxes, 33  06 

55.954  51 

Total  assets  as  per  books  of  the  company,     ....       $309,990  99 


Liabilities. 

Capital  stock,  common, $140,000  00 

Notes  payable 150.000  00 

Unpaid  bills 3,205  10 

Deposits  by  customers, 5  00 

Interest  accrued  but  not  due,  1,287  39 

Premium  realised  on  stock  issues, 4,200  00 

Reserves 816  66 

Amounts  due  from  the  company,  not  included  above.  .  990  95 

Total  liabilities  as  per  books  of  the  company,  $300,505  10 

Profit  and  loss  balance, 9.485  89 

Total  credits, $309,990  99 

Mantjfactusino  Account. 

Operating  expenses:                                                                Dr.  Cr. 
At  works,     ....           $11,767  46 

For  distribution,    .                                2,547  54  r^            ] 
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GAS  AND  ELECTRIC  LIGHT. 


Operating  expenses  —  Concluded. 

For  management,  $1,342  79 

taxes 2,886  17 

incidentals,     .  801  63 


Income  from  sale  of  gas,   . 
other  sources, 
Balance  to  profit  and  loss, 


Db. 

$19,345  69 
13,236  73 


PBOrZT  AND  Loss  ACCOUNT. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received,      ...... 

Jobbing,  ....... 

Interest  paid, 

Dividends  declared, 

Other  items, 

Balance  June  30,  1917 


Dr. 


$4,530  61 

9,800  00 

26  90 

9,485  89 


[Jan. 

Cr. 


$31,492  20 
1,090  12 


$32,582  32         $32,582  32 


Cb. 

$9,429  21 

13,236  73 

219  64 

957  82 


$23,843  40         $23,843  40 


GLOUCESTER  ELECTRIC  COMPANY. 


Assets. 


Electric  plant: 
Lands  and  buildings. 
Steam  plant. 
Electric  plant. 
Overhead  lines, 
Underground  conduits,  . 
Underground  wires  and  cables. 
Transformers,   .     . 
Meters,         .... 
Street  lamps  and  fixtures. 


Other  assets: 

Work  in  process,  .... 

Cash 

Due  for  electricity. 

Sundry  accounts  due  the  company. 

Electric  fuel  on  hand,     . 

Motors  on  hand,  .... 

Electric  fixtures  on  hand. 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on 

Stable  and  garage  equipment, 

Ofiice  furniture,     .... 

Sinking  fund,         .... 

Investments  (securities). 


hand, 


Total  assets  as  per  books  of  the  company, 


$116,555  09 
86,978  35 
42.106  18 
157,310  69 
53,631  00 
41,123  44 
32,538  86 
40,718  18 
1,081  42 


$42,209  78 

32,351  01 

15,197  20 

4.826  97 

8,085  00 

296  60 

2.575  92 

2,287  70 

3,520  49 

2,165  00 

2.931  13 

28,197  32 

3,040  44 


$572,043  21 


147,684  56 

.   $719,727  77 
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Liabilities. 

Capital  stock,  common, $314,200  00 

Bonds  issued, 48,000  00 

Notes  payable, 76,500  00 

Unpaid  bills, 18,388  53 

Deposits  by  customers, 301  89 

Interest  accrued  but  not  due, 1,000  00 

Premium  realised  on  stock  issues, 33,840  00 

Total  liabilities  as  per  books  of  the  company,  $492,230  42 

Profit  and  loss  balance, 227,497  35 

Total  credits $719,727  77 


Manufactusino  Account. 
Operating  expenses:  Db.  Cb. 

$37,654  47 
31,961  45 


At  station,    . 
For  distribution,    , 

manap^T^^n  vi 

taxes,     . 

incidentals,     . 


11,818  71 

11,547  31 

6,912  15 


$99,894  09 


Income  from  sale  of  electricity,  $156,491  66 

Balance  to  profit  and  loss,  ....  56,597  57 


$156,491  66       $156,491  66 

Pbofit  and  Lose  Account. 

Db.  Cb. 

Balance  June  30,  1916 $227,435  12 

Balance  of  manufacturing  account,     .  56,597  57 

Interest  received, 2,073  98 

Rents 2,139  15 

Jobbing,  .         .  * 338  20 

Interest  paid,  .......  $5,363  59 

Dividends  declared,  .  .  31,420  00 

Depreciation, 24,000  00 

Other  items 303  08 

Balance  June  30,  1917 227,497  35 


$288,584  02       $288,584  02 


GLOUCESTER  GAS  LIGHT  COMPANY. 

Assets. 
Gas  plant: 

Lands $10,104  57 

Buildings 42,524  84 

Machinery  and  equipment,     ....  31,662  24 

Holders 29,722  00 

Mains, 130,502  51 

Services, 5,888  69 

Meters 27,504  68 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Other  assets: 
Office  buildxngt 
Gas  arc  lamps, 

Cash 

Due  for  gas, 

Sundry  accounts  due  the  company, 

Gas  coal  on  band, 

Tar  on  hand, 

Enrichers  on  hand. 

Other  gas  materials  on  hand, 

Gas  tools  and  implements. 

Stable  and  garage  equipment. 

Office  furniture,     . 

Investments  (real  estate). 


Total  assets  as  per  books  of  the  company. 


$17,500  00 

755  81 

250  00 

8,810  28 

15,235  57 

8.767  78 

74  16 

2.213  34 

21,182  98 

1,100  81 

2,530  23 

1,317  12 

5,171  00 


$84,909  08 
$362,818  61 


LiABiLrnxs. 
Capital  stock,  common. 
Notes  payable, 
Unpaid  bills,    . 
Deposits  by  customers. 
Unpaid  dividends,    . 
Interest  accrued  but  not  due. 
Premium  realised  on  stock  issues. 
Amounts  due  from  the  company,  not  included  above. 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance,      ..... 


Total  credits. 


$210,000  00 

23,000  00 

3,025  51 

210  00 

1,050  00 

5  54 

90,000  00 

29,482  84 

$356,773  89 
6,044  72 

$362,818  61 


Manufactubino  Account. 


Operating  expenses: 

At  works,     . 
,    For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas,   . 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


$41,932  63 

8,009  81 

15,061  77 

7,905  46 

2,564  32 


Db. 


$75,473  99 


23,980  33 


Cr. 


$97,380  76 

330  61 

1,742  95 


$99,454  32         $99,454  32 


Profit  and  Loss  Account. 

Balance  June  30,  1916, 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents,     ........ 

Jobbing,  ....... 


Dr.  Cr. 

$9,058  96 

23,980  33 

84  89 

833  00 

2,230  21 
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Db. 

Other  items  of  income, 

Interest-paid $1,857  24 

Dividends  declared, 21,000  00 

Depreciation, 5,506  05 

Other  items, 1,948  02 

Balance  June  30, 1917, 6,044  72 


Cb. 
$168  64 


$36,356  03    $36,356  03 


GREAT  HARRINGTON  ELECTRIC  LIGHT  COMPANY. 


Assets. 


Electric  plant: 
Lands, 
Buildings,     . 

Reservoirs,  dams  and  canals, 
Steam  plant, 
Eleotrio  plant. 
Hydraulic  plant  equipment, 
Overhead  lines, 
Transformers, 
Meters, 
Substations, 


Other  assets: 
Inside  wiring,        ...... 

Cash 

Due  for  electricity,        .         .         .         .         , 

Sundry  accounts  due  the  company, 

Motors  rented,      ..... 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand,  , 

Stable  and  garage  equipment. 

Office  furniture,     ...... 

Reserve  fund, 

Prepaid  interest, 

Insurance, 

Prepaid  taxes, 


Total  assets  as  per  books  of  the  company. 


LlABIUTZBS. 


Capital  stock,  common,     . 

Notes  payable. 

Unpaid  bills,    . 

Deposits  by  customers,     . 

Interest  accrued  but  not  due. 

Reserves, 


$29,750  73 
18,306  73 
35,594  24 

2,488  00 
25,585  79 

6,900  00 

108,781  80 

14,233  62 

13,656  22 

2,596  89 


$2,182  55 
22,231  33 

5.207  00 
6,096  68 

1.208  26 
3,614  60 

13.460  16 

2,513  89 

2,464  51 

13,647  94 

751  02 

842  07 

68  34 


Amounts  due  from  the  company,  not  included  above. 

Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$257,844  02 


74,288  35 
$332,132  37 


$125,000  00 

125.000  00 

3,970  92 

40  00 

902  54 

15,444  36 

2,000  34 

$272,358  16 
59,774  21 


Total  credits, 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Operating  expenaes : . 
At  station,    . 
For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


Manufacturino  Account. 

$4,461  72 
3.402  89 
2,970  63 
3,714  93 
4,856  09 
1,129  55 


Dr. 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss, 


$20,535  71 
34,153  22 


Db. 


Profit  and  Loss  Account. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received, 

Jobbing, 

Interest  paid, $5,400  18 

Dividends  declared 7,500  00 

Depreciation, 8,239  51 

Reserve  fund 15,000  00 

Other  items 2,171  47 

Balance  June  30,  1917, 59,774  21 


Cb. 


$54,415  98 
272  95 


$54,688  93    $54,688  93 


Cr. 

$58,180  58 

34,153  22 

2,261  73 

3,489  84 


$98,085  37    $98,085  37 


GREENFIELD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 


Assets. 


Electric  plant: 
Lands, 
Buildings,     . 

Reservoirs,  dams  and  canals, 
Steam  plant, 
Electric  plant, 
Hydraulic  plant  equipment. 
Overhead  lines. 
Underground  wires  and  cables, 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 

Cash, 

Notes  receivable, 

Due  for  electricity. 

Sundry  accounts  due  the  company. 

Electric  fuel  on  hand,    . 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on  hand, 


$63,980  45 

137.553  27 

218,162  50 

164,767  63 

153,837  57 

42,582  94 

395.603  97 

312,906  09 

48,348  82 

45,496  92 

9,548  30 


$1,312,788  46 


$6,066  51 

500  00 

24.844  33 

17,197  06 

8,698  50 

5  00 

93,382  58^ 
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other  assets  —  Concluded. 

Garage  eqmpment, $28,776  99 

Office  furniture, 1  00 

Insurance  and  interest  prepaid,  6,237  36 

Investments  (liberty  bonds), ....  15,000  00 


$200,709  33 


Total  assets  as  per  books  of  the  company,     ....  $1,613,497  79 

LiABiunss. 

Capital  stock,  common, $1,000,000  00 

Capital  stock,  employees', .  15,300  00 

Bonds  issued 100,000  00 

Notes  payable 217,500  00 

Unpaid  bills 24,570  73 

Deposits  by  customers, 183  00 

Interest  due  but  not  paid, 389  38 

Interest  accrued  but  not  due, 2,593  49 

Reserves, 2,098  78 

Amounts  due  from  the  company,  not  included  above,  15,202  68 

Total  liabilities  as  per  books  of  the  company,                           .  $1,377,858  06 

Profit  and  loss  balance, 135,639  73 

Total  credits $1,513,497  79 


Manufactubino  Account. 
Operating  expenses:  Db.  Cr. 

$23,675  61 
23,821  64 


At  station. 

For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,    . . 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss. 


40,126  65 

35,219  96 

32,302  91 

8,447  67 


$163,594  44 
134,586  70 


$298,082  70 
98  44 


$298,181  14       $298,181  14 
Pbort  and  Lobs  Account. 


Balance  June  30, 1916,      . 
Balance  of  manufacturing  account. 
Interest  received. 

Rents, 

Jobbing,  .... 

Other  items  of  income. 
Interest  paid,  ...» 
Dividends  declared,  . 
Depreciation,  .... 
Other  items,    .... 
Balance  June  30, 1917,      . 


Db. 

Cr. 

$110,430  13 

134,586  70 

50  93 

1,022  49 

10  00 

352  32 

$10,261  95 

60,485  10 

21.464  04 

18.601  75 

135,639  73 
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GREENFIELD  GAS  LIGHT  COMPANY. 


Assets. 


Gas  plant: 
Lands  and  buildinss. 
Machinery  and  equipment. 
Mains, 
Services, 
Meters, 


Other  assets: 

Work  in  process,  .... 

Cash. 

Due  for  gas,  .... 

Sundry  accounts  due  the  company. 
Gas  coal  on  hand, 
Coke  on  hand,       .... 

Tar  on  hand, 

Enrichers  on  hand, 
Purifying  materials  on  hand,  . 
Other  gas  materials  on  hand, 
Stoves  on  hand,    .... 
Stable  and  garage  equipment, 
Office  furniture,     .         .         .         . 
Prepaid  taxes,       .... 
Insurance,     .         .         .         .         . 
Prepaid  interest,   .... 


Total  assets  as  per  books  of  the  company. 


$52,475  18 

73,460  87 

99.700  63 

62.839  20 

33,762  36 

$322,238  24 

$2,994  78 

12,101  25 

4,942  18 

12,473  26 

1,814  17 

4,370  23 

2,561  24 

2.304  21 

385  51 

14,544  38 

6.214  04 

945  66 

1.722  88 

21  12 

247  69 

1.161  64 

68,804  24 

... 

$391,042  48 

LlABILZTIEB. 

Capital  stock,  common $83,000  00 

Capital  stock,  preferred.    . 83.000  00 

Bonds  issued 76,000  00 

Notes  payable 130,000  00 

Unpaid  bUls 16,108  54 

Deposits  by  customers, 67  00 

Interest  due  but  not  paid, 50  00 

Interest  accrued  but  not  due,     .......  1,925  11 

Depreciation  reserve,         ........  50  86 

Amounts  due  from  the  company,  not  included  above.  .    ^    .         •  1,551  76 

Total  liabilities  as  per  books  of  the  company.                           .  $390,753  27 

Profit  and  loss  balance. 289  21 

Total  credits «...  $391,042  48 


Operating  expenses: 
At  works.     . 
For  distribution.   . 


Manufactubing  Account. 

$30,579  92 
7,638  83 


Db. 
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Operating  expenses  —  Concluded,  Db. 

For  management,  $7,890  24 

taxes 3,825  83 

incidentals,     .         .         .  696  88 

$50,630  70 

Income  from  sale  of  gas, 

Balance  to  profit  and  loss,  ....  17,317  88 

$67,948  58 

PROirr  AND  Loss  Account. 

Dr. 

Balance  June  30,  1916, 

Balance  of  manufacturing  account,     . 

Jobbing,  ....... 

Other  items  of  income,      ..... 

Interest  paid,  .  $9,759  73 

Dividends  declared,  .       ' 9,130  00 

Depreciation, 76  15 

Other  i^ms, 1,080  28 

Balance  June  30,  1917 289  21 

$20,335  37 


GREGORY,  JOSIAH  D. 

(Princeton.) 
Manufactxtrino  Account. 


101a 

Cb. 


$67,948  58 

$67,948  58 

Cb. 

$35  66 

17,317  88 

2.732  67 

249  16 

$20,335  37 


Operating  expenses: 
At  works,     .... 
For  management, 

taxes,     .... 

$347  29 

25  00 

1  97 

Db. 

$374  26 
49  81 

Cb. 

Income  from  sale  of  gas,    . 
Balance  to  profit  and  loss. 

. 

$424  07 

$424  07 

$424  07 

Operating  exi)enses: 
At  works. 
For  management, 
taxes,     . 

Income  from  sale  of  gas,    . 
Balance  to  profit  and  loss. 


hadley  lighting  company. 

Manutactubino  Account  to  Apbil  1,  1917. 

Db. 


$167  30 

3  41 

13  26 


$183  97 
42  87 


Cb. 


$226  84 


$226  84   (--^ 
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Phoftt  A2n>  Loss  AcooTmr. 

Balance  June  30, 1910,      .... 
Balance  of  manufacturing  account,     . 

Jobbing, 

Depreciation, 

Other  items,     ...... 

Balance  June  30,  1917 


Dr. 

Cii. 

$148  88 

42  87 

53  57 

$50  00 

1  03 

194  29 

$245  32 


$245  32 


HARVARD  GAS  AND  ELECTRIC  COMPANY. 


A80BT8. 


Electric  plant: 
Lands, 
Buildings,     . 
Overhead  lines, 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


$4,621  87 
3.267  34 

27,155  92 

966  89 

1,064  29 

1,017  29 


Other  1 

Cash 

Due  for  electricity,         .... 
Sundry  accounts  due  the  company, 
Electric  tools  and  implements, 
Other  electric  materials  and  supplies  on  hand. 
Stable  and  garage  equipment. 

Total  assets  as  per  books  of  the  company, 
Profit  and  loss  balance,     .... 

Total  debits, 


$1,065  25 

416  60 

41  40 

51  55 

987  66 

5  99 


$38,093  60 


2.568  45 


$40,662  05 
768  80 


$41,430  85 


Lubujtixs. 

Capital  stock,  common 

Notes  payable, 

Unpaid  bills, 

Deposits  by  customers, 

Amounts  due  from  the  company,  not  included  above,  . 

Total  liabilities  as  per  books  of  the  company, 

Manufactubing  Account. 


$12,000  00 

27.500  00 

707  30 

5  00 

1,218  55 

$41,430  85 


Operating  expenses: 

Dr. 

Cb. 

At  station,    .... 

$13  13 

For  current  bought. 

1,399  08 

distribution,    . 

1,152  37 

management. 

811  84 

taxes,     .... 

225  69 

incidentals,     . 

35  67 

$3,637  78 

Income  from  sale  of  electricity, . 

• 

$4,891  87 

other  sources, 

•         .         • 

1,420  51 

Balance  to  profit  and  loss, 

•         •         • 

2,674  60 

$6,312  38 

$6,312  38 
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Pbofit  akd  Lose  Acooxnn'. 


Db. 

Cb. 

Balance  June  80,  1916, $1,697  33 

Balance  of  manufacturing  account, 

$2,674  60 

Interest  received. 

9  02 

Jobbing 

19  23 

Other  items  of  income. 

6  51 

Interest  paid,  .... 

1,771  16 

Other  items, 

9  67 

Balance  June  30,  1917,      . 

768  80 

$3,478  16 

$3,478  16 

HAVERHILL  ELECTRIC  COMPANY. 


ASBETS. 


Electric  plant: 
Lands, 
Buildings,     . 
Steam  plant, 
Electric  plant. 
Overhead  lines. 
Underground  conduits, 
Underground  wires  and  cables, 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 

Office  building, 

Work  in  process, 

Cash 

Due  for  electricity 

Sundry  accounts  due  the  company. 
Electric  fuel  on  hand,    .         .         . 

Motors  on  hand, 

Electric  fixtures  on  hand,        .    "    . 
Electric  tools  and  implements. 
Other  electric  materials  and  supplies  on  hand,  , 
Stable  and  garage  equipment. 

Office  furniture, 

Subscriptions  to  capital  stock. 

Investments  (securities),         .         .         .         . 


$93,669  64 
181.532  55 
287,059  04 

91,538  31 
177.441  34 

84.964  42 
109.626  32 

73,820  07 

72.803  51 
981  90 


$1,173,437  10 


$54,996  09 

169,307  34 

121.317  99 

16,529  11 

11,505  85 

21,513  52 

642  16 

2,042  61 

8,008  59 

42,718  01 

11,608  68 

8.691  96 

12.300  00 

1.450  00 


482,631  91 


Total  assets  as  per  books  of  the  company,     .         •         •         •    $1,656,069  01 


Liabilities. 


Capital  stock,  common, 
Bonds  issued,  . 
Capital  stock  subscribed. 
Notes  payable. 
Unpaid  bills,    . 
Deposits  by  customers. 


$933,700  00 

85.000  00 

8,200  00 

65,000  00 

28,195  39 

23  00 
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Interest  accrued  but  not  due, $1,173  45 

Premium  realised  on  stock  issues, 310,725  50 

Premium  realised  on  stock  subscribed, 6,150  00 

Depreciation  reserve, 93,076  59 

Other  reserves, 792  54 

Amounts  due  from  the  company,  not  included  above,  .  3,713  34 

Total  liabilities  as  per  books  of  the  company,                           .  $1,543,349  81 

Profit  and  loss  balance, 112,719  20 

Total  credits,     .  ' $1,656,069  01 


Manufactttbinq  Account. 
Operating  expenses:  Dr.«  Cb. 

$101,975  13 
40,349  33 


At  station,    . 
For  distribution,   . 

management, 

taxes,     . 

^cidentals,     . 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss. 


32,923  46 

32,071.  79 

7,701  76 


$215,021  47 

$364,040  85 
121  13 
149,140  51 


$364,161  98       $364,161  98 
Pbofit  and  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Interest  received. 

Rents 

Other  items  of  income. 

Interest  paid 

Dividends  declared,  . 
Depreciation  reserve, 
Other  items,     .... 
Balance  June  30,  1917, 


Dr. 

Cb. 

$110,967  39 

149,140  51 

728  40 

3,022  69 

1,141  83 

$11,089  34 

77,070  00 

63.390  50 

731  78 

112.719  20 

$265,000  82       $265,000  82 


HAVERHILL  GAS  LIGHT  COMPANY. 

Absets. 
Gas  plant: 

Lands $61,290  36 

Buildings 118.240  19 

Machinery  and  equipment,     ....  285.356  02 

Mains 401,421  78 

Services, 102,181  16 

Meters, 109,352  58 


$LQ77.842  08 
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Other  assets: 

Cash, 

Due  for  gas, 

Sundry  accounts  due  the  company, 

Gas  coal  on  hand,  .... 

Coke  on  hand,       ..... 

Tar  on  hand,         ..... 

EIniichers  on  hand,         .... 

Gas  on  hand, 

Purifjring  materials  on  hand. 

Other  gas  materials  on  hand. 

Stoves  on  hand, 

Gas  fixtures  on  hand,     .... 
Gas  toob  and  implements, 
Other  residuals  on  hand, 
Stable  and  garage  equipment. 

Office  furniture, 

Insurance, 


Total  assets  as  per  books  of  the  company, 

Liabilities.  * 

Capital  stock,  common, $585,000  00 

Unpaid  bills, 20,376  25 

Deposits  by  customers, 18,546  07 

Depreciation  reserve, 124,037  96 

Other  reserves, 7,438  74 

Amounts  due  from  the  company,  not  included  above,  9,151  74 

Total  liabilities  as  per  books  of  the  company,                  .         .  $764,550  76 

Profit  and  loss  balance, 455,925  97 

Total  credits $1,220,476  73 


Manufactxtbino  AcconzvT. 
Operating  expenses:  Db.  Cb. 

At  works,     . 
For  distribution,   . 
management, 
taxes,     . 
incidentals,     . 


$41,746  55 

14,497  47 

9,307  36 

13,161  77 

1,665  77 

2.240  34 

12,725  07 

677  35 

•  432  00 

18.171  39 

9.796  94 

13,295  48 

1,215  64 

102  00 

2,554  73 

531  75 

513  04 

.  $1,220,476  73 

$121,713  86 

25,810  43 

39,953  66 

23,011  81 

4,439  62 

s,    .    .    .    . 

$214,929  38 


Income  from  sale  of  gas,   .  $293,750  39 

residuals, 1,246  36 

other  sources,        ....  674  47 

Balance  to  profit  and  loss 80,741  84 


$295,671  22  $295,671  22 

Pbofit  and  Loss  Acgouivt. 

Db.  Cr. 

Balance  June  30.  1916 $424,806  94 

Balance  of  manufacturing  account,     .                  .  80,741  84 

Interest  rec^ved, .  r^^^Al^^ 
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Rents,     . 

Jobbing, 

Other  items  of  income, 

Interest  paid,  . 

Dividends  declared, . 

Other  items,    . 

Balance  June  30, 1917, 


Db. 

Cb, 

$49  92 

3,625  46 

1,114  80 

$614  88 

52,653  12 

1,969  37 

455,925  97 

$511,163  34 

$511,163  34 

HOLYOKE  WATER  POWER  COMPANY. 
(Manufacture  and  sale  of  electricity  is  minor  portion  of  its  business.) 
Manufagtubino  Acoount. 


Operating  expenses: 

Dr. 

Cr. 

At  station.    . 

$36,037  19 

For  distribution,   . 

660  77 

management. 

3.931  49 

taxes,     . 

2,636  87 

inddentaU,     . 

921  75 

$44,197  07 

Income  from  sale  of  electricity. 

.         . 

$47,400  58 

other  sources. 

>         .         .         . 

271  33 

Balance  to  profit  and  loss. 

3.474  84 
$47,671  91 

$47,671  91 

HUNTINGTON  ELECTRIC  LIGHT  COMPANY. 

Assets. 
Electric  plant: 

Steam  plant $1,312  20 

Electric  plant 590  49 

Overhead  lines, 1,041  87 

Meters, 510  99 

$3,455  55 

Other  assets: 

Cash,  .  $5,202  79 

Notes  reoeivable 1,200  00 

Due  for  electricity, 394  49 

Sundry  accounts  due  the  company,  .  119  71 

Other  electric  materials  and  supplies  on  hand,  .  35  28 

6.952  27 

Total  assets  as  per  books  of  the  company,     ....         $10,407  82 

LlABILiriBS. 

Capital  stock,  common $5,000  00 

Unpaid  biU 52  14 

Reserves 3,500  00 

Total  liabilities  as  per  books  of  the  company,         .         .         .  $8,552  14 

Profit  and  loss  balance 1,855  68 

Total  credits $10,407  82 
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Operating  expenses: 
At  station,    . 
For  distributiont   . 
managementf 
taxes,     . 
incidentals,     , 


Manxttactubzno  Account. 


$982  19 

275  91 

151  81 

129  44 

94  50 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss. 


Dr. 


$1,633  85 


1.300  76 


Cr. 


$2,734  61 
200  00 


$2,934  61 


$2,934  61 


Profit  and  Lobb  Accoxtnt. 

Balance  June  30. 1916, 

Balance  of  manufacturing  account,     . 

Interest  received, 

Jobbing, 

Dividends  declared, 

Depreciation,  .     * 

Balance  June  30, 1917, 


Dr. 


$300  00 

383  94 

1.855  68 


$2,539  62 


Cr. 

$984  17 

1.300  76 

228  33 

26  36 


$2,539  62 


HYANNI8  LIGHTING  COMPANY. 

(Eugene  Carpenter,  Proprietor.) 

Manufacturino  Account  to  Dbcbmbsr  31,  1916. 


Operating  expenses:    * 

Dr. 

Cr. 

At  works,     . 

$666  69 

For  distribution,    . 

222  33 

management, 

1  50 

taxes,     . 

39  98 

incidentals,     . 

25  97 

$956  47 

Income  from  sale  of  gas, 

$283  83 

Balance  to  profit  and  loss. 

. 

672  64 

$956  47 


$956  47 


Profit  and  Lobs  Accoxtnt. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Balance  June  30, 1917, 


Dr. 
$672  64 

Cr. 
$168  79 

503  85 

$672  64 
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IPSWICH   GAS   LIGHT   COMPANY. 


AasKTS. 


Gas  plant: 
Lands  and  buildings, 
Machinery  and  equipment, 
Mains, 
Meters, 


Other  assets: 

Cash 

Due  for  gas. 
Gas  coal  on  hand, 
Eniichers  on  hand, 
Office  furniture,     . 
Investments  (real  estate), 


Total  assets  as  per  books  of  the  company,     . 


$3,875  00 

13.391  92 

7.986  76 

3,387  59 

$28,641  26 

$0  96 

5,059  43 

68  50 

85  00 

29  50 

1,200  00 

6,393  39 

. 

$35,034  65 

Liabilities. 

Capital  stock,  common, $16,000  00 

Notes  payable, 14,800  00 

Unpaid  bUls 2,121  77 

Unpaid  dividends, 359  50 


Total  liabilities  as  per  books  of  the  company,  $33,281  27 

Profit  and  loss  balance, 1.753  38 


Total  credits $35,034  65 


Operating  expenses: 
At  works. 
For  distribution,   . 

management, 

taxes,     . 

Income  from  sale  of  gas,   . 
Balance  to  profit  and  loss. 


MAinTFACTUBmo  Account. 

$3,076  29 
278  11 
911  46 
419  71 


Db. 

$4,685  57 
280  41 

$4,965  98 


Cb. 


$4,965  98 


$4,965  98 


Pbofit  and  Lobs  Accottnt. 


Balance  June  30,  1916. 

Balance  of  manufacturing  account. 

Rents, 

Interest  paid,  .... 
Other  items,  .... 
Balance  June  30,  1917, 


Db. 


$879  85 

222  00 

1.753  38 


Cb. 
$2,394  82 
280  41 
180  00 


$2,855  23  $2,855  23 
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LAWRENCE  GAS  COMPANY. 

Assets. 
Gfts  plant: 

Lands  and  buildings S449,527  47 

Machinery,  equipment  and  holders,                   .  767,520  69 

Mains  and  services, 784,454  67 

Meters 192,829  68 

Electric  plant: 

Substation $23,993  81 

Andover  electric  plant 118,600  83 

Power  plant 767.087  24 

Steam  plant, 76,766  26 

Electric  plant 185.683  08 

Overhead  lines, 459,960  99 

Undergroihid  conduits 164,043  21 

Transfonners 61,331  30 

Meters 73,798  74 

Street  lamps  and  fixtures,       ....  39,543  71 


$2,194,332  51 


Other  assets: 

OfiBce  building,      .         .                  .         .  $50,118  10 

Other  permanent  structures,  ....  50,041  04 

Cash, 160,102  09 

Due  for  gas,         •. 84,776  90 

Due  for  electricity 50.099  40 

Sundry  accounts  due  the  company,  49,195  41 

Gas  coal  on  hand, 44,501  78 

Coke  on  hand 9.252  38 

Tar  on  hand, 6,949  20 

Ammonia  on  hand,        .....  6,973  59 

Enrichers  on  hand, 6,258  35 

Purifying  materials  on  hand,  ....  4,447  94 

Other  gas  materials  on  hand,  30,754  79 

Stoves  on  hand 15,758  07 

Gas  fixtures  on  hand, 4,310  16 

Electric  fuel  on  hand, 4,413  40 

Motors 12,596  51 

Other  electric  materials  and  supplies  on  hand, .  39,191  61 

Stable  and  garage  equipment,          .         .         .  33,945  02 

Office  furniture, 13,838  99 

Insurance 7,210  00 

Livestments  (securities),        ....  1,496  25 


1,970,809  17 


686,230  98 


Total  assets  as  per  books  of  the  company,     .         •         .         .  $4,851,372  66 

LlABILITISS. 

Capita]  stock,  common $2,500,000  00 

Bonds  issued, 300,000  00 

Notes  payable 623.000  00 

Unpaid  biUs, 45,796  44 

Deposits  by  customers,      .         .         .         .'       .                  .         .  V^??f^HT?? 
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Interest  accrued  but  not  due $13,850  11 

Premium  reallied  on  stock  issues, 655,046  63 

Depreciation  reserve, 145,421  10 

Other  reserves, 32,753  42 

Total  liabilities  as  per  books  of  the  company,                           .  $4,345,578  70 

Profit  and  loss  balance, 506,703  06 

Total  credits, $4,851,372  66 


Operating  expenses  (gas) : 
At  works, 
For  distribution,   . 
management, 
taxes,     . 
incidentals,     . 


MANUrACTUBINO  ACCOUNT. 


$314,544  25 
47,431  50 
30,530  11 
54,830  26 
10,624  42 


Operating  expenses  (electric) : 
At  station,    . 

distribution,   . 
management, 
taxes,     . 
incidentals,     . 


$03,243  70 
55,143  78 
30,530  10 
34,315  62 
10,035  71 


Income  from  sale  of  gas,   . 
residuals, 
sale  of  electricity, 
other  sources  (electric),  , 
Balance  to  profit  and  loss: 

Gas, 

Electric,        .         .         .         .         , 


Dr. 


$466,060  63 


232,26$  01 


102.826  36 
183,107  12 


Cb. 


$471,030  04 

07,856  05 

415,270  03 

187  00 


$085,262  02       $085,262  02 


PROriT  AND  Loss  ACOOXTNT. 

Balance  June  30, 1016,      .... 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 

Interest  received, 

Rents,     ....... 

Jobbing, 

Interest  paid, 

Dividends  declared, 

Depredation  fund, 

Other  items, 

Balance  June  30, 1017.      .... 


Db. 

Cr. 

$480,006  02 

102,826  36 

183,107  12 

2,518  06 

805  10 

325  30 

$38,402  22 

200,060  00 

30.000  00 

5.381  87 

505,703  06 

$770,668  05 

$770,668  05 
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LEE  ELECTRICJ  COMPANY, 

ASBETB. 


Electric  plant: 
Lands, 
Buildings,     . 
Steam  plant, 
Electric  plant, 
Overhead  lines, 
Transfoimers, 
Meters, 


Other  assets: 

Cash 

Due  for  electricity,         .... 
Electric  fuel  on  hand,    .... 

Motors  on  hand, 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on  hand, 

Stable  and  garage  equipment. 

Office  furniture,     ..... 

Reserve  fund, 

Investments, 


Total  assets  as  per  books  of  the  company. 


$9,350  00 

3,160  00 

2,000  00 

6,000  00 

37,433  88 

4,200  00 

6,000  00 

$66,133  88 

$46  06 

4,600  00 

060  00 

200  00 

407  14 

663  89 

176  00 

133  00 

800  00 

8000 

7,855  08 

$73,988  96 

Liabilities. 

Capital  stock,  common $30,000  00 

Bonds  issued 30,000  00 

Notes  payable 4,900  00 

Interest  accrued  but  not  due, 416  83 

Amounts  due  from  the  company,  not  included  above,  .  412  60 

Total  liabilities  as  per  books  of  the  company,                           .  $66,728  33 

Profit  and  loss  balance 8,260  63 

Total  credits $73,988  96 


Manxtfagtubino  Account. 


Operating  expenses: 

Db. 

Ch. 

At  station 

$2,656  71 

For  current  bought, 

10,109  83 

distribution,    . 

2,711  39 

management, 

2,697  58 

taxes,     .... 

782  00 

incidentals,     . 

629  49 

$19,487  00 

Income  from  sale  of  electricity,  . 

.         .         . 

$28,195  56 

Balance  to  profit  and  loss, 

. 

8,708  66 

$28,196  56      ^28.196  f6 
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PRonr  AND  Lobs  Accoxtkt. 

Db. 

Balance  June  30, 1916, 

Balance  of  manufacturing  account,     . 

Interest  paid $1,783  45 

Dividends  declared 1,800  00 

Depreciation, 5,580  07 

Other  items 884  27 

Balance  June  30,  1917, 8,200  03 


Cb. 

$9,599  86 

8,708  56 


$18,308  42         $18,308  42 


LENOX  ELECTRIC  COMPANY. 

A88ST8. 

Electric  plant: 

Land $2,000  00 

Buildings, 12,940  50 

Electric  plant, 7,089  55 

Overhead  linee 21,126  90 

Underground  wires  and  cables,  43,915  56 

Transformers, 4,604  74 

Meters. 3.618  17 

Other  assets: 

Inside  wiring $16  50 

Cash,  .                   5,798  58 

Due  for  electricity, 3,610  71 

Sundry  accounts  due  the  company,  1.615  17 

Electric  tool9  and  implements.  145  92 

Other  electric  materials  and  supplies  on  hand, .  10,625  60 

Stable  and  garage  equipment,                            .  200  00 

Office  furniture, 895  60 

Reserve  fund 13.226  17 

Prepaid  interest 390  31 

Insurance, 193  97 

Prepaid  taxes, 9  81 


$95,295  42 


Total  assets  as  per  books  of  the  company, 


36,728  34 
$132,023  76 


LlABILITISS. 

Capital  stock,  common, $40,000  00 

Notes  payable, 45,000  00 

Unpaid  bills, 6,601  60 

Interest  accrued  but  not  due 126  37 

Premiiun  realised  on  stock  issues, 5,000  00 

Reserves, ^.465  00 

Amounts  due  from  the  company,  not  included  above,  .  297  76 

Total  liabilities  as  per  books  of  the  company,  $101,490  73 

Profit  and  loss  balance, 30,533  03 

Total  credits ^132,023  76 
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Manxtfactxtbino  Account. 


Operating  expenses: 
At  station.    . 
For  current  bought, 

distribution.    . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss, 


Db. 


Cr. 


$90  05 

5.996  55 

2,675  60 

1,860  28 

1.063  97 

487  58 

$12,183  93 

. 

$22,452  55 

.    . 

84 

. 

10,269  46 

$22,453  39 

$22,453  39 

IND  Loss  ACOOTTNT. 

Dr. 

Cr. 

$44,007  21 

10.269  46 

1.656  16 

20  00 

148  34 

3.345  97 

Balance  June  30, 1916, 

Balance  of  manufacturing  account. 

Interest  received, 

Rents,     .... 

Jobbing, 

Other  items  of  income. 

Interest  paid, $2,098  92 

Dividends  declared, 2.400  00 

Securities  disposed  of, 13,979  02 

Depreciation, 6,936  17 

Reserve  fund, 3,500  00 

Balance  June  30, 1917,      .  .    •     .  30,533  03 


$59,447  14         $59,447  14 


LEOMINSTER  ELECTRIC  LIGHT  AND  POWER  COMPANY. 


Assets. 


Electric  plant: 
Lands, 
Buildings,     . 
Substation,  . 
Steam  plant. 
Electric  plant. 
Overhead  Unes, 
Ttansfoimers, 
Meters, 
Street  lamps  and  fixtures. 


Other  1 

Cash 

Due  for  electricity, 

Simdry  accounts  due  the  company, 
.  Electric  fuel  on  hand,    . 

BUectric  tools  and  implements. 


$9,375  85 
21,086  78 
47,502  86 
71.434  06 
54.952  25 
129,165  35 
14.662  30 
14,945  88 
13.457  44 


$376,583  27 


$1,477  40 

8.702  27 

4,239  09 

104  90 
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other  assets — C&nduded. 

Other  electric  materials  and  supplies  on  hand, .  $7,106  51 

Stable  and  garage  equipment,  500  00 

Office  furniture 1,923  53 


$24,830  20 


Total  assets  as  per  books  of  the  company, 


$401,413  47 


LiABiLrms. 

Capital  stock,  common, $220,000  00 

Bonds  issued 70.000  00 

Notes  payable, 97,000  00 

Unpaid  bills 7,612  05 

Deposits  by  customers, 2,038  78 

Unpaid  dividends, 2,200  00 

Amounts  due  from  the  company,  not  included  above,  .  2,095  37 

Total  liabilities  as  per  books  of  the  company,  $400,946  20 

Profit  and  loss  balance, 467  27 

Total  crediU $401,413  47 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Manxjfactubino  Account. 


$15,511  43 

39,940  04 

6,794  08 

11,862  11 

6,472  94 

2.043  73 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss. 


Dr. 


$82,624  33 


31,886  64 


Cr. 


$114,141  66 
369  31 


$114,510  97       $114,510  97 


Pboftt  and  Loss  Accoitnt. 


Db. 


Balance  June  30,  1916, 
Balance  of  manufacturing  account, 
Interest  received. 
Jobbing,  .... 

Other  items  of  income, 
Interest  paid,  .... 
Dividends  declared,  . 
Depreciation,  .... 
Other  items,     .... 
Balance  June  30,  1917, 


$7,187  65 

17,600  00 

4,315  74 

3,130  86 

467  27 


Cb. 

$461  53 

31,886  64 

111  78 

153  15 

88  42 


$32,701  52         $32,701  52 

I 
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LEOMINSTER  GAS  LIGHT  COMPANY. 


Abbbts. 


Gaa  plant: 
Luidfl, 

Buildings,     •  . 

Machinery  and  equipment. 
Holders, 
Maixis, 
Services, 
Meters, 
Work  in  process,  . 


Other  assets: 
Gas  arc  lamps, 

Cash 

Due  for  gas, 

Sundry  accoimts  due  the  company, 

Gas  coal  on  hand, 

Enriohers  on  hand. 

Other  gas  materials  on  hand. 

Gas  tools  and  implements. 

Stable  and  garage  equipment, 

Office  furniture,    . 

Investments  (real  estate). 


Total  assets  as  per  books  of  the  company. 


$3,500  00 
11,487  02 
14,567  69 
28,486  00 
97,382  76 
13,579  81 
23,553  81 
9.128  90 


$10  00 
2,259  66 
6,498  19 
2.968  46 
9,515  24 
2.425  24 
7,717  59 
635  84 
617  82 
1,856  86 
1,200  00 


$201,685  99 


35.704  90 
$237,390  89 


LlABILmEB. 

Capital  stock,  common, $135,000  00 

Bonds  issued, 50,000  00 

Notes  payable, 20,000  00 

Unpaid  bills 3,277  17 

Deposits  by  customers, 1,203  86 

Unpaid  dividends, 1,350  00 

Interest  accrued  but  not  due, 416  67 

Amounts  due  from  the  company,  not  included  above,  .  17,916  54 

Total  liabilities  as  per  books  of  the  company,  $229,164  24 

Profit  and  loss  balance, 8,226  65 

Total  credits $237,390  89 


Manufactubino  Accottnt. 


Operating  expenses: 
At  works,     . 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 

$26,632  44 

3,809  83 

10,753  94 

4,512  70 

730  52 

Db. 

$46,439  43 

19,383  84 
$65,823  27 

Cb. 

Income  from  sale  of  gas, 

other  sources 
Bi^lance  to  profit  and  loss. 

. 

$65,814  27 
9  00 

$65,823  2t< 
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PbOFIT  AMD   LO08  ACCOUNT. 

Balance  June  30,  1016,      .... 
Balanee  of  manufacturing  account,     . 

Interest  received, 

Rents,' 

Jobbing, 

Other  items  of  income,      .... 

Interest  paid, 

Dividends  declared, 

Depredation,  ...... 

Other  items, 

Balance  June  30,  1917,      .... 


Db. 

Cr. 

$7,756  56 

19,383  84 

59  60 

332  00 

536  47 

100  32 

$3,552  20 

13,500  00 

1.814  40 

1,075  54 

8,226  65 

$28,168  79         $28,168  79 


LEXINGTON  GAS  COMPANY. 


Assets. 
Gas  plant: 

Mains, 

Services, 

Meters, 

Other  assfsts: 

Gas  arc  lamps 

Cash 

Notes  receivable, 

Due  for  gas,  ..... 

Sundry  accounts  due  the  company, 

Other  gas  materials  on  hand. 

Gas  tools  and  implements. 

Office  furniture, 


Total  assets  as  per  books  of  the  company, 


$26,013  23 

2.041  05 

2,362  93 

$30,417  21 

$56  21 

3.697  09 

5,900  00 

1.148  17 

883  18 

620  90 

35 

494  14 

12.800  04 

$43,217  25 

Liabilities. 

Capital  stock,  common, $40,000  00 

Unpaid  bills 888  17 

Deposits  by  customers,      ........  90  00 

Unpaid  dividends. 300  00 

Amounts  due  from  the  company,  not  included  above,  .         .         .  104  37 

Total  liabilities  as  per  books  of  the  company,         .         .         .  $41,382  54 

Profit  and  loss  balance 1,834  71 

Total  credits $43,217  25 
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Manufactubino  Accoumt. 
Operating  expenses:  Dr.  Cr. 


For  gas  bought, 
distribution,   . 

taxes,     . 
incidentals,     . 

Income  from  sale  of  gas,   . 
other  sources, 
Balance  to  profit  and  loss, 


$4,180  74 

636  55 

1,942  12 

368  65 

68  40 


Pbout  and  Loss  Account. 


Balance  June  30, 1916, 
Balance  of  manufacturing  account, 
Interest  received, 
Jobbing,  .... 

Other  items  of  income, 
Interest  paid,  .         .         ... 
Dividends  declared,  . 
Depreciation,  .... 
Other  items,     .... 
Balance  June  30, 1917,      . 


$7,196  46 

$8,789  22 

11  65 

1,604  41 

$8.800  87 

$8,800  87 

NT. 

Dr. 

Cr. 

$1,823  30 

1,604  41 

475  39 

86  15 

42  00 

$1  77 

1,800  00 

350  00 

44  77 

1,834  71 

$4,031  25 

$4,031  25 

THE  LOWELL  ELECTRIC  LIGHT  CORPORATION. 

Assets. 
Electric  plant: 

Lands, $89,591  99 

Buildings. 253.409  01 

Steam  plant,                   .         .                   .         .  493,857  66 

Electric  plant 339,858  69 

Overhead  lines, 490,739  87 

Underground  conduits,  wires  and  cables,  391,833  36 

Transformers. 172,189  93 

Meters 102,777  80 

Street  lamps  and  fixtures.       ....  67,065  19 

$2,401,323  50 

Other  assets: 

Cash.  .         .     ' $66,748  39 

Due  for  electricity 45,464  85 

Sundry  accounts  due  the  company,  15,932  00 

Electric  fuel  on  hand, 54,684  41 

Motors  on  hand 9,450  20 

Electric  tools  and  implements.         .         .         .  2,662  83 

Other  electric  materials  and  supplies  on  hand. .  65,908  52 

Stable  and  garage  equipment,          .  7,373  25 

Office  furniture, 1,346  84 

Interest  prepaid. 561  11 

Insurance, 3,182  50 

273,314  90 

Total  assets  as  per  books  of  the  company,     .  .         ^.  .^.^^^  ^^,674,638  f^ 
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LlABILinSB. 

Capital  Btook,  common, $1,176,400  00 

Notes  payable 200,000  00 

Unpaid  bills 22,741  35 

Deposits  by  customers, 5,957  73 

Interest  accrued  but  not  due, 968  74 

Premium  realised  on  stock  issues, 342,294  25 

Reserve 271,472  14 

Amounts  due  from  the  company,  not  included  above,  .  39,566  12 

Total  liabilities  as  per  books  of  the  company,                           .  $2,059,400  33 

Profit  and  loss  balance, 615,238  07 

Total  credits $2,674,638  40 


Makufactubiivo  Acoount. 
Operating  expenses:  Db.  Cb. 

$187,870  82 
78  72 


At  station,    . 

For  current  bought, 

distribution,   . 

management, . 

taxes,     . 

incidentals,     . 


84,164  28 
70,041  14 
54,870  01 
14,366  30 


$411,391  27 


Income  from  sale  of  electricity,  $665,553  88 

other  sources,        ....  1,127  71 

Balance  to  profit  and  loss,  ....  255,290  32 


$666,681  59       $666,681  59 

Pbofit  and  Lobs  Accoxtnt. 

Db.  Cb. 

Balance  June  30,  1916 $470,145  30 

Balance  of  manufacturing  account,     .  255,290  32 

Interest  received, 918  69 

Rents 376  26 

Other  items  of  income 14,429  76 

Interest  paid $7,933  09 

Dividends  declared 117,640  00 

Other  items, 349  17 

Balance  June  30, 1917 615,238  07 


$741,160  33       $741,160  33 


LOWELL  GAS  LIGHT  COMPANY. 

Abbbts. 
Gas  plant: 

Lands  and  buildings, $1,178,812  69 

Machinery  and  equipment,     ....  715,794  31 

Mains,  services  and  meters,    ....  306,831  92 

Lamps, 10,337  00 
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Other  assets: 

Office  building, $34,930  00 

Cash 39.246  87 

Due  for  gas,                                       *|        *  15,592  63 

Sundry  accounts  due  the  company,  59,261  38 

Gas  coal  on  hand,                    .         .  63,702  34 

Coke  on  hand, 9,047  52 

Tar  on  hand 7,536  69 

Ammonia  on  hand, 806  53 

Enrichers  on  hand, 13,420  38 

Purifying  materials  on  hand,  ....  1,174  00 

Other  gas  materials  on  hand,  7,318  94 

Stoves,  appliances,  etc.,           ....  80,507  11 

Gas  fixtures  on  hand, 4,605  32 

Insurance, '.         .  6,533  81 

Investments  (real  estate),       ....  65,935  00 


$409,618  52 


Total  assets  as  per  books  of  the  company $2,623,394  44 

Liabilities. 

Capital  stock,  common, $1,000,000  00 

Coupon  notes, 300,000  00 

Other  notes  payable, 270,000  00 

Unpaid  bills, 37,974  18 

Deposits  by  customers,      .         .         .* 15,952  63 

Interest  accrued  but  not  due, 5,346  76 

Premium  realised  on  stock  issues 417,157  91 

Depreciation  reserve 62,258  04 

Other  reserves 2,481  21 

Amounts  due  from  the  company,  not  included  above,  .  1,175  08 


Total  liabilities  as  per  books  of  the  company,                  .         .    $2,112,345  81 
Profit  and  loss  balance, 511,048  63 


Total  credits, $2,623,394  44 


Manufacittbiko  Accoitnt. 
Operating  expenses:  Dr.  Cb. 

$404,110  17 
80.016  08 


At  works. 

For  distribution,   . 

management, 

taxes,     . 

incidentals,     • 

Income  from  sale  of  gas,   . 
residuals, 
other  sources, 

Balance  to  profit  and  loss. 


24,657  29 
55,810  40 
11.919  17 


$576,513  11 


247,245  41 


$664,392  62 

145,291  97 

14,073  98 


$823,758  52  $823,758  52 

PbOFIT  and  LO08  Aooottmt. 

Db,  Cb. 

Balance  June  30,  1916 $508,878  88 

Balance  of  manufacturing  account,  247,245  41 

Interest  received, 492  99 
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RenU,     . 
Jobbing, 
Intereat  paid,  . 
Dividends  declared,  . 
Depreciation,  . 
Other  items,     . 
Balance  June  30,  1917, 


Dr. 

Cb. 

$3.020  88 

542  26 

$21,360  92 

120,000  00 

107.310  30 

460  62 

511.048  63 

$760,180  37 

$760,180  37 

LUDLOW  ELECTRIC  LIGHT  COMPANY. 

AasETS. 
Electric  plant: 

Lands $1,304  66 

Biuldings, 2.905  33 

Electric  plant, 2,651  65 

Overhead  lines, 34,237  65 

Transfonners, 2,279  64 

Meters,                  .      , 5,737  03 

Street  lamps  and  fixtures 1,419  50 

Other  assets:  • 

Work  in  process $446  29 

Cash. 1.061  08 

Due  for  electricity 3,382  74 

Sundry  accounts  due  the  company.  1.789  24 

Other  electric  materials  and  supplies  on  hand,  .  2.250  58 

Interest  prepaid 182  72 

Insurance, 36  96 

Taxes  prepaid, 6  35 


$50,535  46 


9.155  96 


Total  assets  as  per  books  of  the  company,     ....  $59,691  42 

LlABIUTIES. 

Capital  stock,  common $30,000  00 

Notes  payable 23,500  00 

Unpaid  bills, 3.115  45 

Deposits  by  customers. 530  00 

Amounts  due  from  the  company,  not  included  above,  .         .         .  374  63 

Total  liabilities  as  per  books  of  the  company,  $57,520  08 

Profit  and  loss  balance, 2,171  34 

Total  credits $59,691  42 

Manutactubino  Account. 

Operating  expenses:                                                                 Db.  Cb. 

At  station $36  77 

For  current  bought,        .         .  9,952  51 

distribution,   .         .         .  3,332  48 
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Operating  expenses — Conduded. 
For  management, 

taxes,     .... 
incidentals,     . 

Income  from  sale  of  electricity, . 
Balance  to  profit  and  loss, 


$4,533  87 
620  25 
398  36 


$18,874  24 
4.846  34 


121a 

Cr. 
$23,720  58 


$23,720  58         $23,720  58 


Proiit  and  Lobs  Acooukt. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 
Other  items  of  income,      .... 

Interest  paid, 

Dividends  declared,  .... 

Depredation 

Other  items, 

Balance  June  30, 1917,      .... 


Dr. 

Cr. 

$1,495  31 

4,846  34 

673  09 

$1,083  65 

900  00 

1.900  00 

959  75 

2,171  34 

$7,014  74 

$7,014  74 

LYNN  GAS  AND  ELECTRIC  COMPANY. 

Assets. 
Gas  plant: 

Lands, $225,066  55 

Buildings 245,394  71 

Machinery  and  equipment 539,166  84 

Holders, 569,279  95 

Work  in  process, 150  00 

Mains  and  services 758.299  82 

Water  supply  wells  and  tower,  9.941  55 

Meters 151,704  07 

Gas  arcs, 7,623  02 


Electric  plant: 
Lands, 
Buildings, 
Work  in  process. 
Steam  plant, 
Electric  plant. 
Arc  lamps,    . 
Overhead  lines. 
Underground  conduits. 
Underground  wires  and  cables. 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


$2,506,626  51 


$83,420  86 
178,184  91 

22,923  78 
321,979  50 
316.869  40 
3,889  70 
392.508  79 
425,266  41 
281,120  07 

51,046  81 
103,195  68 

44.823  48 


Digitized  by 


2,225,229  39 

Google 


122  a  GAS  AND  ELECTRIC  LIGHT.  [Jan, 


other  i 

Office  building, S76»614  06 

Other  permanent  Btructures,  ....  36»279  27 

Caah.  .         .       \  396.683  92 

Due  for  gas, 49,901  67 

Due  for  electricity, 48,928  72 

Sundry  accounts  due  the  company,  87,692  69 

Gas  coal  on  hand 68,664  39 

Coke  on  hand 15,884  63 

Tar  on  hand, 4,710  00 

Enrichers  on  hand 41,674  74 

Purifying  materials  on  hand 8,21168 

Other  gas  materials  on  hand,  67,268  38 

Stoves  on  hand 32,860  31 

Gas  fixtures  on  hand, 13,703  10 

Gas  tools  and  implements,      ....  1,068  24 

Electric  fuel  on  hand,    ;         .         .         .         .  42,610  12 

Motors  on  hand, 8.622  96 

Electric  appliances  on  hand,  ....  2,763  65 

Other  electric  materials  and  supplies  on  hand, .  40,483  68 

Stable  and  garage  equipment,  23,762  70 

Office  furniture, 13,420  26 

Deferred  expenses, 16,221  15 

Insurance 19,848  14 

Investments  (real  estate),      ....  17,228  70 

Investments  (securities),         ....  100  00 


$1,053,967  04 


Total  assets  as  per  books  of  the  company,     ....  $5,785,822  94 

LXABILmSS. 

Capital  stock,  common, $1,626,000  00 

Unpaid  biUs 81.817  95 

Deposits  by  customers, 19,918  61 

Surplus  invested  in  plant, 1,658,442  07 

Premium  realii'ed  on  stock  issues 1,476,098  55 

Depreciation  reserve 276,010  81 

Other  reserves 204,005  68 

Amounts  due  from  the  company,  not  included  above,          .  27,037  44 


Total  liabilities  as  per  books  of  the  company,                           .    $5,368,331  11 
Profit  and  loss  balance, 417,491  83 


Total  credits, $5,785,822  94 


MAKXTFACTUBmO  ACCOXTNT. 

Operating  exi>enBes  (gas):  Dr.  Ck^ 

$416,222  78 

128,211  87 

33,678  09 

62.798  96 

24,023  80 


At  works,     . 
For  distribution,   . 

management, 

taxes, 

incidentals, 


$664,935  60 


Operating  expenses  (electric) : 

At  stotion $196,747  94 

For  distribution,   .  .  107,926  13 
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Operating  ezpensea  (electric)  —  Concluded, 
For  manacement,  $28,714  83 

taxes 76.814  54 

incidentals,     .  21.047  29 


Income  from  sale  of  gas,    . 
residuals, 

other  sources  (gas), 
sale  of  electricity,  . 
Balance  to  profit  and  loss: 

Gas 

Electric,       .... 


Db. 


$430,249  73 


160,703  73 
213,758  47 


Cb. 


$705,194  31 

114,760  38 

5,684  54 

644.008  20 


$1,469,647  48    $1,469,647  43 


Pbotit  and  Lobs  Aocottnt. 


Balance  June  30, 1916, 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, 
Interest  received. 

Rents, 

Other  items  of  income. 
Interest  paid,  .... 
Dividends  declared,  . 
Surplus  invested  in  plant. 
Depreciation,  .... 
Depreciation  fund,    . 
Accident  insurance  reserve. 
Reserve  and  replacement  account. 
Other  items,     .... 
Balance  June  30,  1917, 


Db. 

Cb. 

$480,140  81 

160.703  73 

213.758  47 

10,301  48 

812  07 

4,058  07 

$407  30 

325,000  00 

20.551  89 

16.881  20 

44.990  65 

10,000  00 

29.993  77 

4.457  99 

417,491  83 

$869,774  63       $869,774  63 


MALDEN  ELECTRIC  COMPANY.  • 

AsflSTS. 

Electric  plant: 

Lands,                             $48,390  56 

Bufldings 179,248  36 

Steam  plant, 242,538  84 

Electric  plant, 137,658  09 

Overhead  lines 433.051  26 

Underground  conduits 355.396  88 

Underground  wires  and  cables,                 .  204.251  70 

Transformers, 93,767  12 

Meters, 166,597  47 

Street  lamps  and  fixtures,       ....  12,494  69 


$1,873,394  97 
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Other  assets: 

Office  buildinc.      .* $13,895  76 

Work  in  process, 142,540  54 

Cash 72,554  96 

Due  for  electricity, 47,404  77 

Sundry  accounts  due  the  company,          .  58,951  95 

Electric  fuel  on  hand, 35,419  05 

Motors  on  hand 4,645  69 

Electric  fixtures  on  hand,        ....  2,438  47 ' 

Electric  tools  and  implements,  4,866  56 

Other  electric  materials  and  supplies  on  hand, .  87,196  77 

Stable  and  garage  equipment,                   .  22,878  26 

Office  furniture, 4,367  33 

Reserve  fund 62.077  67 

Other  equipment, 1,013  87 

Investments  (real  estate) 10,223  73 

Investments  (securities),        ....  3,050  00 


$573,525  38 


Total  assets  as  per  books  of  the  company $2,446,920  35 


LlABILmSB. 

Capital  stock,  common $1,068,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 450,000  00 

Unpaid  bills 39,830  00 

Deposits  by  customers, 22,084  19 

Interest  accrued  but  not  due, 4,083  87 

Premium  realised  on  stock  issues,                388,850  00 

Depreciation  reserve, 121,657  98 

Other  reserves, 17,505  32 

Amounts  due  from  the  company,  not  included  above,  7,616  24 

Total  liabilities  as  per  books  of  the  company,                           .  $2,219,627  60 

Profit  and  loss  balance, 227,292  75 

Total  credits $2,446,920  35 


Manxtfactubino  Accoxtnt. 
Operating  expenses:  Db.  Cb. 

$130,326  11 
26,113  41 
111,225  11 
35.000  71 
50,613  62 
13,601  51 


At  station. 

For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss, 


$366,880  47 

$597,094  41 
8.852  18 
239,066  12 


$605,946  59   $605,946  59 
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Pbofit  and  Lo88  Acooumt. 


Balance  June  30,  1915, 

Balance  of  manufacturing  account, 

Interest  received, 

Other  items  of  income, 

Interest  paid,  . 

Dividends  declared, . 

Depreciation  reserve. 

Reserve  for  bad  debts. 

Other  items, 

Balance  June  30, 1016, 


Dr. 


$22,088  01 

128,160  00 

86,681  87 

1,000  00 

2,423  96 

227.202  75 


Cr. 

$222,513  06 

230,066  12 

3,030  81 

3,027  60 


$468,547  40   $468,547  40 


MALDEN  AND  MELROSE  GAS  LIGHT  COMPANY. 


AB8BT8. 


Gas  plant: 
Lands, 
Buildings, 

Machinery  and  equipment. 
Mains, 
Services, 
Meters, 


Other  assets: 
Work  in  process,   . 

Cash 

Due  for  gas, 

Sundry  accounts  due  the  company, 

Gas  coal  on  hand. 

Coke  on  hand, 

Tar  on  hand, 

Ammonia  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand,  . 

Other  gas  materials  on  hand, 

Stoves  on  hand,    . 

Gas  fixtures  on  hand,     . 

Gas  tools  and  implements, 

Stable  and  garage  equipment, 

Office  furniture. 

Investments  (real  estate). 

Investments  (property  abandoned). 


$210,660  16 
312,260  86 
855.047  31 

1,038,767  10 
153.533  00 
345.144  57 


$2,015,422  00 


$48,613  14 

03,341  18 

25.402  67 

86.542  47 

13,423  31 

3,325  60 

1,415  42 

867  40 

8,437  74 

583  34 

44,084  50 

5,002  40 

0,101  22 

15,088  03 

13.468  78 

17.183  44 

2,000  00 

0,758  46 


400,610  00 


Total  assets  as  per  books  of  the  company $3,316,033  08 

LlABILITIXB. 

Capital  stock,  common, $2,085,500  00 

Notes  payable, 575.000  00 

Unpaid  biUs, ^  35,300  72 

Deposits  by  customers, DigitizediDyvjC  0,684  53 
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Interest  accrued  but  not  due, $3,007  82 

Premium  realised  on  stock  issues. 435,103  02 

Depreciation  reserve, 40,330  27 

Other  reserves, 47,720  80 

Amounts  due  from  the  company,  not  included  above 0,502  49 

Total  liabilities  as  per  books  of  the  company,                           .  $3,238,420  25 

ProEt  and  loss  balance 77,003  83 

Total  credits $3,310,033  06 


Manufactttbino  Accoxtmt. 


Operating  expenses: 

Dr. 

Ca. 

At  works 

$349,417  44 

For  gas  bought,     . 

1,102  10 

distribution,   . 

02,259  04 

management, 

41,151  91 

taxes,     .... 

70.914  39 

incidentals,     . 

11,218  40 

$500,004  00 

Income  from  sale  of  gas,   . 

. 

$750,073  91 

residuals,      . 

30.201  32 

other  sources, 

, 

1,138  02 

Balance  to  profit  and  loss, 

227,349  25 

$793,413  25 

$793,413  25 

Pboftt  and  Lobs  Account. 

Db. 

Cb. 

Balance  June  30.  1910,      . 

,         , 

$75,080  18 

Balance  of  manufacturing  account, 

227,349  25 

Interest  received,      . 

1,343  03 

Rents, 

152  79 

Other  items  of  income. 

2,029  72 

Interest  paid,  .... 

$22,371  90 

Dividends  declared.  . 

100.840  00 

Depreciation  reserve. 

34,928  09 

Other  items,     .... 

5.410  49 

Balance  June  30, 1917, 

77,003  83 

$307,154  97 

$307,154  97 

MANCHESTER  ELECTRIC  COMPANY. 
Absstb. 


Electric  plant: 
Buildings, 
Electric  plant. 
Underground  conduits. 
Transformers, 
Meters, 
Street  lamps  and  fixtiu'es. 


$14,793  70 
7,990  00 

150.454  07 

7.949  49 

0,730  09 

30,811  18 


Digitized  by 


$224,734 
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other  I 

Cash $4,820  15 

Due  for  electricity, 6.155  58 

Sundry  accounts  due  the  company,                   .  572  49 

Other  electric  materials  and  supplies  on  hand.  .  205  90 

Stable  and  garage  equipment.  416  60 

Office  furniture, 100  00 


$11,360  72 


Total  assets  as  per  books  of  the  company, 

LlABIUnSB. 


$236,095  31 


Capital  stock,  common,     ..... 

Unpaid  bills, 

Depreciation  reserve,         ..... 
Amount  due  from  the  company,  not  included  above. 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Total  credits. 


$205,800  00 

1,345  68 

26,660  00 

1,500  00 

$235,305  68 
789  63 

$236,095  31 


Operating  expenses: 
At  station,    . 
For  current  bought, 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 


Manttfactubino  Accoumt. 


$50  00 
14,703  51 

996  19 
5,641  00 
3,394  44 

428  71 


Income  from  sale  of  electricity. 
Balance  to  profit  and  loss. 


Dr. 


$25,213  85 
22,866  81 


PBOirr  AND  Loss  Accouirr. 


Dr. 


Balance  June  30.  1916, 

Balance  of  manufacturing  account. 

Interest  received, 

Jobbing,  .... 

IMvidends  declared,  . 

Depreciation  reserve. 

Other  items,     .... 

Balance  June  30,  1917, 


Cr. 


$48,080  66 


$48,080  66         $48,080  66 


Cb. 
$2,145  16 
22,866  81 
242  62 
606  19 
$20,580  00 
4,280  00 
211  15 
789  63 

$25,860  78         $25,860  78 


MARION  GAS  COMPANY. 
(See  SouTHXASTSRN  Mabsaghubbttb  Powsb  and  ^^^^i^^^Q<^0(^)^\^ 
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MARLBOROUGH  ELECTRIC  COMPANY. 

Abaxtb. 
Electric  plant: 

Lands  and  buildinss, $33,679  20 

Steam  plant 58,845  27 

Electric  plant. 67,817  73 

Overhead  lines, 303,481  90 

Transfonners, 25,611  51 

Meters 30.449  85 


$519,885  46. 


Other  assets: 

Work  in  process. $1,262  59 

Cash '     .         .         .  11,717  59 

Notes  receivable. 3,000  00 

Due  for  electricity 18,856  32 

Sundry  accounts  due  the  company.          .  56,401  31 

Electric  fuel  on  hand, 462  17 

Motors  on  hand  and  rented 1,497  84 

Electric  fixtures  on  hand.        ....  1,321  15 

Other  electric  materials  and  supplies  on  hand, .  5,845  32 

Stable  and  garage  equipment.  2,077  34 

Office  furniture, 6.037  04 

Reserve  funds, 10,151  26 

Prepaid  interest, 1,213  08 

Prepaid  taxes 48  67 

Insurance, 507  08 

Investments  (real  estate),       ....  5,829  24 


126,228  OO 


Total  assets  as  per  books  of  the  company,     ....  $646,113  4& 

LlABILITXEB. 

Capital  stock,  common. $327,500  00- 

Notes  payable 161.413  00- 

Unpaid  bills 18,655  20 

Deposits  by  customers. 388  81 

Unpaid  dividends, 8,187  50- 

Interest  accrued  but  not  due, 1,276  57 

Premium  realised  on  stock  issues, 76,500  OO 

Amounts  due  from  the  company,  not  included  above,  '   9.146  62 

Total  liabih'ties  as  per  books  of  the  company.  $603,067  70 

Profit  and  loss  balance. 43.045  70- 

Total  credits $646,113  46. 


Mantjfactubino  Accottnt. 

Operating  expenses:  Dr.  Cs. 

Atstotion,    ....  $11,171  09 

For  current  bought,  38,243  91 

distribution,    .         .  8,935  37 

management,  5.997  30 


Digitized  by  VjOOQ IC 
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Operating  expenses  —  Concluded.  Dr.  Cr. 

For  taxes $15,147  77 

incidentals,     .  .  4,816  30 


$84,311  74 


Income  from  sale  of  electricity,  ....  $150,158  29 

Balance  to  profit  and  loss,  ....  65,840  55 


$150,158  29       $150,158  29 
Profit  and  Losb  Account. 


Balance  June  30,  1916. 

Balance  of  manufacturing  account,     . 

Interest  received 

Rents 

Jobbing,  .  

Interest  paid,  ....... 

Dividends  declared,  ...... 

Reserve,  miscellaneous  profits,  .... 

Depreciation,  ....... 

Depreciation  allowed  Westboro  Gas  and  Electric 
Company,    ....... 

Other  items,     ....... 

Balance  June  30,  1917 


Dr. 

Cr. 

$42,341  61 

65,846  55 

1,793  28 

278  76 

6,570  37 

$8,684  78 

32,750  00 

1,075  03 

8,745  00 

3,000  00 

19,530  00 

43.045  76 

$116,830  57       $116,830  57 


MARLBOROUGH-HUDSON  GAS  COMPANY. 

Assets^ 
Gas  plant: 

Lands  and  buildings,      .....  $27,732  02 

Machinery  and  equipment,     .         .  73,148  72 

Mains 221,953  98 

Services, 100,513  29 

Meters 35,936  68 

Other  assets: 

Gas  arcs $178  88 

Work  in  process, 941  24 

Cash .         .  9,102  32 

Due  for  gas, 12,487  13 

Sundry  accounts  due  the  company,  8,531  67 

Gas  coal  on  hand, 363  52 

Other  gas  materials  on  hand,  9,859  41 

Stoves, 21,300  30 

Gas  tools  and  implements,      ....  2,945  54 

Stable  and  garage  equipment,  1,231  24 

Office  furniture 2,337  46 

Reserve  fund, 16,765  00 

Prepaid  interest 440  77 

Insurance, 91  99 

Prepaid  taxes, 30  39 


$459,284  69 


86,606  86 


Total  assets  as  per  books  of  the  company $545,891  55 

Digitized  by  VjOOQ IC 
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LUBILXTIXS. 

Capital  stock,  common $247,000  00 

Bonds  issued 7.500  00 

Notes  payable, 241,000  00 

Unpaid  bills 7.593  46 

Deposits  by  customers 842  37 

Unpaid  dividend 6,175  00 

Interest  accrued  but  not  due 3,126  47 

Amounts  due  from  the  company,  not  included  above,          .  2,154  46 

Total  liabilities  as  per  books  of  the  company,  $515,391  76 

Profit  and  loss  balance 30,499  79 

Total  credits $545,891  55 


Manufactxtrino  Accottnt. 


$2,709  52 

31.943  97 

4.126  48 

2,894  31 

8,453  35 

557  10 



Operating  expenses: 
At  works, 
For  gas  bought.     . 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas. 

other  sources, 
Balance  to  profit  and  loss, 


Pbofft  and  Loss  Account. 

Balance  June  30,  1916.      .... 
Balance  of  manufacturing  account,     . 

Interest  received 

Rents, 

Jobbing, 

Interest  paid,  ...... 

Dividends  declared.  ..... 

Depreciation,  ...... 

Other  items. 

Balance  June  30,  1917 


Dr. 


Cr. 


$50,684  73 

$85,713  47 

2,914  99 

37,943  73 

$88,628  46 

$88,628  46 

vr. 

Dr. 

Cr. 

$30,377  16 

37.943  73 

979  05 

15  00 

2.173  46 

$11,624  24 

17,290  00 

8.400  00 

3,674  37 

30.499  79 

$71,488  40 

$71,488  40 

MAYNARD. 
(See  American  Woolen  Compant.) 


Digitized  by  VjOOQ IC 
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MILFORD  ELECTEIC  LIGHT  AND  POW^R  COMPANY. 


Assets. 


Electric  plant: 
Lands, 

Building  and  equipment, 
Electric  plant, 
Orerhead  lines, 
Transfonners,        • 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 
Cash,  .         .         .         . 
,  Due  for  electricity, 
Sundry  accounts  due  the  company, 
Motors  on  hand  and  rented,  . 
Electric  tools  and  implements. 
Other  electric  materials  and  supplies  on  hand,  . 
Stable  and  garage  equipment, 
Ofl^e  furniture,     . 
Investments  (real, estate). 


$1,515  99 
16,468  24 

9,156  66 
108,256  11 

8,375  40 
12,509  59 
10,327  71 


$1,660  75 

5,905  07 

2,298  43 

6,300  92 

769  11 

10,591  89 

550  00 

730  85 

11.922  16 


$166,609  70 


40,729  18 


Total  assets  as  per  books  of  the  company. 


$207,338  88 


LiABiLrriEs. 

Capital  stock,  common $102,500  00 

Bonds  issued, 40,000  00 

Notes  payable, 44,800  00 

Unpaid  bills, 1,403  86 

Deposits  by  customers, 1,059  00 

Interest  accrued  but  not  due, 166  67 

Amounts  due  from  the  company,  not  included  above,  .                  .  12,265  73 

Total  liabilities  as  per  books  of  the  company,  $202,195  26 

Profit  and  loss  balance, 5,143  62 

Total  credits $207,338  88 


Maxufactubing  Accoxjnt. 


Operating  exi>enses: 

Db. 

Cb. 

At  station,    . 

$145  77 

For  current  bought. 

24,490  74 

distribution,   . 

3.334  63 

management. 

8.076  79 

taxes,     . 

2.419  20 

incidentals,     . 

1.048  14 

$39,515  27 

Income  from  sale  of  electricity, 

. 

$64,173  49 

other  sources. 

2,641  19 

Balance  to  profit  and  loss. 

. 

27,299  41 

$66,814  68      ^6,814  fS 

Digitized  by  VjOOQ IC 
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Pbofft  and  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account, 

Interest  received. 

Rents 

Jobbing,  .... 

Other  items  of  income, 

Interest  paid 

Dividends  declared, . 

Depreciation 

Other  items,     .... 
Balance  June  30,  1917, 


Diu 

Cr. 

$2,340  63 

27,299  41 

17  39 

602  36 

274  43 

94 

Sd.365  94 

4,343  76 

13,042  80 

739  05 

5,143  62 

$30,535  16         $30,585  16 


MILFORD  GAS  LIGHT  COMPANY. 

Assets. 
Gas  plant: 

Lands $3,584  00 

Buildings, 12,773  52 

Machinery  and  equipment,     ....  19,572  71 

Holders,        .                   9,995  00 

Mains, 55,346  36 

Services, 4,401  91 

Meters, 8,751  34 

Other  assets: 

Cash $3,233  61 

Due  for  gas, 3,306  78 

Sundry  accounts  due  the  company,           .         .  2,739  11 

Gas  coal  on  hand, 3,562  90 

Coke  on  hand 676  03 

Tar  on  hand 588  30 

Enrichers  on  hand,         .....  4  70 

Other  gas  materials  on  hand,  6,381  20 

Gas  tools  and  implements,      ....  472  54 

Office  furniture, 747  96 


$114,424  84 


21,713  13 


Total  assets  as  per  books  of  the  company $136,137  97 

Liabilities. 

Capital  stock,  common $72,300  00 

Notes  payable 55,100  00 

Unpaid  bills, 1,035  44 

Deposits  by  customers 1,431  00 

Amounts  due  from  the  company,  not  included  above,  .         .         .  1,845  27 

Total  liabilities  as  per  books  of  the  company,                           •  $131,711  71 

Profit  and  loss  balance, 4,426  26 

Total  credits ^136,137  97 

Digitized  by  VjOOQ IC 
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MANTTFACTUBINa  ACCOUNT. 


$17,800  80 

2.533  25 

5.565  88 

2.426  34 

919  04 

Operating  expenses: 
At  works. 
For  distribution,    . 
management, 
taxes,     . 
incidentals.     . 

Income  from  sale  of  gas. 

residuals. 
Balance  to  profit  and  loss, 


pRoirr  AND  Loaa  Accottnt. 

Balance  June  30. 1916 

Balance  of  manufacturing  account.     . 

Rents, 

Jobbing, 

Other  items  of  income,      .... 

Interest  paid. 

Dividends  declared. 

Depreciation, 

Other  items.     ...... 

Balance  June  30.  1917,      . 


Dr. 


Cr. 


$29,245  31 

$28,815  97 

6.395  96 

5.966  62 

$35,211  93 

$35,211  93 

NT. 

Dr- 

Cr. 

$4,393  29 

5,966  62 

240  00 

920  01 

34  84 

$3,373  93 

2.892  00 

700  00 

162  57 

4,426  26 

$11,554  76 

$11,554  76 

MILL  RIVER  ELECTRIC  LIGHT  COMPANY. 


(Williamsburg.) 

Assets. 

Electric  plant: 

Lands. 

$4,531  10 

Buildings. 

3,729  09 

Steam  plant, 

2.321  53 

Electric  plant. 

3,650  30 

Overhead  lines, 

14.933  40 

Transformers, 

2.352  91 

Meters, 

4.075  04 

Street  lamps  and  fixtures. 

795  87 

$36,389  24 

Other  assets: 

Cash 

$2,007  59 

Due  for  electricity. 

560  25 

Sundry  accounts  due  the  company. 

80  50 

Electric  tools  and  implements. 

150  12 

Other  electric  materials  and  supplies  on  1 

land, .                    89  92 

Office  furniture,     .... 

14  00 

Investments  (real  estate), 

500  00 

3.411  38 

Total  assets  as  per  books  of  the  company, 


[5igitized'by 
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Liabilities. 

Capital  stock,  common, $15,000  00 

Bonds  issued, 12,000  00 

Notes  payable, 10,250  00 

Unpaid  bills 242  03 

Interest  accrued  but  not  due, 180  00 

Amounts  due  from  the  company,  not  included  above,          .         .  32  22 

Total  liabilities  as  per  books  of  the  company,  $37,704  25 

Profit  and  loss  balance 2,090  37 


Total  credits, $39,800  62 

Manufactubino  Account. 
Operating  expenses:  Dr.  Cb. 


For  current  bought, 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 


$2,529  60 

1,326  30 

1,053  52 

447  03 

150  41 


$5,506  86 


Income  from  sale  of  electricity,  ....  $9,056  46 

Balance  to  profit  and  loss,  3,549  60 

$9,056  46  $9,056  46 

Pbopzt  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30,  1916, $1,717  45 

Balance  of  manufacturing  account,     .  3,549  60 

Interest  received,      ......  6  60 

Rents, 72  00 

Jobbing,  151  25 

Interest  paid $1,336  61 

Dividends  declared, 1,200  00 

Depredation 817  25 

Other  items, 46  67 

Balance  June  30,  1917, 2,096  37 

$5,496  90  $5,496  90 


NANTUCKET. 
(See  CinzBira   Gas,  Elegtbic  and  Powbb  Coupant.) 


NATICK  GAS  LIGHT  COMPANY, 

Assets. 
Gas  plant: 

Lands  and  buildings, $27,052  33 

Machineiy  and  equipment,     ....  7,394  39 

Mains  and  services, 52,771  74 

Meters, 11,073  15 


$98,291  <g 
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Other  assets: 
0£5ce  building,      .... 

Cash 

Due  for  gas,  .... 

Sundry  accounts  due  the  company, 
Other  gas  materials  and  stoves  on  hand, 
Gas  tools  and  implements, 
Stable  and  garage  e<iuipment, 
OfBce  furniture,     . 
Reserve  lund, 
Investments  (real  estate), 


Total  assets  as  per  books  of  the  company, 


$5,380  34 

448  33 

3,005  12 

1.823  65 

4,355  48 

560  84 

146  74 

474  50 

1,991  54 

7,526  69 

$25,713  23 

. 

$124,004  84 

LlABILITXSS. 

Capital  stock,  common, $59,600  00 

Notes  payable 48.500  00 

Unpaid  bills 2,219  42 

Deposits  by  customers 181  00 

Reserves 1.991  54 

Total  liabilities  as  per  books  of  the  company,         .  $112,491  96 

Profit  and  loss  balance 11,512  88 

Total  credits, $124,004  84 


Mantttacturino  Account. 


Operating  expenses: 
At  works. 
For  gas  bought,     . 
distribution,    . 
management, 
taxes,     . 
incidentals,     . 

Income  from  sale  of  gas, 

other  sources. 
Balance  to  profit  and  loss, 


$479  52 
14,252  50 
3.110  48 
2,351  94 
1,852  13 
171  53 

, 

Dr. 


$22,218  10 
3.176  49 


Cb. 


$25,161  92 
232  67 


$25,394  59    $25,394  59 


Dr. 


Profit  and  Loss  Account. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     ... 
Interest  received. 

Rents, 

Jobbing,  ....... 

Interest  paid $2,000  80 

Depreciation 2,065  44 

Reserve  fund, 513  91 

Other  items 257  00 

Balance  June  30,  1917 11,512  88 


Cr. 

$12,061  40 

3,176  49 

77  94 

738  00 

296  20 


$16,350zfl3by  GoOgi© 
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NEW  BEDFORD  GAS  AND   EDISON  LIGHT  COMPANY. 


AB8£T8. 


Gas  plant: 

Lands  and  buildings, 

Machinery,  equipment  and  holders, 

Mains,  .... 

Services 

Meters,         .... 


Electric  plant: 
Lands  and  buildings. 
New  station,  not  completed, 
Steam  plant. 
Electric  plant, 
Substations, 
Overhead  lines. 
Underground  conduits,  . 
Underground  wires  and  cables, 
Transformers, 
Meters, 
Street  lamps  and  fiztiu'es, 


Other  asseta: 

Office  building,  etc., 

Other  permanent  structures,  . 

Cash 

Notes  receivable,  . 

Due  for  gas, 

Due  for  electricity. 

Sundry  accounts  due  the  company. 

Gas  coal  on  hand, 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,  . 

Other  gas  materials  on  hand. 

Stoves,  gas  and  electric  fixtures  on 

Gas  tools  and  implements. 

Electric  fuel  ob  hand,     . 

Motors  on  hand,   . 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand. 

Stable  and  garage  equipment. 

Office  furniture,     . 

Investments  (securities), 


hand, 


Total  assets  as  per  books  of  the  company', 


$288,964  82 
485,590  45 
545,533  95 
134,532  51 
153,292  59 


$1,607,914  32 


$232,771  81 

1,637,038  04 

179.989  72 

132,498  03 

82.212  29 

661,052  75 

203,448  62 

374.636  69 

105.701  05 

58,676  37 

10.941  82 


$204,032  98 

237,671  14 

819,579  84 

103,462  47 

24.227  95 

69,770  15 

358.142  10 

29,010  48 

1,200  00 

32,378  74 

9,183  18 

2,291  00 

40,280  12 

33.015  46 

5,060  27 

33,038  53 

19,701  58 

8,480  22 

84,108  54 

29,140  01 

5.708  17 

58.968  75 


3.678.967  19 


2.20S.451  68 
$7,495,333  19 


LlABILmSS. 

Capital  stock,  common $1,908,000  00 

Bonds  issued. 1,500,000  00 

Notes  payable 2,010,000  00 

Unpaid  bills r^^^iSfiftl?? 
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Depodto  by  customers, $37,283  23 

Unpaid  dividends 57,240  00 

Interest  due  but  not  paid, 5,603  98 

Interest  accrued  but  not  due, 11,382  49 

Premium  realised  on  stock  issues, 1,142,770  95 

Depreciation  reserve,         ........  179,537  80 

Other  reserves, 30,988  61 

Amounts  due  from  the  company,  not  included  above,  45,670  32 

f  ————^—^^ 

Total  liabilities  as  per  books  of  the  company,                  .      ^  .  $6,980,506  77 

Profit  and  loss  balance, 514,826  42 

Total  credits,     .                            $7,495,333  19 


Manufactubixg  Account. 
Operating  expenses  (gas) :  Db.  Cb. 

$282,039  47 

77.040  74 

41,761  29 

49.777  99 

9,150  02 


At  works. 

For  distribution.   . 

management, 

taxes,     . 

incidentals,     . 


Operating  expenses  (electric) : 

At  station $250,207  12 

For  distribution,    .         .  82.482  05 

management,  41,761  39 

taxes,     ....  49,778  00 

incidentals,     .   '      .  12,712  92 


$459,769  51 


436,941  48 


Income  from  sale  of  gas $588,702  93 

residuals, 51,742  62 

other  sources  (gas),         .         .  2,291  79 

sale  of  electricity 658,207  60 

other  sources  (electric),  .         .         .  5,330  09 

Balance  to  profit  and  loss: 

Gas 182,967  83 

Electric, 226.596  21 


$1,306,275  03    $1,306,275  03 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1916 $501,941  54 

Balance  of  gas  manufacturing  account,  182,967  83 

Balance  of  electric  manufacturing  account,  226,596  21 

Interest  received, 1,056  79 

Rents, 4.674  01 

Jobbing, 11,598  62 

Other  items  of  income, 1,356  41 

Interest  paid $50,976  32 

Dividends  declared, 200,340  00 

Reserve  for  pensions,  4,800  00 

Depreciation 11,200  00 

Depreciation  fund 141,329  00 

Other  items, 6,719  67 

Balance  June  30.  1917, 514,826  42 

•^30.1W^^^l'    $930,191  ^^ 
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NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 


A88BTB. 


Gas  plant: 
Lands  and  buildings, 
Machinery  and  equipment, 
Mains,  ■     4  • 

Meters, 


$3,620  40 

118,247  67 

48.498  24 

12.328  95 


Electric  plant: 
Lands  and  buildings. 
Steam  plant, 
Electric  plant. 
Overhead  lines, 
Transfonners, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Work  in  process, 

Cash 

Notes  reoeiTable. 

Due  for  gas, 

Due  for  electricity, 

Sundry  accounts  due  the  company, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand,         ...... 

Other  gas  materiab  on  hand. 

Stoves  on  hand, 

Gas  meters  on  hand,      .         .         .         .         . 

Electric  fuel  on  hand, 

Other  electric  materials  and  supplies  on  hand, . 
Stable  and  garage  equipment. 

Office  furniture, 

Investments  (securities) 


$168,120  49 
140,821  38 
49,268  36 
75.338  62 
17,800  73 
14.044  42 
15,394  09 


$20,678  60 

12,524  21 

3,683  94 

5,075  31 

14.731  14 

10,864  51 

12.426  60 

2,226  00 

700  00 

2.803  67 

1.385  51 

772  23 

8.960  87 

20.922  55 

645  14 

4.253  30 

2,340  00 


$182,695  26 


481.688  09 


Total  assets  as  i>er  books  of  the  company,     . 


$124,993  58 
$789,376  93 


Liabilities. 

Capital  stock,  common, $342,000  00 

Notes  payable, 355.000  00 

Unpaid  bUls 36.109  37 

Deposits  by  customers, 1.915  87 

Unpaid  dividends 6.840  00 

Premium  realised  on  stock  issues, 17,100  00 

Depreciation  reserve, 13,557  49 

Other  reserves, 61  06 

Amounts  due  from  the  company,  not  included  above,  .  5,888  82 

Total  liabilities  as  per  books  of  the  company,  $778,472  61 

Profit  and  loss  balance, 10.904  32 

Total  credits /:$789,376  93 
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Operating  expenses  (gas) : 
At  works. 
For  distribution, 

management,  • 

taxes,     . 

incidentals, 


Manufactttsing  Account. 


$38,658  52 
3,387  34 
8,057  82 
3,794  92 
1,256  24 


Dr. 


Cr. 


Operating  expenses  (electric) : 
At  station,    . 
For  distribution,   . 
management, 
taxes,     . 
incidentals,     . 


$44,445  70 

5,471  72 

13,756  32 

5,795  06 

2.758  05 


$55,154  84 


Income  from  sale  of  gas,    . 
residuals, 

sale  of  electricity, , 
Balance  to  profit  and  loss: 

Gas 

Electric,       ... 


72,226  85 


10,023  50 
35.556  91 


$50,164  87 

15,013  47 

107,788  76 


$172,962  10       $172,962  10 


Profit  and  Lobb  Account. 

Balance  June  30,  1916, 

Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, . 

Interest  received, 

Rents, 

Jobbing, 

Other  items  of  income, 

Interest  paid, 

Dividends  declared, 

Depreciation  reserve, 

Other  items, 

Balance  June  30,  1917, 


Dr. 


$8,317  77 
26.220  00 
12,000  00 
806  57 
10.904  32 


Cr. 

$8,837  99 

10,023  50 

35.556  91 

134  65 

88  00 

1,335  06 

2,272  55 


$58,248  66    $58,248  66 


NEW   ENGLAND  POWER   COMPANY. 


AS8BT8. 


Electric  plant: 
Lands,  flowage  rights,  etc., 
Buildings,     . 

Reservoirs,  dams  and  canals, 
Steam  plant. 
Electric  plant, 
Hydraulic  plant  equipment, 
Overhead  lines,     . 
Auxiliary  equipment. 


$4,155,576  51 

707.850  89 

2,477,601  64 

54,394  25 

1,272,007  04 

275,823  67 

2,396,019  07 

175,332  72 
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Electric  plant  —  Concluded, 

Underground  wireB  and  cables,  $22,766  09 

Transformers  and  meters 147,526  04 

Somerset  reservoir, 1,131,819  92 

Work  in  process, 119,940  81 

Other  assets: 

Cash $200,496  30 

Notes  receivable 1,000  00 

Due  for  electricity 175,721  70 

Sundry  accounts  due  the  company,          .         .  270,011  25 

Electric  fuel  on  hand,     ....         4  19,789  75 

Other  electric  materials  and  supplies  on  hand,  .  41,545  40 

Prepaid  accounts, 18,305  76 

Deferred  charges,  customers'  accounts,    .  68,197  70 

Investments,  real  estate  mortgages,  1,000  00 
Investments,  Connecticut  River  Power  Com- 
pany, of  New  Hampshire,  6  per  cent.  5  year 

coupon  notes, 486,000  00 


$12,936,649  55 


Total  assets  as  per  books  of  the  company, 


1,282,067  86 
$14,218,717  41 


LlABILITIBS. 

Capital  stock,  common, $3,500,000  00 

Capital  stock,  preferred 3,414.000  00 

Bondsissued, 6,000,000  00 

Coupon  notes, 486,000  00 

Unpaid  biUs 535,414  26 

Unpaid  dividends, 87,500  00 

Interest  accrued  but  not  due, 4,860  00 

Depreciation  reserve 132,584  97 

Other  reserves, 26,235  95 

Amounts  due  from  the  company,  not  included  above,  15,800  29 

Total  liabilities  as  per  books  of  the  company,                            .  $14,202,395  47 

Profit  and  loss  balance, 16,321  94 

Total  credits $14,218,717  41 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Manufacturing  Account. 


$105,326  47 

568,127  58 

142,358  83 

51.246  67 

84.900  00 

30,974  45 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss. 


Dr. 


Cr. 


$982,934  00 


$1,864,094  79 
20,000  59 


901,161  38 


$1,884,195  38  $1,884,095  38 
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Pbofit  and  Lobs  Account. 

Dr.  Cr. 

Balance  June  30.  1916 $23,656  14 

Balance  of  manufacturing  account,     .  .  901461  38 

Interest  received, 72,349  16 

Rents, 416  98 

Other  items  of  income,      .....  15  00 

Interest  paid $333,250  51 

Dividends  declared, 546,090  00 

Depreciation  reserve, 101,936  21 

Balance  June  30.  1917, 16,321  94 


$997,598  66       $997,598  66 


NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 

Assets. 
Gas  plant: 

Lands  and  buildings. $98,726  95 

Machinery  and  equipment,     ....  136,548  86 
Purchase  of   gas  department,   Waltham   Gas 

Light  Company^ 490,063  48' 

Mains, 649,556  61 

Services 46.945  39 

Meters, 117,596  08 

$1,539,437  37 

Other  assets: 

Cash.  . $11,597  86 

Due  for  gas 32,400  71 

Sundry  accounts  due  the  company,  20,606  70 

Coal  on  hand, 112  81 

Coke  on  hand 29  40 

Gas  on  hand 446  40 

Enrichers  on  hand. 2,262  88 

Other  gas  materials  on  hand.  96,256  98 

Stoves  and  appliances.  .      ^  .  6,495  14 

Stable  and  garage  equipment,                    .  11,558  05 

Office  furniture, 3,593  63 

Interest  prepaid,  .                  .                  .         .  6.114  34 

Insurance, 1,091  34 

192,566  24 

Total  assets  as  per  books  of  the  company,     ....    $1,732,003  61 


LlABILITIBS. 

Capital  stock,  common $560,000  00 

Coupon  notes 50.000  00 

Other  notes  payable, 485,111  72 

Unpaid  bills, 59.863  76 

Deposits  by  customers 3,026  89 

Unpaid  dividends, 72  00 
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Premium  realised  on  stock  issues,       ......  $130,000  00 

Reserves, 9,855  48 

Amounts  due  from  the  company,  not  included  above,  5,717  91 

Total  liabilities  as  per  books  of  the  company,                           .  $1,303,647  76 

I^fit  and  loss  balance 428,355  85 

Total  credits $1,732,003  61 


Manufactitbing  Accoxtnt. 
Operating  expenses:  Db.  Cr. 

$19,269  33 

311,131  11 

78,992  45 


At  works. 

For  gas  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas,    . 
other  sources. 
Balance  to  profit  and  loss, 


45,019  82 

29,124  41 

4,110  67 


$487,647  79 

$568,066  94 
12,545  06 
92,964  21 


$580,612  00       $580,612  00 
Pbofit  and  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Interest  received, 

Rents, 

Jobbing,  .... 

Other  items  of  income. 
Interest  paid,  .... 
Dividends  declared,  . 
Depreciation,  . 

Other  items,     .... 
Balance  June  30.  1917, 


Db. 

Cb. 

$401,987  70 

92,964  21 

1,561  96 

4,103  50 

6.235  98 

10,976  17 

$19,388  49 

67,200  00 

1.162  15 

1.723  03 

428.355  85 

$517,829  52       $517,829  52 


NORTH  ADAMS  GAS  LIGHT  COMPANY. 

Assets. 
Gas  plant: 

Lands. $13,780  11 

Buildings 30,776  73 

Machinery  and  equipment,     ....  47,899  57 

Holders 37,912  78 

Mains 68,269  41 

Services 29,280  24 

Meters, 36.869  88 


$264,788  72 
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Electric  plant: 
Lands, 
Buildings,     . 

Reservoirs,  dams  and  canals, 
Steam  plant, 
Electric  plant. 
Overhead  lines. 
Underground  conduits,  . 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 
Gas  arcs,      ...... 

Cash, 

Due  for  gas,  ..... 

Due  for  electricity,         .... 
Sundry  accounts  due  the  company. 
Gas  coal  on  hand,  .... 

Coke  on  hand,       ..... 
Enrichers  on  hand,         .... 
Other  gas  materials  on  hand. 
Tools  and  implements,  .... 

Electric  fuel  on  hand 

Motors  on  hand,   ..... 

Other  electric  materials  and  supplies  on  hand, 

Stable  and  garage  equipment. 

Office  furniture,     ..... 

Investments  (real  estate), 

Investments  (securities), 
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$13,625  79 

67,695  36 

15,000  00 

98.084  92 

48,380  30 

76.970  30 

660  06 

21,007  67 

22,170  72 

11,376  09 

.,  ,  .,    <17«?  RAl  *?1 

$277  10 

927  09 

9,962  26 

14.113  97 

22.843  79 

1,027  12 

34  00 

4,307  61 

17,661  68 

2,706  96 

12.944  42 

6.273  23 

13.861  68 

2.294  06 

2,900  40 

7.600  00 

2,600  00 

199  19R  07 

Total  assets  as  per  books  of  the  company,     ....  $760,776  20 

LlABILITIEB. 

Capital  stock,  common, $400,000  00 

Notes  payable, 166,600  00 

Unpaid  bills,    .    • 6.111  40 

Deposits  by  customers, 3,342  85 

Unpaid  dividends, 4.000  00 

Premium  realised  on  stock  issues, 90.000  00 

Amounts  due  from  the  company,  not  included  above,  .                  .  69.701  73 

Total  liabilities  as  per  books  of  the  company,  $738,656  98 

Profit  and  loss  balance 22.119  22 

Total  credits, $760,776  20 


Operating  expenses  (gas) : 
At  works. 
For  distribution.    . 
management, 
.  taxes,     . 
incidentals,     . 


Manutagtubing  Account. 


$50,944  30 

11,914  64 

11,968*67 

7,246  77 

1,448  95 


Db. 


Cb. 


$83,613  13 
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Operating  expenafls  (electric) : 
At  station,    . 
For  distribution,    . 

management, 

taxes,     . 

incidentals,     . 


$69,208  83 

12,638  72 

18,766  12 

14,493  61 

3,487  22 


Income  from  sale  of  gas,    . 
residuals, 

sale  of  electricity,  . 
other  sources  (electric), 
Balance  to  profit  and  loss: 

Gas, 

Electric,       .... 


Db. 


$118,594  50 


17,230  62 
55,034  22 


[Jan. 

Cr. 


$99,181  42 

1,562  33 

173.623  34 

5  38 


$274,372  47       $274,372  47 


Profit  and  Loss  Accoxjmt. 

Dr. 

Balance  June  30.  1916, 

Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 
Interest  received,      ...... 

Rents, 

Jobbing,  ....... 

Other  items  of  income,       ..... 

Interest  paid $12,487  54 

Dividends  declared 52,000  00 

Depreciation 7,949  30 

Other  items. 4,483  69 

Balance  June  30,  1917, 22.119  22 


Cr. 

$22,059  27 

17,230  62 

55,034  22 

150  07 

948  00 

3,339  76 

277  81 


$99,039  75         $99,039  75 


NORTHAMPTON  ELECTRIC  LIGHTING  COMPANY. 


Assets. 


Electric  plant: 
Lands, 

Buildings  and  equipment. 
Steam  plant. 
Electric  plant, 
Overhead  lines, 
Underground  conduits,  . 
Underground  wires  and  cables, 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash 

Due  for  electricity* 

Sundry  accounts  due  the  company. 

Electric  fuel  on  hand,    . 


$4,648  30 

45,139  66 

61.871  79 

25.891  92 

131.849  00 

3,992  98 

1.480  95 

16.841  10 

19,423  11 

8,043  96 


$1,502  69 

11,329  37 

4,209  92 

7,902  92 


$319,182  77 
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Other  assets — Concluded. 

Electric  tools  and  implements,  $494  19 

Other  electric  materials  and  supplies  on  hand,  .  14,961  80 

Stable  and  garage  equipment,                            .  1,267  99 

Office  furniture 1,002  36 


$42,671  24 


Total  assets  as  per  books  of  the  company. 


$361,854  01 


LlABIUTIBS. 

Capital  stock,  common, $117,400  00 

Bonds  issued 78,000  00 

Notes  payable 71,000  00 

Unpaid  bills 8,144  72 

Deposits  by  customers 1,692  00 

Unpaid  dividends 3,218  00 

Interest  accrued  but  not  due, 22'  26 

Amotmts  due  from  the  company,  not  included  above,  1,992  04 

Total  liabilities  as  per  books  of  the  company,  $281,469  02 

Profit  and  loss  balance, 80,384  99 

Total  credits, $361,854  01 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Manufactubino  Account. 


$32,506  75 
8,980  73 
7,978  74 
20,207  98 
9,761  94 
2,614  28 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss. 


Dr. 


$82,050  42 


58,945  41 


Cb. 


$139,098  87- 
1,896  96 


$140,995  83       $140,995  83 


Pboitt  and  Loss  Account. 

Balance  June  30, 1916 

Balance  of  manufacturing  account,     . 

Interest  received, 

Jobbing,  ...... 

Other  items  of  income,      .... 

Interest  paid,  ...... 

Dividends  declared, 

Depreciation,  ...... 

Other  items 

Balance  June  30, 1917,      .... 


Db. 

Cb. 

$85,715  95 

58,945  41 

387  07 

2,446  26 

88 

$6,961  20 

52,830  00 

6,156  05 

1,163  33 

80,384  99 

$147,495  57     ( 

l^fZj^m 
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NORTHAMPTON  GAS  LIGHT  COMPANY. 

ASBBTS. 

Gas  plant: 

Lands $13,838  57 

Buildings 19,246  02 

Machinery  and  equipment,     ....  24,265  35 

Holders 38,066  00 

Mains 80,129  79 

Services 8,106  98 

Meters 22,781  45 

Other  assets: 

Gas  arcs $235  27 

Cash, 250  00 

Due  for  gas, 7,325  19 

Sundry  accounts  due  the  company,  7,870  52 

Gas  coal  on  hand, 2,908  16 

Coke  on  hand 292  16 

Tar  on  hand, 557  14 

Enrichers  on  hand, 5,835  16 

Other  gas  materials  on  hand,  15,838  05 

Gas  tools  and  implements,      ....  889  04 

Stable  and  garage  equipment,  622  32 

Office  furniture 1.023  06 

Investments  (real  estate),       ....  4,944  56 


$206,424  16 


Total  assets  as  per  books  of  the  company, 


48,590  63 
$255,014  79 


LlABILmES. 

Capital  stock,  common,     ........  $155,675  00 

Notes  payable, 17.473  75 

Unpaid  bUl 3,809  33 

Deposits  by  customers, 1,338  50 

Interest  accrued  but  not  due,     .......  21  49 

Premium  realised  on  stock  issues, 21,751  25 

Depreciation  reserve,         ........  14,510  68 

Amounts  due  from  the  company,  not  included  above,  18,156  55 

Total  liabilities  as  per  books  of  the  company,  $232,736  55 

Profit  and  loss  balance 22,278  24 

Total  credits $255,014  79 


Operating  expenses: 
At  works, 
For  distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Manufactubino  Account. 


$43,939  37 

6,178  84 

11,645  82 

4.854  97 

1,624  37 


Db. 


Cr. 


$68,243  37  ^  . 
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Income  from  aale  of  gas,  . 
residuals, 
other  sources, 

Balance  to  profit  and  loss, 


pBoirr  AND  Loss  Acoount. 


Balance  June  30,  1916, 

Balance  of  manufactuzing  account) 

Interest  received, 

Rents 

Jobbing,  .... 

Pther  items  of  income, 
Interest  paid,  .... 
Dividends  declared, . 
Depreciation,  .... 
Other  items,     .... 
Balance  June  30,  1917, 


Db. 

Cb. 

$78,424  76 

5,250  61 

241  75 

$15,673  75 

$83,917  12 

$83,917  12 

[JNT. 

Db. 

Cb. 

$17,741  36 

15,673  75 

104  12 

1,285  00 

3,383  45 

1,093  04 

$1,401  60 

14,789  12 

363  00 

448  76 

22.278.24 

$39,280  72 

$39,280  72 

NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Gas  plant: 

Lands  and  buildings, $30,513  81 

Machinery  and  equipment,     ....  21,729  52 

Mains, 26,293  65 

Services, 2,373  21 

Meters 7,038  43 

$87,948  62 

Other  assets: 

Cash $31,302  39 

Due  for  gas, 4,366  20 

Sundry  accounts  due  the  company,  637  74 

Gas  coal  on  hand, 2.781  08 

Coke  on  hand,       .  636  00 

Tar  on  hand 446  25 

Enrichers  on  hand 1,029  60 

Purifying  materials  on  hand,  ....  360  00 

Other  gas  materials  on  hand, ....  1,575  26 

Stoves  on  hand, 89  38 

Office  furniture, 704  35 

Investments  (securities),        ....  5,006  09 

' 48,934  34 

Total  assets  as  per  books  of  the  company $136,882  96 

Liabilities. 

Capital  stock,  common $68,100  00 

Unpaid  dividends, 3,405  00 

Total  liabilities  as  per  books  of  the  company,         .  $71,505  00 

Profit  and  loss  balance, 65,377  96 

Total  credits, ^36,882  t96 
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Maitdtactubino  Accoumt* 


$36,870  20 

2.489  77 

5.459  82 

8.117  81 

657  88 

1 

>88.      .     .     .     . 

Operating  expenses: 
At  works, 
For  distribution,    , 

management. 

taxes,     . 

incidentals,     , 

Income  from  sale  of  gas, 

residuals, 
Balance  to  profit  and  loss, 


Pbofit  and  Loss  Account. 

Balance  June  30, 1916,      .... 

Balance  of  manufacturing  account,     . 

Interest  received,      .         . 

Jobbing,  ...... 

Other  items  of  income,      .... 

Dividends  declared, 

Depreciation,  ...... 

Other  items, 

Balance  June  30, 1917,      .... 


Db. 


Cb. 


$48,595  48 

$48,733  15 

9,679  37 

9,717  04 

$58,812  52 

$58,312  52 

T. 

Db. 

Cb. 

$64,850  99 

9.717  04 

1.094  40 

130  67 

89  54 

$6,810  00 

3.645  61 

49  07 

65,377  96 

$75,882  64 

$75,882  64 

NORTH  BROOKFIELD  ELECTRIC   LIGHT  AND  POWER  COMPANY. 

(Unincorporated.) 

Assets. 
Electric  plant: 

Overhead  lines $50,529  96 

Transformers. 8,934  21 

Meters 4.893  51 

$58,857  68 

Other  assets: 

Inside  wiring, $4,925  06 

Cash, 9,416  10 

Due  for  electricity, 1,836  03 

Sundry  accounts  due  the  company,  745  85 

Motors  rented, 1.751  39 

Electric  tools  and  implements,         ...  70  00 

Office  furniture 245  16 

Reserve  fund 375  50 

Prepaid  taxes, 13  60 

Insurance, 55  16 

19,433  85 


Total 


as  per  books  of  the  company. 


.         $78,291  63 
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Liabilities. 
Capital  invested,       ...... 

Notes  payable, 

Unpaid  bills, 

Interest  accrued  but  not  due,     .... 

Reserves, 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance,     . 


Total  credits. 


MANXTrACTUBIXO  ACOOUMT. 


Operating  expenses: 
For  current  bought, 
distribution,    . 
management, 
taxes,     . 
incidentals,     . 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss, 


Dr. 


$8,714  93 

1,210  38 

1,016  77 

520  34 

144  13 


$11,605  55 


5,456  63 


Pboitt  and  Loss  Accouivt. 


Balance  June  30,  1916, 
Balance  of  manufacturing  account. 
Interest  received. 
Jobbing,  .... 

Interest  paid,  .... 
Dividends  declared. 
Depreciation,  .... 
Other  items,     .... 
Balance  June  30,  1917, 


Db. 


$709  66 

3,600  00 

375  50 

993  28 

63  49 


$5,741  93 


$60,000  00 

15,000  00 

2,345  63 

131  50 

609  55 

141  36 

$78,228  04 
63  49 

$78,291  53 


Cr. 


$16,443  50 
618  68 


$17,062  18         $17,062  18 


Cr. 

$60  45 

5,456  63 

213  77 

11  08 


$5,741  93 


NORTH  DANA  ELECTRIC  LIGHT  COMPANY. 

(A.  W.  Mason,  Owner.) 

Manuvactubino  Acgoumt. 


Operating  expenses: 

Dr. 

Cb. 

At  station 

$375  00 

For  distribution,    . 

55  00 

management, 

25  00 

taxes,     .... 

68  00 

incidentals,     . 

100  00 

$623  00 

Income  from  sale  of  electricity,  . 

. 

$1,003  00 

Balance  to  profit  and  loss, 

. 

380  00 

*m^.%G&<^\^ 
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NORTON  POWER  AND  ELECTRIC  COMPANY. 

AfiflBTS. 

Electric  plant: 

Electric  plant $689  18 

Overhead  lines, 8,062  41 

Transfonners, 632  43 

Meten 725  93 

Other  assets: 

Cash $1,483  04 

Due  for  electricity. 308  28 

Sundry  accounts  due  the  company,  331  88 

Motors  rented 263  41 

Electric  fixtures  rented 17  48 

Electric  tools  and  implements,       ...  30  16 

Other  electric  materials  and  supplies  on  hand,  557  34 

Office  furniture, 267  91 

Reserve  fund, 346  70 

Prepaid  interest, 3  00 

Pk«paid  taxes, 1  14 


$10,109  95 


3,600  34 


Total  assets  as  per  books  of  the  company, 


$13,710  29 


lilABTLITOBB. 

Capital  stock,  common, $8,000  00 

Notes  payable, 4,000  00 

Unpaid  bills 298  58 

Interest  accrued  but  not  due, 86  18 

Reserves, 560  00 

Amotmts  due  from  the  company,  not  included  above,  42  30 

Total  liabilities  as  per  books'of  the  company,  $12,987  06 

Profit  and  loss  balance 723  23 

Total  credits, $13,710  29 


Manufactubino  Account. 


Operating  expenses: 

Dr.                    Ciu 

For  current  bouffht. 

$755  69 

distribution,    . 

85  18 

management. 

288  96 

taxes 

73  70 

incidentals,     . 

42  06 

$1,245  59  • 

Income  from  sale  of  electricity, .. 

.         .         • 

$2,949  29 

Balance  to  profit  and  loss. 

1,703  70 

$2,949  29  /^  ^$2,949  29 
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PBOirr  AND  LOBB  AoCOUNTf 

Balance  of  maDufacturing  account, 

Interest  received, 

Jobbing, 

Other  items  of  income, 

Interest  paid,  ....... 

Deprediation,  ...... 

Reserve  for  dividends,       .... 

Other  items,     ...... 

Balance  June  30,  1917 


Db. 

Cr. 

$1,703  70 

30  14 

20  80 

176  98 

$93  18 

346  70 

660  00 

207  61 

723  23 

$1,930  62 

$1,930  62 

NORWOOD  GAS  COMPANY. 

ASSSTS. 

Gas  plant: 

Lands  and  buildings, $19,673  48 

Machinery  and  equipment,     ....  27,097  62 

Mains 68,147  42 

Services, 29.697  00 

Meten. 13.446  60 

»  $148,062  04 

Other  assets: 

Gas  arc  lamps,                .         .         .                  .  $1,326  18 

Other  pennanent  structures,  ....  1,344  14 

Cash, 9,681  09 

Due  for  gas 6,896  10 

Sundry  accounts  due  the  company,  6,301  43 

Gas  coal  on  hand 7,314  22 

Coke  on  hand, 668  41 

Tar  on  hand 343  02 

Enrichers  on  hand 89  14 

Other  gas  materials  on  hand,  7,429  64 

Stoves  and  appliances  on  hand  and  rented,  7,634  63 

Gas  tools  and  implements,      ....  687  34 

Stable  and  garage  equipment,  207  30 

Office  furniture, 1.380  67 

Reserve  fund, 6,693  00 

Prepaid  taxes, 21  18 

Insurance, 229  41 

Prepaid  interest 163  37 


66.298  07 


Total  assets  as  per  books  of  the  company,     ....       $204,360  09 


Liabilities. 

Capital  stock,  common, $140,000  00 

Notes  payable 40.000  00 

Unpaid  bills 


Digitized  by 
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Interest  accrued  but  not  due, $496  24 

Reeerres, 933  3d 

Amounts  due  from  the  company,  not  included  above,  ....  1,042  11 

Total  liabilities  as  per  books  of  the  company,         .  $187,037  06 

Profit  and  loss  balance, 17,323  08 

Total  credits, $204,360  09 


Manxtfacturino  Agooumt. 


Operating  expenses: 

Db. 

Cb. 

At  works,     .... 

$20,140  18 

For  distribution,    . 

2,022  37 

management. 

2.879  09 

taxes,     .... 

2,732  69 

incidentals,     . 

455  37 

$28,229  70 

Income  from  sale  of  gas,   . 

. 

$36,948  70 

residuals. 

.         . 

3,927  08 

other  sources, 

533  11 

Balance  to  profit  and  loss. 

- 

13,179  19 

$41,408  89 

$41,408  89 

Pbofit  and  Loss  Aggoumt. 

Db. 

Cb. 

Balance  June  30,  1916,      . 

$17,267  27 

Balance  of  manufacturing  account. 

*. 

13.179  19 

Interest  received. 

488  00 

Jobbing 

949  15 

Interest  paid, 

$1,846  64 

Dividends  declared 

11,200  00 

Other  items,     .... 

1.513  94 

Balance  June  30,  1917,      . 

- 

17.323  03 
$31,883  61 

'  $31,883  61 

OAK  BLUFFS. 
(See  Vinbtabd  LioHmfo  Compant.) 


OLD  COLONY  GAS  COMPANY. 

AflSBTB. 

Gas  plant: 

lAnds, $8,212  01 

Buildings 143,195  02 

Machinery  and  equipment,     ....  87,987  02 

Holders 140.315  08 

Mains, 577,774  65 

.  Services 261.132  44 

Meters 49,322  38 

*L?67,938  60 
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Other  assets: 
Gas  arcs,      .         .         . 
Other  permanent  structures,  . 

Cash 

Due  for  gas. 

Sundry  accounts  due  the  company. 

Gas  coal  on  hand, 

Eniichers  on  hand, 

Purifying  materials  on  hand,  . 

Other  gas  materials  on  hand, 

Stoves,  etc.,  on  hand,     . 

Stable  and  garage  equipment; 

Office  furniture,     . 

Prepaid  accounts. 


$5,312  09 

1,398  16 

11,879  22 

20,276  70 

23.231  06 

8,095  54 

3,327  38 

682  15 

1,358  78 

31,500  43 

4,329  79 

7,400  67 

662  20 


Totftl  assets  as  per  books  of  the  company, 


$119,454  17 
$1,387,392  77 


LlABILITXXS. 

Capital  stock,  common, $354,500  00 

Capital  Btook,  preferred, 354,500  00 

Bonds  issued, 338,000  00 

Notes  payable, 277,000  00 

Unpaid  bills, 12,896  01 

Deposits  by  customers, 6,846  27 

Unpaid  dividends,    .........  4,431  25 

Interest  accrued  but  not  due, 3,727  94 

New  main  payments 1,018  60 

Depreciation  reserve, 4,126  49 

Taxes  and  water  accrued  but  not  due 3,602  37 

Amounts  due  from  the  company,  not  included  above,                   .  8,027  71 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance,      ..... 


$1,368,676  64 
18,716  13 


Total  credits $1,387,392  77 

Manttfactxtbino  Acgoxtnt. 


Operating  expenses: 
At  works,     . 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas,    . 
other  sources. 
Balance  to  profit  and  loss, 


$28,195  98 
14.367  92 

9.837  49 
11.387  16 

3,409  42 


Db. 

$67,197  97 
41.598  51 


Cb. 


$106,796  48 
Pbotit  akd  Lobs  Account. 


Balance  June  30, 1916, 

Balance  of  manufacturing  account. 

Jobbing,  

Other  items  of  income,     . 


Db. 


Digitized  by 


$107,041  44 
1,755  04 


$108,796  48 


Cb. 
$17,402  99 
41,598  51 
4,156  87 
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Db, 

Interest  paid 11^.791  23 

Dividends  declared, 17»725  00 

Reserve  fund, 1,405  62 

Other  items, 2,027  76 

Balance  June  30,  1917 18,716  13 

965,725  64 


OTIS  COMPANY. 

(Ware.) 

Manutactubino  Account. 


[Jan. 

Cb. 


$65,725  64 


Operating  expenses: 

Db. 

Cb. 

At  works,     .... 

$22,426  23 

For  distribution,    . 

1,182  92 

management. 

957  25 

taxes 

646  68 

incidentals,     . 

154  20 

$25,367  28 

Income  from  sale  of  gas,    . 

.          • 

$15,304  10 

residuals. 

.          .          • 

4,313  55 

other  sources, 

.         % 

137  66 

Balance  to  profit  and  loss, 

5,611  97 

$25,367  28 

$25,367  28 

DANIEL  C.  PARSONS. 
(Pepperell.) 

AflSBTB. 

Electric  plant: 

Overhead  lines, $77,582  29 

Transformers, 2,036  09 

Meters, 2,227  10 

Street  lamps  and  fixtures,      ....  4,605  00 

Other  assets: 

Cash, $133  54 

Due  for  electricity 3,007  32 

Sundry  accounts  due  the  company,                   .  3,527  17 

Other  electric  materials  and  supplies  on  hand,  95  14 


$86,450  48 


6,763  17 


Total  assets  as  per  books  of  the  company. 


$93,213  65 


LlABrLlTIBa. 

Notes  payable, $65,000  00 

Unpaid  bills, 27,666  67 

Depreciation  reserve,        ........  546  98 

Total  liabilities  as  per  books  of  the  company,                 QigitizecLby  $93,213  65 
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Manufactubino  Acoottmt. 


Operating  ezpenBes: 
For  cuirent  bought, 
distribution,   . 
management, 
taxes,     . 


Income  from  sale  of  electricity,  , 
Balance  to  profit  and  loss. 


Db. 


Pbofit  and  Loss  Accoxtnt. 

Balance  June  30,  1916,      .... 
Balance  of  electric  manufacturing  account, 

Interest  paid, 

Depreciation  reserve,         .... 


Cr. 


$9,159  81 

334  36 

1,034  84 

1,070  08 

111,599  08 

.    . 

$14,594  70 

. 

2,995  62 

$14,594  70         $14,594  70 


Db. 

Cb. 

$48  64 

$2,995  62 

2,400  00 

V 

546  98 

$2,995  62 

$2,995  62 

PITTSFIELD  COAL  GAS  COMPANY. 


AflSBTB. 


Gas  plant: 
Lands, 
Buildings,     . 

Machinery  and  equipment. 
Holders, 
Mains, 
Services, 
Meters, 


Other  assets: 
Gas  arc  lamps. 

Cash 

Due  for  gas, 

Sundry  accounts  due  the  company, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand.  . 

Other  gas  materials  on  hand. 

Stoves  on  hand,    . 

Gas  fixtures  on  hand,     . 

Gas  tools  and  implements. 

Stable  and  garage  equipment, 

Investments  (real  estate,  etc.). 


Total  assets  as  per  books  of  the  company. 


$19,112  68 

29.327  49 

80.488  33 

75.239  40 

261.589  19 

95.407  59 

77,482  81 

$5,775  90 

827  79 

23.342  63 

28.885  10 

1.188  95 

553  88 

832  98 

1,819  23 

508  74 

19.187  75 

20.483  62 

22.192  28 

8,828  41 

8,297  68 

12.785  48 

DTgitized!)yQ9fe^^(?^ 
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LlABILTnBS. 

Capital  stock,  common, $396,000  00 

Notes  payable, 327,000  00 

Deposits  by  customers 3,365  97 


Total  liabilities  as  per  books  of  the  company,  $726,365  97 

Profit  and  loss  balance, 67,791  94 


Total  credits $794,157  91 


Manxtfactubino  Account. 
Operating  expenses:  Db.  Cb. 

$108,591  70 
21,228  89 


At  works,     . 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  gas,   . 

residuals. 
Balance  to  profit  and  loss. 


29,900  75 

14.236  85 

3,740  28 


$177,698  47 
60,112  41 


$235,095  88 
2,715  00 


$237,810  88       $237,810  88 

PsoFrr  AND  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1916 $64,938  23 

Balance  of  manufacturing  account,     ...  60,112  41 

Rents 499  00 

Jobbing 813  24 

Other  items  of  income, 14  08 

Interest  paid $11,517  10 

Dividends  declared, 31,680  00 

Depreciation 12,534  60 

Other  items 2.853  32 

Balance  June  30, 1917 67,791  94    

$126,376  96       $126,376  96 


PITT8FIELD  ELECTRIC  COMPANY. 

AflSBTB. 

Electric  plant: 

Lands, $41,067  28 

Buildings 119.255  23 

Steam  heating  plant, 26,851  75 

Steam  plant 187,165  88 

Electric  plant 77,841  66 

Tungsten  lamps 2,642  05 

Overhead  lines, 281,289  51 

Underground  conduits,  .         .         .  22,661  64 

Underground  wires  and  cables,  18,761  25 

Transformers 66,753  31 

Meters 66,088  04 

Street  lamps  and  fixtures 26,988  42 


.^^^^,by  W37,366  02 
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Other  assets: 

Cash $4,975  71 

Due  for  electricity  and  steam  heat,  29.497  01 

Sundry  accounts  due  the  company,  14,764  08 

Fuel  on  hand, 15,432  22 

Motors  on  hand 30,168  18 

Fixtures  on  hand, 5,241  33 

Tools  and  implements,  .....  1,035  44 

Other  electric  materials  and  supplies  on  hand, .  20,488  37 

Stable  and  garage  equipment,  17,680  00 

Office  furniture 3,508  12 


1142,700  46 


Total  assets  as  per  books  of  the  company $1,080,156  48 

Liabilities. 

Capital  stock,  common $375,000  00 

Bonds  issued, 150,000  00 

Notes  payable, 219,500  00 

Unpaid  bills 18,418  33 

Deposits  by  customers, 11,244  34 

Interest  accrued  but  not  due, 1,010  93 

Premium  realised  on  stock  issues,                                                     .  52,500  00 

Depreciation  reserve 218,582  88 

Total  liabilities  as  per  books  of  the  company,                            .  $1,047  156  48 

Profit  and  loss  balance, 33,000  00 

Total  credits $1,080,156  48 


,    Mantttactubinq  Account. 
Operating  expenses:  Db.  Cb. 

$110,773  21 
6,007  83 


At  station,    . 

For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,  . 


54,709  72 
21,605  87 
17,076  35 
10,736  99 


$220,908  97 


Income  from  sale  of  electricity,  .  $271,909  28 

other  sources,        ....  36,074  70 

Balance  to  profit  and  loss,  ....  87,075  07 

$307,984  04       $307,984  04 

Pbofit  and  Loss  Accoxtnt. 

Db.  Cb. 

Balance  June  30, 1916 $33,000  00 

Balance  of  manufacturing  account,     .  .  87,075  07 

Jobbing, 9,191  95 

Other  items  of  income, 825  68 

Interest  paid, $14,178  93 

Dividends  declared, 30,000  00 

Depreciation  reserve, 52,825  13 

Other  items 88  64 

Balance  June  30, 1917, 33,000  00 


$130,092  70       $130,092  Jg) 
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PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

Abbbtb. 
Electric  plant: 

Lands $8,820  21 

BuUdings 35,387  06 

Steam  plant 65,383  01 

Electric  plant, 58,992  39 

Overhead  lines, 275,387  07 

Underground  wires  and  cables,  21,087  15 

Transformers, 28,654  34 

Meters, 26,500  17 

Other  assets: 

Cash, 1928  40 

Notes  receivable 583  89 

Due  for  electricity, 9,112  19 

Sundry  accounts  due  the  com];>any,  3.344  50 

Fuel  on  hand, 8,850  09 

Tools  and  implements, 5,000  78 

Other  electric  materials  and  supplies  on  hand,   .  16,337  36 

Stable  and  garage  equipment,  7,446  66 

Office  furniture  and  supplies,  2,673  90 

Prepaid  interest 806  55 

Insurance, 826  78 

Prepaid  taxes 48  94 


$520,211  40 


Total  assets  as  per  books  of  the  company. 


55,960  04 
$576,171  44 


LlABIUTIEB. 

Capital  stock,  common, $315,200  00 

Bonds  issued 50,000  00 

Notes  payable 160,000  00 

Unpaid  bills, 26,604  80 

Interest  due  but  not  paid,       ^ 1,169  39 

Reserves, 1,680  52 

Amounts  due  from  the  company,  not  included  above,  3,520  69 

Total  liabilities  as  per  books  of  the  company,  $564,175  40 

Profit  and  loss  balance 11,996  04 

Total  credits $576,171  44 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Maxuvactubino  Account. 


$40,267  35 

22,090  56 

12,143  04 

11.402  26 

6.950  19 

2,262  88 


Income  from  sale  of  electricity. 
Balance  to  profit  and  loss, 


Db. 


Cb- 


$133,809  27 


$95,116  28 

38.692  99    

$133,809  27      >$133,809,27 
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Pbofit  and  Lobs  Accoumt. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received 

Jobbing,  ...... 

Interest  paid,  ...... 

Dividends  declared,  .... 

Other  items 

Balance  June  30,  1917,      .... 


Db. 

Cb. 

$16,062  01 

38,692  99 

292  06 

1,771  68 

111,342  20 

22,504  00 

10,976  60 

11.996  04 

$56,818  74         $56,818  74 


PLYMOUTH  GAS  LIGHT  COMPANY. 

Assets. 
Gas  plant: 

Lands  and  buildings, $32,242  25 

Machineiy  and  equipment,     ....  49,244  96 

Mains, 86.638  07 

Services, 35,593  17 

Meters, 12,374  09 

Other  assets: 

Gas  arc  lamps, $558  15 

Work  in  process, 2.341  50 

Cash 16,998  30 

Due  for  gas 3,200  17 

Sundry  accounts  due  the  company,  4,351  92 

Gas  coal  on  hand, 9,220  84 

Coke  on  hand,       ......  105  54 

'  Tar  on  hand, 179  10 

Purifying  materials  on  hand,  ....  73  73 

Other  gas  materials  on  hand,  9,455  54 

Stoves 6.460  52 

Gas  tools  and  implements,      .  1,110  73 

Stable  and  garage  equipment,  1,280  78 

Office  furniture, 1.320  93 

Reserve  funds, 7,700  11 

Prepaid  taxes 16  25 

Prepaid  interest 220  23 

Insurance,    .......  344  94 

Investments  (real  estate) 1,381  39 


$216,092  54 


Total  assets  as  per  books  of  the  company, 


66,326  67 
$282,419  21 


LlABILinfiS. 

Capital  stock,  common, $148,500  00 

Notes  payable 109,000  00 

Unpaid  bills, 2,633  03 

Deposits  by  customers, (^ r^A)^f^ 

Digitized  by  VjOvJQ  LC 


160a  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

Interest  accrued  but  not  due, $1,313  06 

Reserves, 3,645  11 

Amounts  due  from  the  company,  not  included  above,  .  1,731  27 

Total  liabilities  as  per  books  of  the  company,  $266,937  47 

Profit  and  loss  balance 15,481  74 

Total  credits, $282,419  21 

Manxtfactubino  Accoumt. 
Operating  expenses:  Db.  Cb. 

At  works,     . 
For  distribution.    . 
management, 
taxes,     . 
incidentals, 

Income  from  sale  of  gas, 

residuals, 

other  sources, 
Balance  to  profit  and  loss. 


Pbofit  and  Loss  Account. 


$24,118  59 

2,760  80 

2,163  64 

4,635  37 

530  78 

1 

Balance  June  30,  1916, 

Balance  of  manufacturing  account, 

Interest  received, 

Rents 

Jobbing,  .... 

Transferred  from  reserve, 
Other  items  of  income. 
Interest  paid,  .... 
Dividends  declared, 
Other  items,     .... 
Balance  June  30,  1917, 


$34,209  18 

$38,290  35 

8,098  55 

647  99 

12.827  71 

$47,036  89 

$47,036  89 

rNT. 

Db. 

Cb. 

$15,806  64 

12.827  71 

762  07 

215  95 

2.760  09 

1,485  00 

103  34 

$4,252  89 

13.365  00 

861  17 

15.481  74 

$33,960  80 

$33,960  80 

PROVINCETOWN  LIGHT  AND  POWER  COMPANY. 

Abbbts. 

Electric  plant: 

Lands  and  buildings $5,529  65 

Steam  plant, 15.376  19 

Electric  plant, 10,573  22 

Overhead  lines 37,838  69 

Transformers,  934  21 

Meters 3,999  89 

$74,251  85 

Other  assets: 

House  wiring  and  lamps $424  93 

Cash 2,771  40 

Due  for  electricity, 2,105  96 

Sundry  accounts  due  the  company,  3,761  40 

Motors  on  hand, 646  40 

Electric  tools  and  implements,  448  34    /<^            t 
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Other  assets  —  Concluded, 
Other  electric  materials  and  supplies  on  hand, . 
Stable  and  garage  equipment,  .    I     . 

Office  furniture, 

Reserve  fund, 

Prepaid  taxes,       ...... 

Insurance, 


Total  assets  as  per  books  of  the  company, 

LlABILinSS. 


$1,982  47 

100  00 

1,282  20 

345  00 

16  13 

615  46 


Capital  stock,  common, 

Notes  payable, 

Unpaid  bills, 

Interest  accrued  but  not  due,     ..... 

Reserves, 

Amounts  due  from  the  company,  not  included  above,  . 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$14,409  69 
$88,751  54 


$60,000  00 

22,000  00 

1,270  28 

146  32 

1,237  30 

475  34 

$85,129  24 
3,622  30 


Total  credits 

. 

$88,751  54 

Manxtfactubino  Account. 

Operating  expenses: 

Db. 

Cb. 

At  station,    .... 

$417  72 

For  current  bought, 

4.380  22 

distribution,   . 

1,211  9fi 

management. 

2,249  69 

taxes,     .... 

1,359  72 

incidentals,     . 

484  8C 

$10,104  17 

Income  from  sale  of  electricity. 

, 

$15,712  90 

other  sources, 

, 

62  18 

Balance  to  profit  and  loss,  * 

■ 

6,670  91 

$15,775  08 

$15,775  08 

Pbofit  and  Loss  Account. 

Dr. 

Cb. 

Balance  June  30,  1916, 

, 

$4,004  25 

Balance  of  manufacturing  account. 

5.670  91 

Interest  received,      . 

12  59 

Jobbing,           .... 

245  62 

Interest  paid,  .... 

$1,042  08 

Dividends  declared,  . 

4.800  00 

Other  items,     .... 

468  99 

Balance  June  30.  1917,      . 

3,622  30 

$9,933  37 

$9,933  37 

QUINCY. 
(See  Citizens'  Gaa  Light  Compant.) 
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QUINCY  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 
Electric  plant: 

Lands  and  buildings $78,144  17 

Steam  plant, 70,807  04 

Electric  plant 61,082  80 

Overhead  lines 247.470  57 

Transfonners, 26,443  06 

Meters, 47,139  78 

Street  lamps  and  fixtures,       ....  4,012  23 

Other  assets: 

Cash $20,876  00 

Due  for  electricity, 20,002  45 

Sundry  accounts  due  the  company,  3,372  21 

Electric  fuel  on  hand 12,545  50 

Motors  on  hand,   ......  3,615  49 

Electric  tools  and  implements,  3,223  19 

Other  electric  materials  and  supplies  on  hand,  .  18,068  27 

Stable  and  garage  equipment,  17,962  65 

Office  furniture, 5,507  59 

Prepaid  interest, 2,100  46 

Insurance 709  15 

Investments  (real  estate),       ....  9,756  18 


$535,999  65 


Total  assets  as  per  books  of  the  company,     . 


117,738  14 
$653,737  79 


Liabilities. 

Capital  stock,  common $300,000  00 

Bonds  issued 100,000  00 

Notes  payable 170,000  00 

Unpaid  bills 13,653  21 

Deposits  by  customers, 1,800  00 

Premium  realised  on  stock  issues,        ......  26,244  50 

Amounts  due  from  the  company,  not  included  above,          .         .  18,107  29 

Total  liabilities  as  per  books  of  the  company,  $629,805  00 

Profit  and  loss  balance 23,932  79 

Total  credits $653,737  79 


Operating  expenses: 
At  station,    . 
For  distribution, 
management, 
taxes,     . 
incidentals. 


Manxtfactubino  Account. 


$52,200  51 

57,134  41 

26.842  97 

21,120  73 

7,731  61 


Income  from  sale  of  electricity, 
Balance  to  profit  and  loss, 


Db. 


$165,030  23 


66,265  76 


Cb. 


$231,295  99 


$231,295  99      ^31»295  99 
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Pboftt  and  Loss  Account. 

Db. 

Balance  June  30,  1916, 

Balance  of  manufacturing  account, 

Rents, 

Jobbing,  ....... 

Other  items  of  income,      ..... 

Interest  paid $10,046  70 

Dividends  declared 54,000  00 

Depreciation 3,894  33 

Other  items 4,050  54 

Balance  June  30,  1917, 23,932  79 


Cb. 
128,474  27 
66,265  76 
330  44 
601  27 
252  62 


195,924  36         $95,924  36 


RANDOLPH  AND   HOLBROOK   POWER  AND   ELECTRIC   COMPANY. 

Assets. 
Electric  plant: 

Lands $7,000  00 

Buildings, 30,054  25 

Steam  plant 10,612  17 

Electric  plant, 9,174  47 

Overhead  lines 111,567  46 

Transformers, 3,806  66 

Meters 8.072  03 

$180,287  04 

Other  assets: 

House  wiring,  etc., $2,259  43 

Cash. 5,779  85 

Due  for  electricity, 6,300  69 

Sundry  accounts  due  the  company,  6,515  88 

Motors  rented 2,625  00 

Electric  tools  and  implements,                            .  427  38 

Other  electric  materials  and  supplies  on  hand,  .  8,780  98 

Stable  and  garage  equipment,  772  42 

Office  furniture, 1,889  14 

Reserve  fund, 3,613  08 

Prepaid  interest,    ......  776  75 

Insurance, 557  92 

Prepaid  taxes 20  78 

40.319  30 


Total  assets  as  per  books  of  the  company. 


$220,606  34 


Liabilities. 

Capital  stock,  common, $100,000  00 

Notes  payable, 115,000  00 

Unpaid  bills, 2,160  10 

Deposits  by  customers, 50  00 
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Interest  accrued  but  not  due,     .... 

Reserves, 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 

Total  credits 


$509  95 

1,094  89 

327  75 


$219,142  09 
1.463  65 

$220,606  34 


Mantttactubinq  Accottmt. 


Operating  ezi>en8es: 

Db. 

Cb. 

At  station,    .... 

$198  27 

For  current  bought, 

17,361  51 

1,757  35 

"^  an  agf"  ^"  t,  ... 

1.549  94 

taxes,     .... 

1,090  00 

883  75 

$22,840  82 

Income  from  sale  of  electricity. 

, 

$34,162  49 

other  sources, 

,         , 

770  42 

Balance  to  profit  and  loss. 



12,092  09 
$34,932  91 

$34,932  91 

Pbofzt  and 

Lobs  Acgouni 

Db. 

Cb. 

Balance  June  30,  1916,      . 

$1,289  04 

Balance  of  manufacturing  account,     . 

12,092  09 

Interest  received,      .         .         .         . 

299  32 

Rents 

Jobbinic 

634  04 

635  10 

Interest  paid,  .  $5,089  44 

Dividends  declared, 6,000  00 

Depreciation, 1,898  08 

Other  items 498  42 

Balance  June  30,  1917, 1,463  65 


$14,949  59         $14,949  59 


REVERE. 
(See  Sububban  Gab  and  Elbctbig  Compant.) 


SADLER,  THOMAS  G. 

(South  Attleborough.) 

Manttfactxtbino  Account. 

Operating  expenses: 

Db. 

Cb. 

At  works $114  50 

For  distribution.   ...                    10  00 

taxes 19  80 

$144  30 

Income  from  sale  of  gas, 

$115  35 

Balance  to  profit  and  loss,          .... 

28  95 

$144  30  $144  30 
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SALEM  ELECTRIC  LIGHTING  COMPANY. 

^  Abbbts. 

Electric  plant: 

Lands, f70,843  36 

Buildings, 170.516  44 

Steam  plant, 179,769  70 

'  Electric  plant, 55,542  07 

Overhead  lines, 127,286  04 

Undersround  conduits, 100,383  66 

Underground  wires  and  cables,                 .         .  49,139  90 

Transformers 43,954  30 

Meters, 65,616  26 

Street  lamps  and  fixtures,       ....  2,714  56 


Other  assets: 

Work  in  process, 1960,551  10 

Cash, 71,005  07 

Notes  receivable 498  00 

Due  for  electricity 37,006  95 

Sundry  accounts  due  the  company,  12,356  27 

Electric  fuel  on  hand, 49,033  63 

Electric  tools  and  implements,  3,609  66 

Other  electric  materials  and  supplies  on  hand, .  61,061  28 

Garage  equipment, 17,317  42 

Office  furniture, 6,224  29 


$865,766  29 


1,218,663  67 


Total  assets  as  per  books  of  the  company, 


12,084,429  96 


LlABILITIBS. 

Capital  stock,  common, $795,000  00 

Notes  payable 515,000  00 

Unpaid  bills, 40,118  89 

Deposits  by  customers,               ,      ' 5,526  56 

Interest  accrued  but  not  due 2,466  01 

Premium  realised  on  stock  iscfues, 411,000  00 

Depredation  reserve, 123,291  46 

Other  reserves, 3,084  48 

Amounts  due  from  the  company,  not  included  above,         .  4,112  44 

Total  liabilities  as  per  books  of  the  company,                           .  $1,899,599  84 

Ptofit  and  loss  balance, 184,830  12 

Total  credits $2,084,429  96 


Operating  expenses: 
At  station,    . 
For  current  bought* 
distribution,  . 


MANUrAOrXTBINO  ACCOXTNT. 

$151,577  17 

2  97 

40,869  12 


Db. 


Cb. 
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Operating  expenses —  Conduded. 
For  management, 

taxes,     .... 
incidentals,     . 

Income  from  sale  of  electricity, . 

other  sources. 
Balance  to  profit  and  loss, 


ET.ECTRIC 

$41,834  21 

38.198  5l 

8.761  23 

LIGHT. 

Db. 

$281,243  22 
174,201  30 

[Jan. 

Cb. 

.    ♦     . 

$454,342  95 

1,101  57 

$455,444  52       $455,444  52 


Pbofit  and  Lobs  Accottmt. 


Balance  June  30.  1916, 

Balance  of  manufacturing  account. 

Interest  received. 

Other  items  of  income. 

Interest  paid,  . 

Dividends  declared, . 

Depreciation  reserve. 

Other  items,    . 

Balance  June  30.  1917, 


Db. 

Cb. 

$182,529  14 

174.201  30 

1,226  41 

2.321  08 

$11,703  02 

79,500  00 

83,572  77 

672  02 

184.830  12 

$360,277  93       $360,277  93 


SALEM  GAS  LIGHT  COMPANY. 

Ababts. 
Gas  plant: 

Lands $31,200  00 

Buildings, 143,385  40 

Machinery  and  equipment,     ....  210,037  51 

Holders 111.184  00 

Mains 317,695  85 

Services 60,183  44 

Meters 122,357  36 

Other  assets: 

Office  building $83,175  30 

Cash 31.454  95 

Due  for  gas 21,235  89 

Sundry  accounts  due  the  company.                    .  13.728  02 

Gas  coal  on  hand, 8.698  39 

Coke  on  hand 2.250  00 

Tar  on  hand 4,062  50 

Enrichers  on  hand. 1,390  70 

Purifying  materials  on  hand,  ....  410  17 

Other  gas  materials  on  hand,  11,480  25 

Stoves  on  hand.    ......  13,368  45 

Gas  fixtures  on  hand 11,722  48 

Gas  tools  and  implements,      ....  2,227  58 

Miscellaneous  equipment 3,622  g^by 


$996,043  56 
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Other  assets —  Concluded, 
Stable  and  garage  equipment, 
Office  furniture. 
Investments  (real  estate). 


$4,611  15 
2.486  63. 
6.517  66 


$222,343  06 


Total  assets  as  per  books  of  the  company. 


$1,218,386  62 


Liabilities. 

Capital  stock,  common $499,600  00 

Notes  payable, 443.000  00 

Unpaid  bills, 8.005  47 

Deposits  by  customers, 2,971  00 

Premium  realised  on  stock  issues, 60.000  00 

Amounts  due  from  the  company,  not  included  above,  .  161  63 

Total  liabilities  as  per  books  of  the  company,                           .  $1,013,738  10 

Profit  and  loss  balance, 204,648  52       ' 

Total  crediU $1,218,386  62 


Manutactubino  Accottnt. 


Operating  expenses: 
At  works. 
For  gas  bought,     . 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas, 
residuals, 
other  sources. 

Balance  to  profit  and  loss. 


$110,428  30 

187  44 

24.111  95 

21,440  46 

25,660  28 

4,751  56 

8. 

. 

Db. 


$186,570  99 


88.861  50 


Cb. 


$242,876  21 

30.567  46 

1,907  82 


$275,441  49       $275,441  49 


Pbofit  and  Loss  Account, 

Balance  June  30.  1916,      .... 
Balance  of  manufacturing  account,     . 

Rents 

Jobbing,  ...... 

Other  items  of  income,      .... 

Interest  paid,  ...... 

Dividends  declared,  ..... 

Depreciation,  .         !         .         . 

Other  items, 

Balance  June  30,  1917,      .... 


Db. 

Cb. 

$204,592  84 

88.861  50 

1.544  92 

1.110  29 

479  06 

$18,713  38 

39,968  00 

18.355  03 

14.903  68 

204.648  52 

$296,588  61    . 

^?\^J^ 
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SEEKONK  ELECTRIC  COMPANY. 
Absbts. 


Electric  plant: 
Overhead  lines, 
Transformen, 
Meters, 
Street  lamps  and  fixtures, 


Other  1 
Cash,  . 
Due  for  electricity. 


Total  assets  as  per  books  of  the  company, 
Profit  and  loss  balance,      .... 


^1,394  64 
1,597  53 
2,386  52 
1,766  37 

$37,135  06 
959  77 

$569  50 
390  27 

. 

$38,094  83 
661  03 

Total  debiU $38,755  86 


LiABiLrrixa. 


Capital  stock,  common. 
Notes  payable. 
Unpaid  bills,    . 
Depreciation  reserve, 


Total  liabilities  as  per  books  of  the  company. 


$5,000  00 

32,000  00 

755  86 

1,000  00 

$38,755  86 


MANUVAGTUBIXa  ACCOUNT. 


Operating  expenses: 


Db. 


Cr. 


For  current  bought. 

$3,084  78 

distribution,    . 

911  39 

management, 

99  20 

taxes,     .... 

110  84 

$4,206  21 

Income  from  sale  of  electricity, 

•         .         . 

$7,285  57 

Balance  to  profit  and  loss, 

. 

3,079  36 

$7,285  57 

$7,285  57 

Prort  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30.  1916, 

$1,534  83 

Balance  of  manufacturing  account. 

$3,079  36 

Interest  received,      . 

2  40 

Interest  paid 

1,183  26 

Depreciation  reserve. 

1,000  00 

Other  items 

24  70 

Balance  June  30,  1917,      . 

, 

661  03 

$3,742  79  $3,742  79 
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SHIRLEY  ELECTRIC  COMPANY. 

AflSSTS. 

Electric  plant: 

Lands $560  00 

Buildings 2,921  77 

Steam  plant, 1,650  00 

Electric  plant* 11.560  88 

Overhead  lines 57,488  04 

RighU  of  way, 9,714  87 

Transfoimers 3,649  87 

Meters, 5,028  17 

Street  lamps  and  fixtures,      ....  2,632  45 

Other  assets: 

Cash $350  91 

Notes  receivable 20,000  00 

Due  for  electricity, 4,103  64 

Sundry  accounts  due  the  company,          .         .  28,581  49 

Electric  fixtures  on  hand 430  05 

Electric  tools  and  implements,         .                   .  297  18 

Other  electric  materials  and  supplies  on  hand,  7,128  07 

Stable  and  garage  equipment,                  .  574  36 

Office  furniture,  etc., 529  55 

Prepaid  interest, 775  85 

Prepaid  accounts, 133  66 


$95,196  05 


62.904  76 


Total  assets  as  per  books  of  the  company, 


$158,100  81 


LxABiunss. 

Capital  stock,  common, $35,100  00 

Capital  stock,  preferred 35,100  00 

Notes  payable, 61,057  50 

Unpaid  bills 24,388  16 

Unpaid  dividends,    .........  1,364  77 

Interest  accrued  but  not  due, 345  35 

Depreciation  reserve, 745  03 


Total  liabilities  as  per  books  of  the  company. 


$158,100  81 


Manutactuiono  Account. 


Operating  expenses: 
For  current  bought, 
distribution,    . 
management, 
taxes,     . 
incidentals. 


Income  from  sale  of  electridtyi 

other  sources. 
Balance  to  profit  and  loss. 


Db. 


Cb. 


$8,867  80 

641  81 

1,372  84 

1,011  23 

233  01 

$12,126  69 

•         •         • 

$16,394  90 

.         .         • 

596  62 

. 

4.864  83 

$16,991  52    / 

:^m\^ 
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Profit  and  Loea  Account. 

Balance  of  manufacturing  account,     . 
Interest  received,      ..... 

Rents, 

Jobbing,  ...... 

Interest  paid, 

Dividends  declared,  .... 

Depreciation  reserve,         .... 


Db. 

Cb. 

$4,864  83 

399  54 

60  00 

13  89 

$2,437  21 

2,166  02 

745  03 

$5,338  26 

$5,338  26 

SOUTHEASTERN       MASSACHUSETTS      POWER      AND 

COMPANY. 

(Marion.) 

Ababts. 
Gas  plant: 

Lands  and  buildings, $3,058  15 

Machinery  and  equipment,     ....  2,973  30 

Mains 13.955  04 

Meters 336  88 

Electric  plant: 

Electric  plant $37,368  06 

Overhead  lines, 268,623  50 

Underground  conduits,  .....  4,903  47 

Transfonners, 8,369  82 

Meters 10,664  21 


ELECTRIC 


$20,323  37 


329.929  06 

Other  assets: 

Inside  wiring, 

$293  06 

Outside  lamps  rented,   . 

200  46 

Cash, 

30,111  51 

Notes  receivable,  .... 

690  98 

Due  for  gas,           .... 

214  35 

Due  for  electricity. 

13,483  94 

Sundry  accounts  due  the  company, 

4,000  98 

297  41 

Motors 

1,397  27 

Electric  tools  and  implements. 

893  42 

Other  electric  materials  and  supplies  on  h 

and. 

7,989  61 

Stable  and  garage  equipment, 

2,579  89 

Office  furniture  and  supplies,  . 

1,436  96 

Reserve  fund,        .... 

13,000  18 

Prepaid  interest 

343  69 

Insurance, 

731  47 

Prepaid  taxes 

61  68 

Prepaid  rentals 

20  00 

77.746  86 

•   C 

Total  assets  as  per  books  of  the  company,     . 

^^/W]^ 
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Liabilities. 

Capital  stock,  common, $265,000  00 

Notes  payable 125,000  00 

Unpaid  bills". 7,748  51 

Deposits  by  customers, 225  85 

Interest  accrued  but  not  due, 750  15 

Premium  realised  on  stock  issues,       ......  23  00 

Reserves, 5,605  03 

Amounts  due  from  the  company,  not  included  above,  .  2,151  54 

Total  liabilities  as  per  books  of  the  company,  $406,504  08 

Profit  and  loss  balance. 21,495  21 

Total  credits, $427,999  29 


Operating  expenses  (gas) : 
At  works, 
For  distribution,    . 
management. 


Manxttagturino  Accottnt. 

$1,923  32 
252  07 
458  65 


Operating  expenses  (electric) : 
At  station,    . 
For  current  bought, 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 


$335  31 
31,624  06 
8.177  70 
3.360  20 
4,624  15 
933  16 


Income  from  sale  of  gas,    . 

sale  of  electricity,  , 
other  sources  (electric),  . 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


Da. 


$2,634  04 


49,054  58 


31,862  59 


Cr. 


$1,746  50 

76.777  66 

4,139  51 

887  54 


$83,551  21         $83,551  21 


Profit  and  Lobs  Account. 

Dr. 

Balance  June  30,  1916. 

Balance  of  gas  manufacturing  account,  $887  54 

Balance  of  electric  manufacturing  account, 

Interest  received. 

Jobbing. 

Transferred  from  reserve  account. 
Other  items  of  income. 

Interest  paid. 5,706  22 

Dividends  declared. 21,200  00 

Depreciation 4,120  18 

Reserve  fund. 1,631  64 

Other  items. 3.784  68 

Balance  June  30.  1917. 21.495  21 


Cb., 
$21,427  73 

31,862  59 

1.672  84 

193  36 

3,082  18 

536  77 


$58,775  47 
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SPENCER  GAS  COMPANY. 

AflSETB. 

Gas  plant: 

Lands $5,812  85 

Buildings, 13,829  95 

Machinery  and  equipment,     ....  50,788  03 

Holders, 37.073  56 

Mains 56.762  38 

Services, 4,314  35 

Meters 9,255  32 

Electric  plant: 

Buildings, $5,560  74 

Steam  plant, 6.229  73 

Electric  plant 4,746  24 

Overhead  lines 81,063  06 

Transformers, 3,303  98 

Meters, 3.386  11 

Street  lamps  and  fixtures,       ....  5,528  37 

Other  assets: 

Office  building $3,832  33 

Gas  arc  lamps, 32  84 

Cash 614  42 

Due  for  gas, 2,904  23 

Due  for  electricity. 2.024  19 

Sundry  accounts  due  the  company,          .  3,551  75 

Gas  coal  on  hand, 3,695  56 

Coke  on  hand 69  29 

Enriohers  on  hand, 1,852  74 

Other  gas  materials  on  hand,  4,617  46 

Motors, 183  40 

Tools  and  implements, 1.034  75 

Other  electric  materials  and  supplies. on  hand,  .  3,462  21 

Stable  and  garage  equipment,  245  56 

Office  furniture, 1,186  02 


$177,836  44 


59.818  23 


Total  assets  as  per  books  of  the  company, 


29,306  75 
$266,961  42 


LlABIUTini. 

Capital  stock,  common, $97,500  00 

Bonds  issued, 85,000  00 

Notes  payable, 63,000  00 

Unpaid  bills 6,504  98 

Deposits  by  customers, 439  50 

Unpaid  dividends, 243  75 

Amounts  due  from  the  company,  not  included  above,  .         .         .  12,088  37 

Total  liabilities  as  per  books  of  the  company,         .                  .  $264,776  60 

Profit  and  loss  balance, 2,184  82 

'     Total  credits, ^^920eMh42 
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Makufactdioko  Accoumt. 


Operating  ezpenees  (gas) : 

Db. 

At  works,     .... 

$18,073  06 

For  distribution,    . 

1.506  65 

4,731  67 

taxes,     .... 

1.032  64 

incidentals,      . 

858  98 

$26,202  90 

Operating  expenses  (electric) : 

AtsUtion,    .... 

$151  97 

For  cunent  bought. 

12.659  09 

distribution,    . 

2,137  19 

management. 

2,017  84 

taxes,     .... 

250  94 

incidentals,     . 

616  10 

17.834  03 

Income  from  sale  of  gas,    . 

•          .         . 

sale  of  electricity,  . 

.          .          . 

other  sources  (electric). 

•          .          . 

Balance  to  profit  and  loss: 

Gas, 

4.214  50 

Electric,       .... 

.          •         • 

8.715  87 

PHoriT  AND  Lo60  Accoumt. 


Balance  June  30,  1916.      .         .         .         . 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufact\iring  account. 

Interest  received, 

Rents, 

Jobbing, 

Other  items  pf  income.      .         .         .         . 

Interest  paid 

Dividends  declared,  .         .         .         . 

Depreciation,  ...... 

Other  items. 

Balance  June  30.  1917 


SPRINGFIELD   (ELECTRIC). 
(See  United  Electric  Light  Compamt.) 


Cb. 


$30,417  40 

26.359  30 

190  60 


$56,967  30 

$56,967  30 

rwr. 

Db. 

Cb. 

$1,732  92 

4.214  50 

8.715  87 

10  55 

120  00 

2.129  70 

228  60 

$7,895  80 

4.387  50 

2.158  67 

525  44 

2,184  82 

$17,152  23  $17,152  23 


Gas  plant: 
Lands. 
Buildings,     . 
Machinery  and  equipment, 


SPRINGFIELD  GAS  LIGHT  COMPANY. 

A88BT8. 


$157,629  24 

493.326  53 

1.174,850  93 
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Gas  plant  —  Concluded, 
Street  and  arc  lamps. 
Mains. 
Services, 
Meters, 


$48,562  93 

1.201,777  07 

86.032  47 

462.555  36 


$3,624,734  53 

Other  assets: 

Office  buUding $76,445  59 

Work  in  process. 83,606  23 

Cash. 61.633  72 

Notes  receivable. 2,006  00 

Due  for  gas. 26.622  18 

Sundry  accounts  due  the  company.  105.176  14 

Gas  coal  on  hand.           .   *      .                            .  25.248  16 

Coke  on  hand 3,577  75 

Tar  and  tar  products  on  hand.  8,186  13 

Enrichers  on  hand 5.024  72 

Purifying  materials  on  hand 3,750  84 

Other  gas  materials  on  hand.  163.408  08 

Ammoniacal  liquor  on  hand.  ....  1,131  42 

,    Gas  fixtures  on  hand 198  72 

Gas  tools  and  implements,      ....  12.115  53 

Stable  and  garage  equipment.  30.632  74 

Office  furniture 17.508  84 

Insurance  fund. 9,015  00 

Investments  (real  estate) 81,033  63 

Investments  (securities) 3,950  00 

720,265  43 

Total  assets  as  per  books  of  the  company.     ....    $4,344,999  96 

LlABILmBS. 

Capital  stock,  common. $1,777,200  00 

Notes  payable. '       .  790.000  00 

Unpaid  bUls.    .          .       ' 62,872  40 

Deposits  by  customers. 16,461  07 

Interest  accrued  but  not  due, 4.339  25 

Premium  realised  on  stock  issues. 1,277.2(X)  00 

Depreciation  reserve, 58,932  29 

Other  reserves. 13,616  48 

Amounts  due  from  the  company,  not  included  above.  .                   .  10,443  98 

Total  liabilities  as  per  books  of  the  company.                   .         .    $4,011,065  47 
Profit  and  loss  balance, 333,934  49 

Total  crediU $4,344,999  96 


Manutacturino  AcCOtTNT. 


Operating  expenses: 
At  works.     . 
For  distribution.   . 

management, 

taxes, 

incidentals.      . 

Income  from  sale  of  gas. 
residuals, 
other  sources, 

Balance  to  profit  and  loss. 


Db. 


Cb. 


$471,778  03 

142,336  22 

45,997  56 

87,298  33 

18.348  11 



$765,758  25 


269.559  08 


$949,035  84 

85.950  05 

331  44 


$1,035,317  33    $1,035,317  33 
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PBOFIT  AMD  LOBa  ACOOUNT. 

Db.  Cr. 

Balance  June  30,  1916 ^29,867  72 

Balance  of  manufacturing  account,     .  200,559  08 

Interest  received 2,519  27 

Rents 611  04 

Other  items  of  income, 4,025  83 

Interest  paid, $26,607  08 

Dividends  declared, 213,264  00 

Depreciation  reserve, 30,510  38 

Other  items, 2,266  99 

Balance  June  30,  1917, 333,934  49 

$606,582  94       $606,582  94 


STONEHAM. 
(See  Maldbn  and  Melrose  Gab  Light  Cokpant.) 


STOCKBRIDGE  LIGHTING  COMPANY. 

Assets. 
lElectric  plant: 

Electric  plant, $865  77 

Overhead  lines, 34,694  34 

Underground  conduits 10,594  00 

Underground  wires  and  cables,  6,546  86 

Transformers, 3,689  38 

Meters 3,056  62 

$59,446  97 

Other  assets: 

Cash $1,047  31 

Due  for  electricity, 3,887  37 

Sundry  accounts  due  the  company,  518  25 

Insurance,     .......  160  42 

5,613  35 

Total  assets  as  per  books  of  the  company,     ....         $65,060  32 

Liabtuties. 

•Capital  stock,  common, $40,000  00 

Notes  pasrable 7.300  00 

Unpaid  bills 1.814  38 

Interest  accrued  but  not  due, 284  84 

Reserves, 4,000  00 

Total  liabilities  as  per  books  of  the  company,  $53,399  22 

Profit  and  loss  balance 11.661  10 

Total  credits, jDigitizad  by    $65,060  32 
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Mamutactubino  Aooottmt. 


Operating  expenses: 

Dr. 

Cr. 

For  cunent  botight. 

$10,638  7] 

L 

distribution,   . 

3.651  86 

manacement, . 

1346  73 

taxes,     .... 

1.042  07 

75  16 

$25,753  53 

Income  from  sale  of  electricity, 

, 

$37,065  62^ 

Balance  to  profit  and  loss. 

11.312  09 

$37,065  62 

$37,065  62 

PbOFIT  AMD  LoflS  AOGOUMT. 

Dr. 

C^. 

Balance  June  30.  1916,      . 

^         , 

$11,480  00 

Balance  of  manufacturing  account,     . 

11.312  0» 

Interest  paid 

$365  00 

Dividends  declared 

2,400  00 

Depreciation,  .... 

3,563  17 

Reserve  fund, 

4,000  00 

Otheritems, 

811  01 

Balance  June  30, 1917,      . 

11.661  10 

$22,801  18 

$22,801  la 

SUBURBAN  GAS  AND  ELECTRIC  COMPANY. 

Abbbtb. 
Gas  plant: 

Machinery  and  equipment,    ....  $43,026  07 

Mains, 324,064  00 

Services, 81.046  05 

Meters, 120,420  07 

Electric  plant: 

Lands $34,485  46 

Buildings 75.672  77 

Steam  plant 103,115  20 

Electric  plant, 63,760  40 

Overhead  lines, 155,737  68 

Underground  conduits,  wires  and  cables,          .  16,015  66 

Transformers, 38.071  14 

Meters 72,888  34 

Street  lamps  and  fixtures,       ....  4,106  80 

Other  assets: 

Office  building $12,050  16 

Work  in  process, 6.404  13 

Cash 65,368  66 

Due  for  gas 6.258  78 

Due  for  electricity, 18,650  31 

Sundry  accounts  due  the  company,          .         .  34,308  14 

Digitized  by 
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Other  assets  —  Condud^, 
Other  gas  materials  on  hand, 
Stoves  on  hand»     . 
Gas  tools  and  implements. 
Electric  fuel  on  hand,    . 
Electric  tools  and  implements, 
Other  electric  materials  and  supplies  on  hand. 
Stable  and  garace  equipment. 
Office  furniture,     . 
Investments  (real  estate). 
Investments  (securities). 


Total  assets  as  per  books  of  the  company, 


$25,231  34 

3,633  43 

1,329  77 

5,686  45 

3,445  29 

12.487  13 

21.045  82 

6.441  60 

32,641  00 

1,650  00 


$256,640  01 
$1,399,039  74 


LlABIUnZB. 

Capital  stock,  common, $834,500  00 

Notes  pasrable, 150,000  00 

Unpaid  bills 24,121  27 

Deposits  by  customers, 18,709  00 

Interest  accrued  but  not  due,     .......  1,200  75 

Premium  realixed  on  stock  issues, 156,900  00 

Depredation  reserve, 96,663  04 

Other  reserves, 2,126  87 

Amounts  due  from  the  company,  not  included  above,  .  3,991  14 

Total  liabilities  as  per  books  of  the  company,                          .  $1,288,212  07 

Profit  and  loss  balance 110.827  67 

Total  credits $1,399,039  74 


Operating  expenses  (gas) : 
At  works. 
For  gas  bought.     . 

distribution,   . 

management. 


incidentals,     . 

Operating  expenses  (electric) : 
At  station,    . 
For  current  bought, 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 


Manufacturino  Account. 


$309  00 

108.317  84 

31,982  55 

14,196  60 

15,318  27 

2,294  87 


$32,459  03 
17,398  97 
40,785  21 
16,971  58 
21,152  78 
5,430  76 


Income  from  sale  of  gas,   . 

sale  of  electricity, 
other  sources  (electric). 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


Db. 


Cb. 


$172,419  13 


134,198  32 


36.672  81 
93.129  11 

$436,419  37 
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Pboftt  and  Lo8B  Account. 

Db.  Cb. 

Balance  June  30,  1916 $108,047  50 

Balanoe  of  gas  manufacturing  account,        .  36,672  81 

Balance  of  electric  manufactuzing  account,  03,120  11 

Interest  received, 075  46 

RenU, 5  44 

Otlier  items  of  income,      .         .         .         •         .  1,203  10 

Interest  paid $6,606  14 

Dividends  declared 83,450  00 

Depreciation  reserve, 38,088  11 

Other  items 1,061  50 

Balance  June  30,  1917,      .         .         ,         .         .  110,827  67    

$240,033  42      $240,033  42 


SUNDERLAND  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Electric  plant:  Abmts. 

Overhead  lines $8,237  98 

Transformers, 1.218  35 

Meters 803  77 

$10,350  10 

Other  assets: 

Cash $437  28 

D\ie  for  electricity 253  00 

Prepaid  interest, 10  40 

Insurance, 4  55 

Prepaid  taxes 135  00 

840  23 

Total  assets  as  per  books  of  the  company,     ....         $11,190  33 
Profit  and  loss  balance, 4.454  65 

Total  debits $15,644  98 

LiABiunu. 

Capital  stock,  common $11,000  00 

Notes  payable, 4,000  00 

Unpaid  bills, 392  06 

Amounts  due  from  the  company,  not  included  above,  .  252  92 

Total  liabilities  as  per  books  of  the  company,  $15,644  98 

Manufactubino  Account. 


Operating  expenses: 

Db.                    Cb. 

For  current  bought. 

$1,178  12 

distribution,    . 

511  48 

management. 

75  00 

227  83 

incidentals,     . 

20  93 

$2,013  36 

Income  from  sale  of  electricity,  . 

. 

$2,563  64 

Balance  to  profit  and  loss. 

550  28 

$2,563  64  ^    $2,563  64 

Digitized  by  VjC 
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Pboftt  Ain>  Lofls  Aocoumt. 

Db.  Cb. 

Balance  June  30,  1916 $4,818  45 

Balance  of  manufacturing  account,  1560  28 

Interest  paid, 186  48 

Balance  June  30, 1917.  .  4,454  65 


$5,004  93  $5,004  93 


TAUNTON  GAS  LIGHT  COMPANY. 

Assets. 
Gas  plant: 

Lands,                                                                  .  $8,000  00 

Buildings 52,781  14 

Machinery  and  equipment,     ....  314,091  03 

Mains 256,000  00 

Meters, 18,000  00 

Other  assets: 

Office  building $15,000  00 

Cash,  .         .                  13,480  68 

Due  for  gas,                    22,837  36 

Sundry  accounts  due  the  company,                    •  15,552  88 

Gas  coal  on  hand, 4,612  95 

Coke  on  hand, 970  83 

Tar  on  hand 3,290  73 

Enrichers  on  hand, 1,034  28 

Purifying  materials  on  hand,  ....  2,112  00 

Other  gas  materials  on  hand,  515  20 

Stoves  on  hand 1,505  77 

Gas  fixtures  on  hand, 15,499  66 

Ammonia  on  hand,        .....  698  68 

Investments  (real  estate),       ....  3,000  00 

Investments  (liberty  bonds),  ....  1,816  66 


$648,872  17 


102.017  68 


Total  assets  as  per  books  of  the  company.     ....  $750,889  85 

LlABIUTIES. 

Capital  stock,  conmion $330,000  00 

Notes  pasrable 202,000  00 

Unpaid  bills 3,797  86 

Deposits  by  customers, 435  00 

Premium  realised  on  stock  issues, 103,000  00 

Amounts  due  from  the  company,  not  included  above,  .  2,373  21 

Total  liabilities  as  per  books  of  the  company,         .         .  $641,606  07 

Profit  and  loss  balance 109,283  78 

Total  credits, Digitized  by  $750,889  85 
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$114,225  06 

18,360  10 

10,178  80 

12.042  20 

1.505  52 

1,    .    .    .    . 
1    •    .    .    • 

MANUVAOTUBIKa  AOOOUMT. 

Operating  expenses:  Db.  Cr. 

At  works, 
For  distribation,    . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  gas, 
residuals, 
other  sources, 

Balance  to  profit  and  loss, 


PROFir  AMD  Lofls  Acoouin', 

Balance  June  30,  1016 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents, 

Jobbing, 

Interest  paid $5,467  70 

Dividends  declared. 40,500  00 

Depreciation. 15.472  67 

Other  items. 222  75 

Balance  June  30.  1017. 100.283  78 

$170,046  00       $170,046  00 


$157,202  76 

$171,028  30 

51.010  02 

11  67 

65.666  23 

$222,058  00 

$222,058  00 

Dr. 

Cr. 

$108,755  03 

65,666  23 

303  37 

625  04 

4,507  23 

TURNERS  FALLS. 
(Seb  Franklin  Elbgtric  Light  Compant.) 


TURNERS  FALLS  POWER  AND  ELECTRIC  COMPANY. 

AassTB. 
Electric  plant: 

Lands $62,105  58 

Buildings, 860.301  24 

Reservoirs,  dams,  lands  and  canals,  2,717,461  00 

Electric  plant. 635,601  05 

Hydraulic  plant  equipment,    ....  101.136  41 

Overhead  lines, 1,008.603  75 

Transfonners 15,867  63 

Meters 3.047  10 

Work  in  process. 04,230  02 

^15.580,353  68 
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Other  assets: 
Office  building,  storehouse,  etc., 
Other  permanent  structures,  . 

Cash, 

Notes  receivable,  . 

Due  for  electricity, 

Sundry  accounts  due  the  company. 

Other  electric  materials  and  supplies  on  hand, 

Office  furniture,     .      •  . 

Development  of  storage, 

Prepaid  accounts,  .... 

Investments  (securities),    '     . 


Total  assets  as  per  books  of  the  company, 


$44,570  45 
11.132  72 

157,674  37 
60,502  36 
92,650  16 
14,134  89 
35,668  83 
3,337  73 
462  81 
78.163  30 
78,000  00 


$579,306  62 
$6,165,660  30 


LlABIUTIES. 

Capital  stock,  common, $4,130,000  00 

Capital  stock,  employees, 14.620  00 

Bonds  issued 250.000  00 

Notes  payable, 1.125.000  00 

Unpaid  bills 101.788  25 

Unpaid  dividends, 72,490  25 

Interest  accrued  but  not  due, 13,618  16 

Depreciation  reserve,                  . 50,000  00 

Other  reserves, 144,692  66 

Amounts  due  from  the  company,  not  included  above,          .         •  3,811  00 

Total  liabilities  as  per  books  of  the  company,                           .  $5,906,020  32 

Profit  and  loss  balance, 259.639  98 

Total  credits $6,165,660  30 


Operating  expenses: 
At  station,    . 
For  current  bought, 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss. 


Manufactubino  Account. 


$39,463  92 
5,718  38 
47.102  73 
48,662  86 
76,876  10 
20,806  17 


Dr. 


$238,630  16 


463,200  44 


Cr. 


$641,760  40 
60,070  20 


$701,830  60       $701,830  60 


Profit  and  Lobs  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account, 

Interest  received, 

Rents, 

Other  items  of  income, 


Dr. 


Digitized  by 
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$263,830  77 

463,200  44 

21,040  40 
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Db.  Cb. 

Interest  paid, $9g,102  70 

DivideDda  declared, 108,200  80 

Depredation  reserve, 50.000  00 

Depreciation 4,067  67 

Suspense  account  transferred,   ....  124,602  66 

Other  items, 20,116  34 

Balance  June  30, 1017 260.630  08 


$764,000  24       $764,000  24 


TYNGSBORO  ELECTRIC  UGHT  COMPANY. 

AflSBTS. 

Electric  plant: 

Electric  plant, $2,308  68 

Overhead  lines 23,806  10 

Transformers, 2,077  34 

Meters, 088  27 

Street  lamps  and  fixtures,      ....  024  64 


Otheri 

Cash, 

Due  for  electricity, 

Sundry  accounts  due  the  company, 

Electric  toob  and  implements. 

Other  electric  materials  and  supplies  on  hand, , 


$120  87 

600  66 

27  61 

87  80 

3,140  04 

$30,283  02 


4,036  07 


Total  assets  as  per  books  of  the  company,     ....         $34,310  80 
Profit  and  loss  balance.  ' 1,120  64 


Total  debits $36,440  43 

LZABIIJTIBS. 

Capital  stock,  common, $7,600  00 

Notes  payable, 26,300  00 

Unpaid  bilU 1,640  43 


Total  liabilities  as  per  books  of  the  company,  .        $36,440  43 

Manitfactubino  Acooumt. 
Operating  expenses:  Db.  Cb. 


At  station,    . 

For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


Income  from  sale  of  electricity. 
Balance  to  profit  and  loss. 


$204  73 

2,166  00 

418  01 

320  17 

66  41 

30  20 


$3,213  61 


$2,803  14 
410  37 


$3,213  61  ^    $3,213  61 
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pBonr  AND  Lorn  Account. 

Balance  June  30,  1016 

Balance  of  manufacturing  account,     . 

Interest  paid, 

Balance  June  30,  1017 


Dr. 

$281  17 
410  37 
438  00 


$1,120  54 


Cb. 


$1,120  54 
$1,120  54 


UNION  LIGHT  AND  POWER  COMPANY. 


(Franklin.) 

ASBBTB. 

Electric  plant: 

Lands  and  buildings,      . 

$16,788  45 

Steam  plant. 

12,075  08 

Electric  plant. 

46,782  32 

Overhead  lines.      . 

834,603  16 

Transfoimers, 

27,500  04 

Meters, 

24,487  78 

Street  lamps  and  fixtures, 

. 

1.020  00 

$465,246  73 

Other  assets: 

House  ?niing, 

$1,710  50 

New  construction. 

4,005  11 

Cash,  .         .         «         .         . 

85,401  40 

800  00 

Due  for  electricity. 

17,043  68 

Sundry  accounts  due  the  company. 

17,500  60 

Motors  and  inside  wiring  rented, 

,         , 

21,407  00 

.         .         t 

2,275  28 

34,254  10 

Stable  and  garage  equ^ment. 

3,077  51 

Office  furniture,    . 

6,650  85 

Besenrefund, 

24,563  00 

Interest  prepaid,   . 

1,600  03 

Insurance,    .... 

017  24 

Taxes  prepaid. 

30  46 

Prepaid  accounts. 

425  02 

174.570  76 

Total  assets  as  per  books  of  the 

compai 

ay. 

1         .         .         . 

$630,826  40 

LiABiLinxa. 

Capital  stock,  common $272,800  00 

Notes  payable 314,500  00 

Unpaid  bills 17,557  81 

Deposits  by  customers, 135  00 

Interest  accrued  but  not  due, 2,107  67 

Other  reserves,                            4,815  70 

Amounts  due  from  the  company,  not  included  above,  .  2,158  07 

Total  liabilities  as  per  books  of  the  company,                           .  $614,074  25 

Profit  and  loss  balance, 25,752  24 

Total  credit $630,826  .^ 

Digitized  by  IC 
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Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals, 


MAinTFACTUBINO  ACCOUMT. 


$004  31 
47,695  77 
7,295  18 
5,795  34 
6,182  76 
855  91 


Dr. 


Ca. 


Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss, 


$68,729  27 
70,328  88 


$138,620  77 
437  38 


$139,058  15       $139,058  15 


PBOfTT  AND  Lobs  Acconirr. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received, 

Jobbing, 

Interest  paid, 

Dividends  declared, 

Depreciation,  ....... 

Reserve  for  bad  debts 

Other  items, 

Balance  June  30, 1917. 


Dr. 


$14,328  11 
21,824  00 
14.113  00 
900  00 
21,625  57 
25,752  24 


Cr. 

$25,644  48 

70,328  88 

1,148  94 

1,420  62 


$98,542  92    $98,542  92 


UNITED  ELECTRIC  LIGHT  COMPANY. 

(Springfield.) 

Assets. 
Electric  plant: 

Lands, $167,563  78 

BuUdings 691,583  89 

Steam  plant, 845,047  21 

Electric  plant 261,219  88 

Hydraulic  plant  equipment 54,270  22 

Overhead  lines, 163,004  43 

Underground  conduits, 928,492  02 

Underground  wires  and  cables,        .         .         .  767,446  01 

Transformers, 199,427  88 

Meters 144,385  49 

Street  lamps  and  fixtures,       ....  121.660  54 

$4,344,101  85 

Other  assets: 

Office  buUding $84,853  51 

Cash, 31,998  47 

Notes  receivable, 483  33 

Due  for  electricity. »%^»byGoOgle 
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Other  aasets — Concluded 
Sundry  accounts  due  the  company, 
Electric  fuel  on  hand,    .... 
Electric  tools  and  implements, 
Other  electric  materials  and  supplies  on  hand. 
Stable  and  garage  equipment. 

Office  furniture, 

Investment  (securities,  $3,500;  Liberty  Bonds, 
$2,000) 


Total  assets  as  per  books  of  the  company, 


$3,648  20 

26,675  09 

2,246  10 

196.552  66 

33,440  04 

1,000  00 

5,500  00 


-       $478,581  69 
.     $4,822,683  04 


LlABILniES. 

Capital  stock,  common, $2,000,000  00 

Coupon  notes,                                      15,000  00 

Other  notes  payable 795,000  00 

Unpaid  bills * 53,691  77 

Deposits  by  customers 28,745  07 

Premium  realised  on  stock  issues, 1,027,500  00 

Reserves, 25,000  00 

Total  liabilities  as  per  books  of  the  company,                            .  $3,944,936  84 

Profit  and  loss  balance, 877,746  20 

Total  credits $4,822,683  04 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals. 


Manufactubino  Account. 


$396,719  27 

18.306  05 

124.145  30 

83,277  67 

101,574  55 

18.338  71 


Income  from  sale  of  electricity. 
Balance  to  profit  and  loss. 


Db. 


$742,351  55 
500,179  96 


Cb. 


$1,242,531  51 


$1,242,531  51    $1,242,531  51 


pBonr  AND  Loss  Account. 


Balance  June  30,  1916,      . 
Balance  of  manufactiuing  account, 
Interest  received. 
Sinking  fund  transferred,  .' 
Other  items  of  income, 
Interest  paid,  .... 
Dividends  declared. 
Depreciation,  .... 
Reserve  fimd,  .... 
Other  items,     .... 
Balance  June  30,  1917, 


Db. 


$25,285  55 
200,000  00 
110,841  95 
10,901  94 
23,230  62 
877,746  20 


Cb. 

$537,997  79 

500,179  96 

6,231  55 

200,000  00 

3.596  96 


$1,248,006  26  $1,248,006|^ 
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VINEYARD  HAVEN  GAS  AND  ELECTRIC  LIGHT  COMPANY. 


Abskts. 


Gafl  plant: 
Lands, 
Buildings,     . 

Machinery  and  equipment, 
Street  lamps. 
Mains, 
Services, 
Meters, 


Other  1 

Cash 

Due  for  gas,  .         .         .         . 

Sundry  accounts  due  the  company, 
Other  gas  materials  on  hand. 


Total  assets  as  per  books  of  the  company, 
Ptofit  and  loss  balance,     .... 


$430  47 
830  43 

2,091  34 
867  10 

4.771  31 

50  34 

766  53 


$52  12 
82  22 
10  07 

304  50 


Total  debits. 


$0,807  52 


457  91 

$10,265  43 
730  66 

$10,996  09 


LZABIUTIBS. 

Capital  stock,  common, 

Unpaid  bills 

Depreciation  reserve,         ...... 

Amounts  due  from  the  company,  not  included  above,  . 

Total  liabilities  as  per  books  of  the  company, 

Maxufagtttrinq  Account. 


Operating  expenses: 
At  works, 
For  distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas,    . 
Balance  to  profit  and  loss. 


$916  40 

104  00 

1  75 

152  61 

21  04 


Db. 


$1,195  80 


PROPIT  AND  Loss  ACCOUNT. 


Balance  June  30,  1916, 
Balance  of  manufacturing  account. 
Interest  paid,  .... 
Other  items,     .... 
Balance  June  30,  1917, 


$1,195  80 

Dr. 

$176  32 

365  81 

25  00 

163  53 


$730  66 

Digitized  by 
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349  40 
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$829  99 
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VINEYARD  LIGHTINa  COMPANY. 

(Oak  Blu£Ft.) 

Absbts. 
Oafl  plant: 

Lands $2,707  81 

Machinery  and  equipment,     ....  0,710  56 

Mains 0.410  75 

Services, 1,270  04 

Meters 2,555  42 


$25,753  58 

Electric  plant: 

Lands  and  buildings $10,210  57 

Steam  plant. 

43,224  37 

Electric  plant. 

17,711  74 

Overhead  lines,     . 

51,208  20 

Wharf, 

082  37 

Transformers, 

6,707  00 

Meters,         .... 

5,050  00 

Street  lamps  and  fixtures, 

15,006  10 

158,210  33 

Other  assets: 

Other  permanent  structures,  ....  $1,212  48 

Cash 3,880  08 

Notes  receivable, 68  42 

Due  for  gas, 602  60 

Due  for  electricity, 7,200  08 

Sundiy  accounts  due  the  company,  1,608  86 

Gas  coal  on  hand,  400  32 

Enrichers  on  hand, 480  60 

Purifying  materials  on  hand,           .        ,-,         .  2  80 

Other  gas  materials  on  hand,  245  67 

Electric  fuel  on  hand, 4,651  07 

Electric  tools  and  implements,  168  23 

Other  electric  materials  and  supplies  on  hand, .  882  50 

Stable  and  garage  equipment,  3,574  84 

Office  furniture, 303  28 

Insurance, 240  37 

Investments,  irrigation  farm, :         .         .         .  3,581  14 

20.401  64 

Total  assets  as  per  books  of  the  company,     ....       $213,455  55 
Profit  and  loss  balance 18,803  10 

Total  debits $232,348  74 

LlABUiITIES. 

Capital  stock,  common,     ...         ^         ...         .  $25,000  00 

Notes  payable 14,200  00 

Unpaid  bills, 13,704  88 

Deposits  by  customers, 2,260  01 

Labor  accrued  but  not  due, 377  35 

Boston  Electric  Associates 175,346  80 

Amounts  due  from  the  company,  not  included  above,                    .  1,368  80 

Total  liabilities  as  per  books  of  the  company,         .  .   |^232,348  74 
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Manufaotubino  Acconirr. 


Operating  expenses  (gas) : 

Db. 

At  works,     . 

$2,754  49 

For  distribution,   . 

1,103  86 

480  04 

taxes,     . 

149  16 

incidentals,     . 

139  24 

$4,695  79 

Cr. 


Operating  expenses  (electric) : 

At  sUtion $17,076  67 

For  distribution,    .  6,852  00 

management,                    .  2,163  18 

taxes 1.469  25 

incidentals,     .  845  96 

Income  from  sale  of  gas, 

other  sources  (gas), 
sale  of  electricity,  .... 
Balance  to  profit  and  loss: 

Gas, 

Electric,       ....... 

Pbofit  and  Loss  Account, 

Balance  June  30, 1916,      .... 
Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account, 
Interest  received,      ..... 
Other  items  of  income.      .... 

Interest  paid, 

Other  items.     .         .         . 

Balance  June  30,  1917,      .... 


28,407  06 


4.973  79 


$4,319  23 

7  00 

33,380  85 

369  56 


$38,076  64 

$38,076  64 

FNT. 

Db. 

Cb, 

$12,104  53 

369  56 

$4,973  79 

6  08 

7  18 

10.732  40 

673  75 

18.893  19 

$23,^  24 

$23,880  24 

WAITE  AND  SMITH. 


(South  Dartmouth.) 

Manxttactubino  Account. 

Operating  expenses: 

At  works.     . 

$471  66 

For  distribution,   . 

45  23 

management. 

15  00 

taxes,     . 

13  87 

Income  from  sale  of  g& 

5, 

Balance  to  profit  and  loss, 


Db. 


$545  76 


467  82 


Cr. 


$1,013  58 


$1,013  58     CI^A^W 
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WARE. 
(See  Otib  Coupant.) 


WARE  ELECTRIC  COMPANY. 

Absbts. 
Electric  plant: 

Buildings $14,097  48 

Steam  plant 18»219  18 

Electric  plant 49,487  75 

Overhead  lines, 106,903  15 

Transformers, 5,373  95 

Meters, 8,435  57 

Street  lamps  and  fixtures 2,850  00 


Other  assets: 
House  and  store  wiring. 

Cash, 

Due  for  electricity, 

Sundry  accounts  due  the  company. 

Electric  fuel  on  hand,     . 

Motors, 

Electric  tools  and  implements, 
Office  furniture,     .... 
Reserve  fund,        .         .         .         . 

Prepaid  interest 

Prepaid  taxes,       .... 

Insurance, 

Investments,  securities, . 


Total  assets  as  per  books  of  the  company. 


$5,277  94 

$205,367  08 

28,056  57 

3.581  99 

3,112  29 

14  91 

11,632  56 

328  26 

1,177  64 

2,611  68 

471  01 

50  73 

369  28 

2,500  00 

59,184  86 

$264,551  94 

lilABILITTES. 

Capital  stock,  common, $132,000  00 

Notes  payable 117,500  00 

Unpaid  bills. 4,579  36 

Deposits  by  customers, 39  90 

Interest  accrued  but  not  due, 798  49 

Reserves, 1,655  03 

Amounts  due  from  the  company,  not  included  above,  .         .         .  1,535  64 

Total  liabilities  as  per  books  of  the  company,         .  $258,108  42 

Profit  and  loss  balance, 6,443  52 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Operating  ezi>enflM: 
At  ttation,    . 
For  current  bought, 

distribution,    . 

niAnagement, 

taxes,     . 

incidentals, 


Makutactubiko  Agcoumt. 


$73  67 

17,877  86 

3,191  72 

2,105  12 

3,161  30 

309  10 


Db. 


Inoome  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss. 


$26,808  85 
12.114  26 


Pbout  and  Loss  Accoukt. 

Db. 

Balance  June  30,  1016, 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents, • 

Jobbing, 

Interest  paid, $5,310  43 

Dividends  declared. 0,240  00 

Depreciation, 1,761  68 

Other  items, 1.419  37 

Balance  June  30,  1917 6.443  52 


Cb. 


$38,974  11 
39  00 


$39,013  11    $39,013  11 


Cb, 
$6,283  91 
12,114  26 

807  77 
4.295  97 

673  09 


$24,175  00    $24,175  00 


WEBSTER    AND    SOUTHBRIDGE    GAS    AND    ELECTRIC    COMPANY. 


A88BT8. 


Gas  plant: 
Lands  and  buildings. 
Machinery  and  equipment. 
Mains, 
Services, 
Meters, 


Electric  plant: 
Lands,  .... 

Buildings,     .... 
Steam  plant, 
Electric  plant. 
Overhead  lines, 
Underground  conduits,  . 
Underground  wires  and  cables. 
Transformers,  • 

Meters,         .... 
Street  lamps  and  fixtures. 


$32,300  00 
57,728  99 

133,941  71 

3.782  91 

33.200  00 


$34,794  96 

47.700  00 

87.000  00 

68.000  00 

158.820  00 

5.600  00 

1.200  00 

44.000  00 

28.000  00 

2,300  00 


$260,953  61 
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Other  assets: 

Office  building $21,611  64 

Cash 632  30 

Due  for  gas, 9,396  12 

Due  for  electricity 20,065  34 

Sundry  accounts  due  the  company,          .         .  5,799  19 

Qas  coal  on  hand, 5,753  20 

Enrichers  on  hand, 1,189  53 

Purifying  materials  on  hand,  ....  412  60 

Other  gas  materials  on  hand,  8,848  76 

Oas  tools  and  implements,      ....  1,859  51 

Electric  fuel  on  hand, 2,314  20 

Electric  tools  and  implements,  3,235  17 

Other  electric  materials  and  supplies  on  hand,   ^  11,058  45 

Stable  and  garage  equipment,  5,400  00 

Office  furniture, 4,300  00 

Prepaid  interest, 2,109  40 

Insurance  and  taxes  prepaid, ....  1,767  71 

$105,743  02 

Total  assets  as  per  books  of  the  company,     ....       $844,111  59 

LlABIUTlBS. 

Capital  stock,  common, $467,500  00 

Bonds  issued, 60,000  00 

Notes  payable, 122,000  00 

Unpaid  bills, 39,684  37 

Deposits  by  customers, 546  71 

Unpaid  dividends, 9,350  00 

Interest  accrued  but  not  due, 312  50 

Reserves, 1,500  83 

Amounts  due  from  the  company,  not  included  above,          .         .  3,471  51 

Total  liabilities  as  per  books  of  the  company,         .         .         .       $704,365  92 
Profit  and  loss  balance, 139,745  67 

Total  credits $844,111  59 


Makufaotubino  Accoumt. 

Operating  expenses  (gas) : 

Db. 

Cb. 

At  works,     . 

$39,940  18 

For  distribution,   . 

6,337  79 

5,811  57 

taxes,     . 

4,200  98 

incidentals. 

^ 

2,041  40 

$58,331  92 

Operating  expenses  (electric) : 

Atstotion,    . 

$104,601  96 

For  distribution,   . 

21,768  70 

Tnwniigenient, 

10.176  34 

8,989  98 

incidentals,     . 

4,208  39 

149,745  37 

Income  from  sale  of  gas. 

... 

$78,948  74 

sale  of  electricity,  . 

. 

194.108  41 

other  sources 

(electric). 

... 

65  00 

Balance  to  profit  and  loss: 

Gas,     .         . 

,                , 

... 

20,616  82 

Electric, 

• 

. 

44.428  04 
$273,122  15 

$273,122  S 
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Pmovit  axd  Lom  Aooouvt. 

Db.  Cb. 

B«lftDoe  Jane  30, 1016. $134,627  05 

Baliim^  of  gsi  nMurafactoriDC  ftcooant,  20,616  82 

Balanoe  of  eleetrie  nuumfacturinc  aoooont,  44.428  04 

Intareft  ncmvtd, '32  05 

Rente 672  43 

Jobbinc. 2.498  43 

Other  items  of  income, 883  43 

IntereetlMid $7,384  12 

Dividends  declared 87.400  00 

Depreciation. 17.034  34 

Other  items. 2.1M  12 

Balance  June  30.  1917 139.746  67 

$203,758  25       $203,758  25 


WE8TB0R0UGH  GAS  AND  ELECTRIC  COBfPANY. 

(Marlborough  Electric  Company,  Lessee.) 

Absbts. 
Electric  plant: 

Lands $1,250  00 

BuUdings. 4.091  42 

Steam  plant 4.292  28 

Electric  plant. 13.465  07 

Overhead  lines 58.600  23 

Transformers, 6,611  32 

Meters 11.177  85 

Street  lamps  and  fixtures,       ....  518  00 

$100,096  17 

Other  assete: 

Cash. $1,610  79 

Sundry  aocounte  due  the  company.                   .  373  67 

Motors  on  hand. 430  71 

Office  furniture, 393  29 

Reserve  fund, 5.824  00 

Investmente  (real  estate) 1,778  10 

10.410  56 

Total  assets  as  per  books  of  the  company,     ....       $110,506  73 

LlABILXmBB. 

Capital  stock,  conmion, $36,500  00 

Bonds  issued 10.000  00 

Coupon  notes. 3.000  00 

Other  notes  payable, 3.000  00 

Interest  aocru^  but  not  due. 373  67 

Reserves. 912  50 

Amounte  due  from  the  company,  not  included  above,  .  39,885  02 

Total  liabilities  4s  per  books  of  the  company,  $93,671  19 

Profit  and  loss  balance, 16.835  54 

Total  credite. ^110,506  73 
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Pbofit  avd  Loss  Account. 

Dr.  Cr. 

BaUnoe  June  30,  1916 $16,721  61 

Interest  received, 943  93 

Rents,  from  Marlborough  Electric  Co.,  3,650  00 

From  Marlborough  Electric  Ck>.  for  depreciation,  3,000  00 

Interest  paid $830  00 

Dividends  declared, 3,660  00 

Depredation,   .  3,000  00 

Balance  June  30,  1917, 16,835  54 

$24,315  54         $24,315  54 


WEST  BOSTON  GAS  COMPANY. 

ASSBTS. 

Gas  plant: 

Lands,  $16,185  52 

Buildings, 38,984  33 

Machinery  and  equipment,     ....  105,760  58 

Mains 49,750  80 

$210,681  23 

Other  assets: 

Cash $3,072  58 

Due  for  gas,  9,949  51 

Sundry  accounts  due  the  company,  597  01 

Gas  coal  on  hand, 11,705  24 

Tar  on  hand, 330  04 

Enrichers  on  hand, 2,565  83 

Purifjring  materials  on  hand,  ....  442  35 

Other  gas  materials  on  hand,  940  09 

Reserve  fund 17,248  73 

46,851  38 

Total  assets  as  per  books  of  the  company $257,532  61 

LlABUilTIBS. 

Capital  stock,  oonmion, $175,000  00 

Notes  payable 62,500  00 

Unpaid  bills 7,584  49 

Interest  due  but  not  paid, 477  10 

Reserves,          . 2,248  73 

Amounts  due  from  the  company,  not  included  above,                   .  1,986  50 

Total  liabilities  as  per  books  of  the  company,                  .         .       $249,796  82 
Profit  and  loss  balance,      . 7,735  79 

Total  credits, $257,532  61 

Manttfacturino  Accottnt. 
Operating  expenses:  Dr.  Cr. 

At  works,      ....  $48,279  45 

For  distribution,    .         .  1,011  52 

Digitized  by  VjOOQ IC 


194a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Operatmg  ezpenses  —  Condttded. 

For  management,  $3,201  75 

taxes,     ....  3,601  67 

incidentals,  646  60 

Income  from  sale  of  gas, 

Residuals 

Balance  to  profit  and  loss,  .... 


Db.  Cr. 

$56,730  08 

$77,208  40 

164  68 

20,733  00    

$77,463  08         $77,463  08 


PBonr  Ain>  Loss  Accoumt. 

Db.  Cb. 

Balance  June  30,  1016, $6,116  82 

Balance  of  manufacturing  account,     .  20,733  00 

Interest  received, 13  53 

Amount  cash  from  reserve  fund,  15,000  00 

Interest  paid, $2,674  45 

Dividends  declared, 10,500  00 

Depreciation, 15,000  00 

Reserve  fund, 5,953  11 

Balance  June  30,  1017 7,735  70    

$41,863  35         $41,863  35 


WEYMOUTH  LIGHT  AND  POWER  COMPANY. 


Assets. 


Electric  plant: 
Lands  and  buildings. 
Steam  plant. 
Electric  plant. 
Overhead  lines, 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


$66,806  70 

144,460  08 

60,818  50 

308,281  73 

20,200  83 

22,085  20 

1,883  00 


Other  assets: 

Office  building $7,800  42 

Work  in  process 24,310  22 

Cash 10.847  72 

House  wiring,        ......  725  12 

Due  for  electricity, 25,806  63 

Sundry  accounts  due  the  company,  0,640  21 

Electric  fuel  on  hand, 8,072  20 

Motors 21,100  12 

Electric  tools  and  implements,                            .  3,510  55 

Other  electric  materials  and  supplies  on  hand,  .  20,428  05 

Stable  and  garage  equipment,  3,564  00 

Office  furniture, 2,774  54 

Reserve  fund, 10,860  00 

Prepaid  interest, 1,803  85 

Insurance, 1,314  01 

Prepaid  taxes, 45  15 


Total  assets  as  per  books  of  the  company. 


$625,454  04 


162,700  88 


$788,164  82 
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LZABILITIEB. 

Capital  stock,  ooznmon $300,000  00 

Notes  payable, 408,000  00 

Unpaid  bOls,    .         .         .    ' 26.075  53 

Deposits  by  oastomers 889  50 

Interest  accrued  but  not  due, 3,765  95 

Premium  realised  on  stock  issues 15,000  00 

Reserves, 505  83 

Amounts  due  from  the  company,  not  included  above,  .  5,768  60 

Total  liabilities  as  per  books  of  the  company,  $760,005  41 

Profit  and  loss  balance 28,159  41 

Total  credits, $788,164  82 


Operating  expenses: 
At  station,    . 
For  distribution,    , 
management, 
taxes,     . 
incidentals. 


MAmjWACTUBXSQ  ACCOUMT. 


$72,234  68 

9,064  11 

5,839  38 

11.967  47 

2.789  71 


Income  from  sale  of  electricity, 

-  other  sources, 
Balance  to  profit  and  loss, 


Db. 


$101,895  35 
52,712  55 


Cr. 


$153,904  37 
703  53 


$154,607  90       $154,607  90 


Pbofit  and  Loss  Agcount. 

Db.  Cb. 

Balance  June  30,  1916 $28,110  45 

Balance  of  manufacturing  account,     .  52.712  55 

Interest  received, 773  54 

Rents, 270  00 

Jobbing 882  78 

Other  items  of  income,  1,859  46 

Interest  paid,  .  $19,439  37 

Dividends  declared,  30,000  00 

Depreciation, 7,010  00 

Balance  June  30.  1917 28.159  41 

$84,608  78         $84,608  78 


WILLIAMSBURG. 
(SxB  Mill  Rivxb  Elbotbic  Lxqht  Company.) 
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WILLIAM8T0WN  GAS  CX>MPANY. 

Aaons. 
Gas  plant: 

Land $1,046  00 

Buildings 1.364  17 

Machinery  and  equipment,     ....  1,147  76 

Mains, 26,926  84 

Services 6,608  47 

Meters, 4,461  86 

Electric  plant: 

Overhead  lines, $22376  12 

Transformers, 4,606  21 

Meters 6,490  28 

Street  lamps  and  fixtures,       ....  2,643  24 


$39,632  60 


34,914  86 


Other  I 

Cash $2,021  46 

Due  for  gas 1,287  70 

Due  for  electricity, 2,768  81 

Sundty  accounts  due  the  company,  3,151  09 

Other  gas  materials  on  hand,  1,261  39 

Toob  and  implements, 384  65 

Other  electric  materials  and  supplies  on  hand,    .  1,131  32 

Stable  and  garage  equipment,  138  60 

Office  furniture 636  49 

Investments  (real  estate) 4,000  00 

16.661  41 

Total  assets  as  per  books  of  the  company $91,108  86 

LzABiLinxa. 

Capital  stock,  common, $40,000  00 

Notes  payable, 37,600  00 

Unpaid  bills 2.444  37 

DeiMsits  by  customers, 709  36 

Unpaid  dividends, 2,000  00 

Amounts  due  from  the  company,  not  included  above,  320  36 

Total  liabilities  as  per  books  of  the  company,                           .         $82,074  09 
Profit  and  loss  balance, 8,134  76 

Total  credits, $91,108  86 

Manufactubiko  Aocoxtmt. 


Operating  expenses  (gas) : 

Ds.                    Cb. 

At  works,     . 

$2  80 

For  gas  bought,     . 

6,799  20 

distribution,    . 

944  20 

management. 

2,239  63 

taxes,     . 

636  46 

incidentals,     . 

68  24 

$10,689  62 

• 
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Operating  expenses  (electric) :  Db.  Cb. 

For  current  bought,  $6,877  84 

distribution,   .  2,097  70 

management,  3,676  65 

taxes 1,271  00 

incidentals,     ...  294  07 


$14,217  26 


Income  from  sale  of  gas, $11,667  62 

sale  of  electricity,  ....  26,203  61 

Balance  to  profit  and  loss: 

Gas, 878  10 

Electric 11,986  35 


$37,771  23         $87,771  23 

pBorzT  AND  Lobs  Account. 

Db.  Cb. 

Balance  June  30. 1916, $7,094  27 

Balance  of  gas  manufacturing  account,  878  10 

Balance  of  electric  manufacturing  account,  11,986  35 

Interest  received, 7  35 

Rents, 125  00 

Jobbing, 100  19 

Other  items  of  income, 6  38 

Interest  paid $2,187  81 

Dividends  declared, 6,800  00 

Depreciation, 2,740  48 

Other  items, 334  64 

Balance  June  30, 1917 8,134  76 


$20,197  64         $20,197  64 


WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assam, 
Electric  plant: 

Lands  and  reservoirs, $118,210  25 

Buildings 5,550  81 

Dams  an4  canals, 62,876  74 

Electric  plant, 17,681  49 

Hydraulic  plant  equipment,    ....  30,244  66 

Overhead  lines, 36,377  13 

Transformers, 5,845  32 

Meters, 5.416  53 

$282,202  93 

Other  assets: 

House  wiring $296  50 

Cash 40,808  02 

Due  for  electricity, 7,266  84 

Sundry  accounts  due  the  comiwny,  6,952  48 

Motors 2,346  84 

Electric  tools  and  implements,         .         .         .  791  17 

Other  electric  materials  and  supplies  on  hand,    .  4,208  75 

Stable  and  garage  equipment,  504  08 
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Other  assets  —  Concluded. 

Reserve  fund $3,140  11 

Interest  prepaid,    ......  60  00 

Insurance 203  70 

Taxes  prepaid,       ......  12  05 


$68,697  42 


Total  assets  as  per  books  of  tlie  company,     ....  $360,900  35 

LlABILimS. 

Capital  stock,  common $227,000  00 

Notes  payable, 80.000  00 

Unpaid  bills, 4.686  97 

Interest  accrued  but  not  due 1,212  63 

Reserves,                                     6,026  66 

Amounts  due  from  the  company,  not  included  above,  .  1,175  37 


Total  liabilities  as  per  books  of  the  company. 

$320,101  63 

Profit  and  loss  balance,     . 

•         •         •         p 

*         " 

30,798  72 

Total  credits,     • 

$350,900  35 

Mantttactubinq  Account. 

Operating  expenses: 

Dr. 

Cb. 

At  station,    .... 

$2,525  25 

For  current  bought. 

10,239  29 

distribution,    . 

1,890  19 

management, 

2.993  55 

taxes.     .... 

1,721  80 

incidentals,     . 

595  96 

$19,966  04 

Income  from  sale  of  electricity,  . 

. 

$41,861  08 

other  sources, 

.         .         ■ 

125  08 

Balance  to  profit  and  loss. 

. 

22,020  12 

$41,986  16         $41,986  16 
Pbofit  and  Lobs  Account. 


Balance  June  30,  1916. 

Balance  of  manufacturing  account. 

Interest  received. 

Jobbing,  .... 

Other  items  of  income. 

Interest  paid,  .... 

Dividends  declared,  . 

Reserve  fimd,  .... 

Depreciation.  .... 

Reserve  for  dividend. 

Other  items,     .... 

Balance  June  30,  1917, 


Db. 

Cb. 

$89,303  94 

22.020  12 

681  29 

2,513  91 

3.526  98 

$10,931  94 

4.780  00 

3,000  00 

63,140  11 

3.026  66 

2.368  81 

30,798  72 

$U8.04«,^yQtl8,04e  24 
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WOBURN  GAS  LIGHT  COMPANY. 

AfiSETS. 

Gas  plant: 

Lands $4,400  00 

Buildings, 9,900  00 

Machinery,  equipment  and  holders,  28,750  00 

Mains  and  services, 46,000  28 

Meters, 6,800  00 

Other  assets: 

Cash, $170  28 

Due  for  gas, 3,519  25 

Sundry  accounts  due  the  company,  823  70 

Gas  coal  oA  hand, 3,733  80 

Coke  on  hand, 200  00 

Tar  on  hand 325  00 

Enrichers  on  hand, '  188  60 

Purifying  materials  on  hand,  ....  50  00 

Stoves  on  hand, 250  00 

Gas  fixtures  on  hand, 50  00 

Gas  tools  and  implements,      ....  100  00 

Office  furniture, 50  00 


$94,850  28 


Total  assets  as  per  books  of  the  company. 


9,460  72 
$104,311  00 


LlABILinSB. 

Capital  stock,  common, $45,100  00 

Notes  payable, 13,000  00 

Deposits  by  customers,      ........  361  00 

Reserves 750  00 

Total  liabilities  as  per  books  of  the  company,  $59,211  00 

Profit  and  loss  balance, 45,100  00 

Total  credits, $104,311  00 


Manxtfactubing  Account. 


Operating  expenses: 

Db. 

Cb. 

At  works,     .         .         .         . 

$19,835  60 

For  distribution,    . 

2.010  52 

tr>n.Tifty»fnf<Tit, 

4,078  56 

taxes 

1,943  36 

incidentals,     . 

802  23 

$28,670  27 

Income  from  sale  of  gas,    . 

. 

$27,743  99 

residuals. 

■         •         • 

6,829  54 

other  sources. 

. 

177  55 

. 

6,080  81 

$34,751  08      |-$34,761  98 
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pBonr  AifD  Lo06  Accoumt. 

Balance  June  30, 1916,      .... 
Balance  of  manufacturing  account,     . 

Jobbing, 

Interest  i>aid, 

Dividends  declared 

Depreciation, 

Reserve  fund, 

Balance  June  30,  1017 


Dm. 

Cb. 

$46,100  00 

6.060  81 

146  66 

$463  84 

4.069  00 

904  63 

760  00 

46,100  00 

$61,327  47         $61,327  47 


WORCESTER  COUNTY  GAS  COMPANY. 

AaasTB. 
Gas  plant: 

Lands $4,832  60 

Buildings 19.831  64 

Machinery  and  equipment,     ....  31,781  46 

Holders 11.243  00 

Mains, 202,606  98 

Services. 43,136  66 

Meters, 18,937  36 

$332,268  49 

Other  assets:  * 

Office  building $3,621  91 

Gas  arc  lamps, 147  80 

Cash 160  00 

Due  for  gas 4.120  86 

Sundry  accounts  due  the  company.  2,203  22 

Gas  coal  on  hand. 2.399  74 

Coke  on  hand 768  40 

Enrichers  on  hand. 894  96 

Other  gas  materials  on  hand,  10,827  34 

Gas  tools  and  implements,      ....  808  42 

Stable  and  garage  equipment,  373  00 

Office  furniture 930  62 

27.236  17 

Total  assets  as  per  books  of  the  company,     ....       $369,604  66 
Profit  and  loss  balance 37,269  06 

Total  debits $396,763  72 

LlABILPriEB. 

Capital  stock,  conmion $286,000  00 

Notes  payable, 63,824  00 

Unpaid  biUs 26.440  96 

Deposits  by  customers,      ........  900  00 

Amounts  due  from  the  company,  not  included  above,  .         .         .  21,698  77 


Total  liabilities  as  per  books  of  the  company. 
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MAKOTAonmnro  Account. 


$9,128  71 

12,789  60 

5,916  09 

5,539  89 

3.663  00 

670  54 

8 

,                           ,                        m                        ,                        , 

Operating  expenses: 
At  works,     . 
For  gas  bought,     . 

distribution,   . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas, 

other  sources. 
Balance  to  profit  and  loss. 


PBonr  AND  Loss  Accottmt. 

Balance  June  30.  1916.      .... 
Balance  of  manufacturing  accoimt,     . 

Jobbing. 

Other  items  of  income.      .... 

Interest  paid. 

Depreciation,  .         . 

Other  items, 

Balance  June  30,  1916,      .... 


Db. 


Cb. 


$37,707  83 

$38,363  34 

14  60 

670  11 

$38,377  94 

$38,377  94 

Db. 

Cb. 

$32,465  70 

$670  11 

598  85 

46  03 

5,564  45 

191  28 

352  62 

37,259  06 

$38,574  05 

$38,574  05 

WORCESTER  ELECTRIC  LIGHT  COMPANY. 


Assets. 


Electric  plant: 
Lands,  .         .         .         .         . 

Buildings,     ..... 

Leicester  plant,     .... 

Steam  plant,  .... 

Electric  plant,       .... 

Overhead  lines,     .... 

Underground  conduits,  . 
Underground  wires  and  cables. 
Transformers,        .         .         .         . 

Meters.         .         .         .         .         . 

Street  lamps  and  fixtures. 

Other  assets: 
Office  building,      .         .         .         . 

Cash, 

Due  for  electricity. 

Sundry  accoimts  due  the  company, 

EUectric  fuel  on  hand,    . 

Motors  on  hand,   .... 

EUectric  fixtures  on  hand. 

Electric  tools  and  implements, 


$216,233  72 

395,001  36 

23.821  97 

555,253  54 

277,428  37 

220.985  08 

669,816  28 

578.685  82 

80.706  42 

71.590  38 

36.328  43 


$3,125,851  37 


$50,000  00 
10,487  45 
97,684  05 
78,443  95 
75,604  19 
17.099  08 
1,871  93 
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Other  ftflsets  —  Concluded. 

Other  eleetric  materials  and  rapplses  on  handy  .  $151,380  18 

Stable  and  sarage  equipment,  13,395  79 

Office  fnmitare, 5,126  38 

Investments  (securities),        ....  21,868  00 


$526,092  37 


Total  assets  as  per  books  of  the  company,     ....  $3,652,543  74 

LiABiLinza. 

Capital  stock,  common, $1,600,000  00 

Unpaid  bills 254.963  70 

Deposits  by  customers, 9,309  25 

Premium  realised  on  stock  issues, 1,090,000  00 


Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$2,954,272  95 
698,270  79 


Total  credits, $3,652,543  74 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals,     . 


MAMXrrAGTUBINO  ACCOUMT. 


$372,590  42 

56,981  42 

142,827  92 

103,485  81 

89,942  18 

24,833  32 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss. 


Db. 


Cb. 


$790,661  07 


$1,314,115  82 
29,164  99 


552,619  74 


$1,343,280  81    $1,343,280  81 


Pbofit  and  Loss  Accoxmr. 


Db. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents 

Jobbing, 

Interest  paid, $847  69 

Dividends  declared, 186,000  00 

Depreciation 227,535  21 

Other  items, 19,509  80 

Balance  June  30,  1917 698,270  79 


Cb. 

$550,982  91 

552.619  74 

7.922  00 

1352  92 

19,285  92 


$1,132,163  49    $1,132,163  49 
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WORCESTER  GAS  LIGHT  COMPANY. 

ASBETB. 

Gas  plant: 

Lands  and  buildings, $1,817,439  16 

Machinezy  and  equipment,    ....  824,729  69 

Holders 642,116  07 

Mains 397,667  68 

Meters, 126,026  97 

'Other  assets: 

Office  building, $46,000  00 

Cash, 21.871  88 

Due  for  gas,          .   ' 76,661  97 

Sundry  accounts  due  the  company,  32,900  98 

Gas  coal  on  hand,           .    ^    .  40,297  24 

Coke  on  hand, 17,160  00 

Tar  on  hand 1,660  37 

Eniichers  on  hand, 20,982  46 

Purifying  materials  on  hand,  ....  1,184  61 

Other  gas  materials  on  hand,  47,642  61 

Stoves  on  hand 26,822  86 

Gas  fixtures  on  hand, 20.999  16 

Stable  and  garage  equipment,  16,879  29 

Office  furniture, 6,649  37 

Depreciation  fund 16,846  78 


Total  assets  as  per  books  of  the  company. 


$3,807,979  46 


390,168  36 
$4,198,137  81 


LlABILinXB. 

Capital  stock,  common, $1,400,000  00 

Coupon  notes, 1,000,000  00 

Other  notes  payable 600,000  00 

Unpaid  bills 42,753  16 

Deposits  by  customers, 87,729  42 

Unpaid  dividends, 14,000  00 

Interest  accrued  but  not  due,     .......  14,077  62 

Premium  realised  on  stock  issues, 860,000  00 

Reserves.          .' 11,940  09 

Amounts  due  from  the  company,  not  included  above,  .  16.080  39 

Total  liabilities  as  per  books  of  the  company,                           .  $4,036,680  58 

Profit  and  loss  balance 162,567  23 

Total  credits, $4,198,137  81 


Operating  expenses: 
At  works,     . 
For  distribution,    . 

management, 

taxes,     . 

incidentals. 


Manttfactubino  Account. 


$672,964  44 
74,873  91 
60,604  86 
64,962  42 
13,674  68 


Dr. 


Cb. 


$776,980  JJ  by  Google 
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Income  from  sale  of  SM,    . 

residiialB, 
Balance  to  profit  and  Iom, 


Pbout  and  Lo06  Acooumt. 

Balance  June  30, 1916 

Balance  of  manufacturing  account,     . 

Interest  received, 

Rents,     . 

Inteieet  eharged  to  new  oooatruetiQn, 

Interest  paid $60,629  25 

Dividends  declared. 112JD00  00 

Other  items, 0,298  52 

Balance  June  30,  1917 162.557  23 


Dr. 

Cb.  , 

$820,811  73 

101,314  99 

$145,146  41 

$922,126  72 

$922,126  72 

rKT. 

Db. 

Cb. 

$165,848  17 

145.146  41 

580  48 

998  04. 

37.811  90 

$350,385  00       $350,385  00 


WORCESTER  SUBURBAN  ELECTRIC  COMPANY. 

AaaBTB. 

Electric  plant: 

Lands  and  buildings, $89,800  70 

Steam  plant 103.675  48 

Electric  plant, 126.265  24 

Overhead  lines, 490.468  14 

Transformers, 56.559  98 

Meters, 43.771  83 

$910,541  37 

Other  assets: 

House  wiring, $3,039  97 

Cash 54.331  34 

Notes  receivable. 76  99 

Due  for  electricity, 14,441  31 

Sundry  accounts  due  the  company,  20,843  82 

Motors, 5,161  78 

Electric  tools  and  implements,  1.743  45 

Other  electric  materials  and  supplies  on  hand,  .  17,586  79 

Stable  and  garage  equipment,  2,265  22 

Office  furniture 4.215  55 

Reserve  fund, 153,252  15 

Insurance,  interest  and  taxes  prepaid.     .  4,360  64 

Power  agreement. 15.000  00 


296.319  01 


Total  assets  as  per  books  of  the  company,     ....  $1,206,860  38 

Liabilitibs. 

Capital  stock,  common, $800,000  00 

Notes  payable 270,000  00 

Unpaid  bills. 14,194  34 

Deposits  by  customers, 
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Unpaid  dividends, 

Interest  accrued  but  not  due,     . 
Premium  realised  on  stock  issues. 

Reserves, 

Amounts  due  from  the  company,  not  included  above. 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$20,000  00 

1,803  73 

60,000  00 

28,067  01 

9,192  55 

$1,188,681  47 
18,178  91 


Total  credits $1,206,860 


Operating  expenses: 
For  current  bought, 
distribution,   . 
management, 
taxes,     . 
incidentals,     . 


Mantttactubing  Account. 


$100,953  4$ 

16,921  62 

6,690  16 

21,982  05 

2,672  01 


Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss. 


Db. 


$149,119  29 


151,999  68 


Cb. 


$231,038  93 
70,080  04 


$301,118  97       $301,118  97 


Pbofit  and  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  accoimt. 

Interest  received, 

Rents, 

Jobbing,  .... 

From  special  reserve  for  dividends, 
Interest  paid,  .... 
Dividends  declared, . 
Depreciation,  .... 
Amount  carried  to  special  reserve. 
Other  items,     .... 
Balance  June  30,  1917,      . 


Db. 


$12,161  51 
96,000  00 
38,093  28 
11,459  81 
19,448  24 
18,178  91 


Cb. 

$17,647  05 

151,999  68 

7.645  54 

20  00 

2,029  48 

16,000  OO 


$195,341  75   $195,341  75 
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APPENDIX  C— WATER  COMPANIES. 


Balance  Sheets,  Operating  and  Profit  and  Loss  Accounts 
TO  June  30,  1917. 

[From  the  returns  made,  as  corrected  by  the  Board.] 


AMHERST  WATER  COMPANY. 


Absets. 
Watersheds,  reservoirs,  real  estate,  mains,  . 
Pumpinc  engines  and  auxiliaries, 

Meters, 

Distribution  tools  and  supplies. 
Other  materials  and  supplies,     . 

Cash  on  hand, 

Accounts  receivable  for  water,   . 
Other  accounts  receivable, 


Total  assets  as  per  books  of  the  company, 


$212,009  93 

800  00 

17,ft36  56 

429  45 

1.085  44 

4  19 

1.217  94 

20  00 

$233,203  51 

LlABILITIBB. 

Capital  stock,  common, $150,000  00 


Notes  payable. 

Interest  accrued  hurt  not  due. 


Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance, 


47,100  00 
572  30 

$197,672  30 
35.531  21 


Opsbatino  Accoxtnt. 


Operating  expenses : 

Supply, 

Distribution, 

Management, 

Taxes. 

Incidentals.  . 
Income  from  sale  of  water, 

municipal  income, 
Balance  to  profit  and  loss. 


$233,203  51 

Dr. 

Cr. 

S455  23 

602  93 

3.926  90 

4,203  86 

242  13 

$22,806  70 

3.516  74 

16,992  45 

$26,323  50 

$26,323  50 

Digitized  by 

Google 

1918.] 


PUBLIC  DOCUMENT  — No.  35. 


207  a 


Pbofit  akd  Loss  Account. 


Balance  June  30,  1916, 
Balance  of  operating  accoujitt    . 
Interest  received, 

Rents, 

Other  items  of  income, 
Interest  paid,  .... 
Depreciation,  .... 
Dividends  declared,  . 
Balance  June  30,  1017, 


Db. 

Cb. 

$35,633  60 

16,992  45 

2  00 

50  75 

10  96 

$2,168  55 

3,000  00 

12;000  00 

35,531  21 

$52,689  76         $52,689  76 


ASHFIELD  WATER  COMPANY. 


Assets. 


Reservoirs, 

Mains,     .... 

Cash  on  hand. 

Other  accounts  receivable. 


Total  assets  as  per  books  of  the  company, 


Liabilities. 


Capital  stock,  common,     ..... 
Total  liabilities  as  per  books  of  the  company. 


Opebatino  Accoxtnt. 
Operating  expenses: 
Distribution, 
Management, 

Taxes,  .... 

Income  from  sale  of  water, 

municipal  income. 
Balance  to  profit  and  loss. 


Pbofit  and  Lobs  Accoxtnt. 


Balance  June  30,  1916, 
Balance  of  operating  account. 
Other  items  of  income, 


$4,900  00 

9,127  71 

241  66 

1,330  63 


. 

$15,600  00 

. 

$15,600  00 

. 

$15,600  00 

Db. 

Cb. 

S32  00 

71  84 

180  80 

$765  63 

260  00 

740  99 

S1.025  63 

$1,025  63 

fNT. 

Db. 

Cb. 

$6,168  70 

$740  99 

5,427  71 

$6,168  70 


$6,168  70 
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A8PINWALL  WATER  COMPANY. 
(Lanoz.) 

Absbtb. 

$300  00 

BuildingB, 9J00  00 

Total  assets  as  per  books  of  the  comi»any,     ....         $10,000  00 

LXABIUTIBS. 

Capital  stock,  common, $10,000  00 

Total  liabilities  as  per  books  of  the  company,  $10,000  00 

OpSBATINO  ACCOTJIIT. 

Operating  expenses:  Dr.  Cb. 

Pumping, $3,263  64 

Taxes 204  40 

Income  from  sale  of  water $3,467  04 

$3,467  94  $3,467  94 


BARNSTABLE  WATER  COBiPANY. 

Absbtb. 

Watersheds $6,126  00 

Wells, 7,235  46 

Water  supply  rights, 7,600  00 

Buildings, 6.603  64 

Pumps. 3.443  86 

Internal  combustion  engines  and  auxiliaries,         ....  6,901  16 

Station  piping 300  00 

Other  station  equipment 2.472  68 

Mains 102,738  36 

Water  towers 10,691  24 

Services 7,678  38 

Hydrants 3,698  86 

Meters 300  00 

Fuel  on  hand, 301  62 

Station  tools  and  supplies, 460  61 

Other  materials  and  supplies, 1,178  49 

Cash  on  hand, 1.866  62 

Accounts  receivable  for  water, 1,473  10 

Other  accounts  receivable, 3,936  23 

Total  assets  as  per  books  of  the  company $173,806  00 

Digitized  by  VjOOQ IC 


1918.] 


PUBLIC  DOCUMENT  — No.  35. 


209  o 


LZABILmBS. 

Capital  Btook,  common, $75,000  00 

BondB  outstanding, 75,000  00 

Notes  payable, 12,700  00 

Accounts  payable, 691  43 

Interest  due  but  not  paid, 436  50 

Interest  accrued  but  not  due 937  50 

Other  liabiUties, 5,015  40 

Total  liabilitiee  as  per  books  of  the  company,         .         .         .  9169,780  83 

Profit  and  loss  balance, 4,024  17 


$173,805  00 

Opbbatino  Account. 

Operating  expenses:                                                                 Dr. 

Cr. 

Supply 9393  71 

Pumping, 

2,009  29 

Distribution, 

88  06 

Management, 

906  30 

Taxes, 

1.196  87 

Incidentals, 

505  95 

Income  from  sale  of  water 

$9,757  33 

municipal  income, 

2,402  50 

Balance  to  profit  and  loss. 

7,059  65 

$12,159  83 

$12,159  83 

PBOFIT  AMD  Loss  ACC0U29T. 

Db. 

Cb. 

Balance  June  30, 1916 

$4,161  29 

Balance  of  operating  account,    .... 

7,059  65 

Other  items  of  income, 

410  47 

Interest  paid,  .         .                                     .         .             $4,512  58 

Reserve  account  for  depreciation,      .                                 3,000  00 

Other  items, 94  66 

Balance  Jiyie  30, 1917, 

4,024  17 

$11,631  41 

$11,631  41 

BERKSHIRE  WATER  COMPANY. 

(Lee.) 

Asavrs. 

Reservoirs, $20,000  00 

Mains, 47.190  00 

Hydrants 2,450  00 

Office  furniture  and  equipment, 60  00 

Stable  and  garage  equipment, 200  00 

Other  materials  and  supplies, 2,399  52 

Cash  on  hand, 3,201  85 

Accotmts  receivable  for  water, 2,113  61 

Other  accounts  receivable, 63  45 


Total  assets  as  per  books  of  the  cqmpany. 
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LUBIUTOS. 


Capital  itock,  oommon,     . 

• 

$20,000  00 

Boada  outatandtnc 

20,000  00 

Notea  payable, 

31,420  00 

Intereat  due  but  not  paid, 

10  00 

Total  liabilitiee  aa  per  booka  of  the  company. 

$71,430  00 

Profit  and  loBB  balance, 

• 

6,248  43 
$77,678  43 

Operating  ezpenaes: 

Db. 

Cr. 

Supply 

SI  33 

Distribution, 

318  81 

Management, 

2,058  81 

Taxes,           .... 

490  43 

Incidentals,  .... 

906  75 

Income  from  sale  of  water. 

$8,750  59 

municipal  income, 

987  00 

other  sources. 

110  77 

Balance  to  profit  and  loss. 

6.072  23 
S9,848  36 

• 

$9,848  36 

Pbofit  AMD  Loaa  AcconHT 

Dr. 

Cb. 

Balance  June  30,  1916, 

$7,598  39 

Balance  of  operating  account,    . 

6,072  23 

Interest  paid,  .... 

$2,722  19 

Depreciation,  .... 

1,200  00 

Other  items,    .... 

3.500  00 
6,248  43 

$13,670  62 

Balance  June  30,  1917,       . 

$13,670  62 

BRANT  ROCK  WATER  COMPANY. 

AaasTB. 

Land  and  buildings, $2,400  00 

Pumps, 900  00 

Internal  combustion  engines  and  auxiliaries,        ....  1,300  00 

Station  piping, 250  00 

Other  station  ecjuipment, 500  00 

Mains, 10,945  00 

Services 100  00 

Accounts  receivable  for  water, 1,636  00 

Total  assets  aa  per  books  of  the  company,    ....  $18,031  00 

LlABlUTIBB. 

Capital  stock,  common $5,000  00 

Accounta  payable, 10,595  00 

Intereat  due  but  not  paid, 635  70 

Other  liabilities, 519  68 

Total  liabilities  as  per  books  of  the  company,  $16,750  38 

Profit  and  loss  balance,     .                                                                .  1,280  62 

r^.  $18,031  00 
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Opbbatino  Aoooumt. 

Operating  expenses: 

Db. 

Cr. 

Pumping, 

•2.116  77 

Distribution, 

388  30 

Management, 

1,291  50 

Taxes,           .... 

162  92 

Incidentals 

370  01 

Income  from  ^ale  of  water, 

$4,815  66 

municipal  income, 

46  00 

633  16 

•4,861  66 

$4,861  66 

Pbout  and  Loflfl  Account. 

Db. 

Cb. 

Balance  June  30.  1916, 

$1,383  16 

Balance  of  operating  account,    .... 

533  16 

Interest  paid 

$635  70 

Balance  June  30, 1917 

1,280  62 
$1,916  32 

$1,916  32 

BRIDGEWATBRS  WATER  COMPANY. 

AaSBTB. 

Land  and  buildings,           .                           $24,009  53 

Boilers  and   auxiliaries,   pumping  engines  and  auxiliaries  and 

pumps, 21,729  69 

Mains,  water  towers,  services,  hydrants,  other  supply  devices  and 

meters 180.896  35 

Cash  on  hand 1,553  25 


Total 


as  per  books  of  the  company, 


$228,187  82 


LlABILITXES. 

Capital  stock,  conmion $100,000  00 


Bonds  outstanding. 
Notes  payable. 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


75,000  00 
21.000  00 

$196,000  00 
32,187  82 


Opbbatino  Agcoxtnt. 


Operating  expenses: 

Pumping, 

Distribution, 

Management, 

Taxes, 

Incidentals.  . 
Income  from  sale  of  water, 

mimicipal  income, 
Balance  to  profit  and  loss. 


$228,187  82 

Db. 

Cb. 

$3,320  35 

469  46 

4,120  99 

1,666  06 

101  32 

$20,691  26 

1.600  00 

12,414  08 

$22,091  26 
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Pbofit  and  Lo6b  Account. 


Balance  June  30»  1916, 

Balance  of  operating  account, 

Interest  received, 

Rents,     .... 

Other  items  of  income, 

Interest  paid,  . 

Balance  June  30,  1917, 


Db. 

Cb. 

$24,263  12 

12,414  08 

25  48 

28  00 

301  31 

$4,844  17 

32.187  82 

$37,081  99 

$37,031  99 

CHESHIRE  WATER  COMPANY. 

ASABTB. 


Reservoirs  and  pipe  lines. 

Cash  on  hand. 

Accounts  receivable  for  water. 


Total  assets  as  per  books  of  the  company, 


$14,009  19 

1,471  18 

191  00 

$15,671  37 


LlABIUTIBB. 


Capital  stock,  common. 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$15,000  00 

$15,000  00 
671  37 


Operating  expenses: 

Distribution, 

Management, 

Taxes, 
Income  from  sale  of  water. 
Balance  to  profit  and  loss, 


Opebatino  Account. 


$15,671  37 

Db. 

Cb. 

$302  87 

169  11 

279  41 

$2,451  40 

1,700  01 

$2,451  40  $2,451  40 


Pbout  and  Lobb  Account. 


Balance  June  30.  1916, 
Balance  of  operating  account. 
Dividends  declared, 
Balance  June  30.  1917, 


Db. 

Cb. 

$771  36 

1,700  01 

$1,800  00 

671  37 

$2,471  37  $2,471  37 


COHASSET  WATER  COMPANY. 

Absbts. 

Land  and  buildings, $89,072  31 

Boilers,  auxiliaries  and  other  plant  items,   .....  92,955  46 

Other  equipment, ^    1,223t68 
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Other  materials  and  supplies. 

$1,086  60 

Cash  on  hand, 

.         .         .         • 

5,810  21 

Other  accounts  receivable, 

:  :  :  : 

224  68 

Total  assets  as  per  books  of  the  company, 

$190,372  94 

LlABIUTIES. 

Capital  stock,  common,     .... 

$80,400  00 

Capital  stock,  preferred 

. 

19.600  00 

Bonds  outstanding, 

.        .        .        . 

80,000  00 

Plremiums  realised  on  capital  stock  issued,  . 

,       .        .        . 

378  00 

Total  liabilities  as  per  books  of  the  company 

$180,378  00 

*        ■        • 

9,994  94 

$190,372  94 

OpESATiNa  Account. 

Operating  expenses: 

Dr. 

1         Cr. 

Supply 

$352  47 

Pumping, 

4.333  64 

Distribution, 

504  04 

Management, 

3.209  40 

Taxes, 

1.991  85 

Incidentals,  . 

900  23 

Income  from  sale  of  water 

$14,882  53 

municipal  income, 

4.250  00 

other  sources. 

224  08 

Balance  to  profit  and  loss, 

8.064  98 

« 

119.356  61 

$19,356  61 

Pbofit  and  Loss  Ac 

COUNT. 

Db. 

Cr. 

Balance  June  30, 1016 

$10,817  13 

Balance  of  operating  account,    .... 

8,064  98 

Interest  received. 

140  06 

Rents, 

95  00 

Interest  paid,  .         .       ' 

$4,122  23 

Dividends  declared, 

6,000  00 

Balance  June  30,  1917 

9,994  94 

$19,117  17 

$19,117  17 

COTTAGE  CITY  WATER  COMPANY. 
Assets. 

Watersheds,  wells,  reservoirs  and  other  plant  items,     .         .  $220,651  67 

Fuel  on  hand 3,034  51 

Station  tools  and  supplies, 193  48 

Distribution  tools  and  supplies,           ......  608  42 

Other  materials  and  supplies,                                  .         .         .         .  1.856  76 

Cash  on  hand,           .........  1.958  08 

Accounts  receivable  for  water,    .......  276  89 

Other  accounts  receivable,          .......  8  94 

Total  assets  as  per  books  of  the  company,     ....  $^8,588  75 
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Liabilities. 

Capital  stock,  common, 1100,000  00 

Bonds  outstanding, 90,000  00 

Notes  payable, 12,000  00 

Accounts  payable, 4,116  97 

Deposits  from  consumers,  45  00 

Depreciation  reserve, 11,791  26 

Other  liabiUties 688  00 

Total  liabilities  as  per  books  of  the  company,  $218,641  23 

Profit  and  loss  balance, 9,947  52 


$228,588  75 

Ofbbatino  AccoTmr. 

Operating  expenses:                                                                 Dr. 

Cb, 

Supply $39  66 

Pumping, 

3,131  35 

Distribution, 

336  43 

Management, 

3,769  34 

Taxes, 

2,420  50 

Incidentals,  . 

151  83 

Income  from  sale  of  water, 

$19,788  09 

municipal  income, 

2.485  00 

Balance  to  profit  and  loss, 

12.433  98 

$22,273  09 

$22,273  09 

Pbofit  akd  Lobb  Account. 

Db, 

Cb. 

Balance  June  90,  1916, 

$8,794  99 

Balance  of  operating  account, 

12,433  9S 

Jobbing,           .... 

400  50 

Other  items  of  income,     . 

23  40 

Interest  paid,  .... 

$5,205  35 

Depreciation,  .... 

1.500  00 

Dividends  declared,  . 

5.000  00 

Balance  June  30,  1917.      . 

9.947  52 

$21,652  87 

$21,652  87 

dedham  water  company. 

AaasTS. 

WeUa $12,868  08 

Water  supply  rights, 17,542  50 

Land 7.300  50 

BuUdings 12.343  11 

Boilers  and  auxiliaries,  pmnping  engines  and  auxiliaries  and  pumps,  40,660  1^ 
Mains,  water  towers,  services,  hydrants,  other  supply  devices  and 

meters, 349.560  42 

Cash  on  hand, 15.304  34 

Accounts  receivable  for  water, 8,375  14 


Total  assets  as  per  books  of  the  company, 
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LXABIUTIBB. 

Capital  stock,  commoD, $200,000  00 

Bonds  outatanding,  .* 113,000  00 

Interest  accrued  but  not  due,     .                   .         .         .         .  941  67 

Dividends  voted  but  not  paid, 6,000  00 

Total  liabilities  as  per  books  of  the  company,                           .  $319,041  67 

Profit  and  loss  balance 144,012  54 


Opsratino  Account. 
Operating  expenses: 
Supply, 
Pumping, 
Distribution, 
Management, 
Taxes, 

Incidentals,  . 
Income  from  sale  of  water, 

municipal  income, 
other  sources. 
Balance  to  profit  and  loss. 


Db. 

$471  69 
9,115  40 
6,117  08 
7,742  60 
5,370  14 
1,916  15 


26.060  80 


$468,954  21 
Cb. 


$48,750  64 

6,958  40 

84  82 


$55,793  86         $55,793  86 


Pbofii^akd  Lobb  AcCOtTNT. 

Balanoe  June  30, 1916, 

Balance  of  operating  account,    .... 
Interest  received,      ...... 

Interest  paid, 

Dividends  declared,  . 

Balance  June  30,  1917, 


Db. 


$5,950  00 

12,000  00 

144,012  54 


Cb. 
$135,570  57 
26,060  80 
331  17 


$161,962  54       $161,962  54 


EAST  MOUNTAIN  WATER  COMPANY. 

(West  Stockbridge.) 

Abbbtb. 

Watersheds, $200  00 

Reservoirs !         .         .         .         .  100  00 

Water  supply  rights 250  00 

Mains 1.850  00 

Services,           ..........  5  00 

Meters 178  22 

Distribution  tools  and  supplies, 4  25 

Cash  on  hand, 186  44 

Accounts  receivable  for  water, 151  34 

Total  assets  as  per  books  of  the  company,     ....  $2,925  25 

Profit  and  loss  balance, 1.074  75 

$4,000  00 
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LiABZLrnKs. 
Cftpital  stock,  oommon, 

Total  liabilities  as  per  booki  of  the  company, 

Ofematinq  Account. 

Operating  expenfles:  Db. 

Management. $49  71 

Taxes, 70  09 

Income  from  sale  of  water,         .... 

Balance  to  profit  and  loss,          ....  420  21 

$540  01 
pBonr  AMD  Loea  Aocoitmt. 

Db. 

Balance  June  30, 1916 $1,264  96 

Balance  of  operatinc  account,    .... 

Dividends  deelazed, 240  00 

Balance  June  80, 1917, 

_________  $1,494  96 


$4,000  GO 
$4,000  00 


Cb. 


$540  01 


$540  01 
Cb. 

$420  21 
1.074  75 


$1,494  96 


EDGARTOWN  WATER  COMPANY. 

AB6BT8. 

Land,  buildings,  boilers  and  other  plant  items,   ., 


Hydnnts, 

Station  tools  and  suppUes. 

Cash  on  hand. 

Accounts  receivable  for  water. 


Total  assets  as  per  books  of  the  company, 


$72,438  02 

5,532  41 

2,244  05 

100  00 

70  00 

800  00 

$80,679  48 


LXABILinSfi. 


Capital  stock,  common, 

Bonds  outstanding, 

Notes  payable, 

Accounts  payable. 

Interest  accrued  but  not  due,     .... 

Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance,     ..... 


Opebatino  Account. 


Operating  expenses: 

Pumping, 

Distribution, 

Management 

Taxes, 

Inoidentalfl.  . 
Income  from  sale  of  water, 

municipal  income, 
Balance  to  profit  and  loss. 


Dr. 
$433  52 

196  35 
1,535  36 

845  24 

225  14 


4.892  46 


$32,500  00 

32.500  00 

5.200  00 

800  00 

744  79 

$71,244  79 
9.434  69 

$80,679  48 
Cb. 


$6,370  47 
1,756  60 


S8,127  07  $8,127  07 
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Profit  and  Loss  Account. 

Balance  June  30,  1916,      . 

Balance  operating, 

Interest  paid, 

Dividends  declared,  .... 

Amount  to  balance  account,  ^    . 

Balance  June  30,  1917,      .... 


.      Dr. 

Cr.. 

. 

$8,376  19 

4,892  46 

$1,846  21 

1.960  00 

37  76 

9,434  69 

113,268  66 

$13,268  66 

FAIRHAVEN  WATER  COMPANY. 


Assets. 


Watersheds 

Wells 

Land,      

Buildings,         .... 
Boilers  and  auxiliaries. 
Pumping  engines  and  auxiliaries. 

Pumps, 

Mains,    ..... 

Water  towers, .... 

Services,  .... 

Hydrants,         .... 

Other  supply  devices. 

Other  materials  and  supplies,     . 

Cash  on  hand. 

Accounts  receivable  for  water,   . 


Total  assets  as  i>er  books  of  the  company, 

LlABILmSS. 


Capital  stock,  common,     . 

Notes  payable. 

Interest  accrued  but  not  due, 


$1,700  00 

9.667  09 

4,000  00 

16,197  10 

3,671  94 

1,600  00 

9.881  78 

83.433  60 

26,716  08 

14,418  89 

3,060  00 

6,696  98 

679  61 

46  20 

9.393  00 

$188,861  27 


$126,000  00 

62,000  00 

660  66 


Total  liabilities  as  per  books  of  the  company,  $187,660  66 

Profit  and  loss  balance, 1.200  71 


$188,861  27 

Operating  Account. 

Operating  expenses: 

Dr. 

Cr. 

Supply, 

$567  78 

Pumping, 

4.583  30 

Distribution. 

677  45 

Management, 

3.739  63 

Taxes, 

1,476  35 

Incidentals,  . 

192  61 

Income  from  sale  of  water 

$20,147  81 

municipal  income, 

3,174  07 

Balance  to  profit  and  loss, 

12,084  86 

$23,321  88 

$23,321  88 

1  Account  out  of  balance  in  return  submitted  to  the  Board. 
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Pboitt  and  Lom  Aoooumt. 

Db.  Ck. 

Balance  June  30,  1016 $795  72 

Balance  of  operating  account 12,084  86 

Renta, 50  00 

Interest  i>aid, $2,643  25 

Depredation,  .  5,253  14 

Dividends  declared, 3,750  00 

Other  items 83  48 

Balance  June  30, 1017 1,200  71    

$12,030  58         $12,030  58 


GRAFTON  WATER  COMPANY. 

ASSBTS. 


Land 

Buildinss, 

Wells,  boilers  and  other  plant  items, 

Mains,  water  towers,  services,  hydrants,  other  supply  devices  and 

meters, 

Cash  on  hand, 

Total  assets  as  i>er  books  of  the  company,     .... 
Profit  and  loss  balance, 


LlABILinXB. 

Capital  stock,  conmion,     . 

Bonds  outstanding,  . 

Interest  due  but  not  paid. 

Other  liabiUties, 


$2,000  00 

4,810  00 

20,045  00 


64,132  00 
1,010  59 

$02,006  50 
72,868  41 

$164,875  00 


$80,000  00 

80,000  00 

1,625  00 

3,250  00 


Total  liabilities  as  per  books  of  the  company 

» 

- 

$164,875  00 

Opsbatino  Aoooxtkt. 

Operating  expenses: 

Dr. 

Cr. 

Pumping, 

$6,460  58 

Distribution, 

502  63 

Management, 

510  02 

Taxes,           .... 

513  08 

Incidentals,  .... 

77  00 

Income  from  sale  of  water, 

$7,403  04 

municipal  income. 

2.505  61 

other  sources, 

7  65 

Balance  to  profit  and  loss. 

1.852  00 
$10,006  30 

$10,006  30 

Pbofit  and  Loss  Acoouni 

Db. 

Cb. 

Balance  June  30,  1016 

$71,518  62 

Balance  of  operating  accotmt 

$1,852  00 

Interest  received, 

30  12 

Jobbing 

0  00 

Interest  paid 

3.250  00 

Balance  June  30,  1017,      . 

•  , 

72,868  41 

$74,768  62 
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GRANVILLE  CENTER  WATER  COMPANY. 
AasETS. 


Watersheds, 

Wells  and  reservoirs, 

Mains,     .... 

Services, 

Meters 

Station  tools  and  supplies, 

Cash  on  hand, 

Accotmts  receivable  for  water. 


Total  assets  as  iper  books  of  the  company. 
Profit  and  loss  balance,     .... 


LlABILinXfi. 


Capital  stock,  common. 
Notes  payable. 
Accounts  payable,     . 


Total  liabilities  as  per  books  of  the  company, 

Opbbatikg  Account. 
Operating  expenses: 

Supply, 

Taxes, 

Incidentals,  ....... 

Income  from  sale  of  water, 

Balance  to  profit  and  loss,  .... 


PROnT  AND  LOBB  ACCOUNT. 


1193  31 


11.000  00 

2,500  00 

6,044  00 

309  16 

140  00 

473  77 

214  89 

18  00 

19,699  82 
1,193  62 

110,893  34 

$6,000  00 
3,360  00 
1,643  34 


. 

$10,893  34 

Dr. 

Cr. 

$35  60 

66  20 

7  00 

$193  31 

84  61 

$193  31 


Dr. 

Cr. 

Balance  June  30,  1916,      . 

$1,087  64 

Balance  of  operating  account,    . 

$84  61 

Interest  paid, 

167  60 

Other  items, 

22  89 

Balance  June  30,  1917,      . 

1.193  62 

$1,278  03 

$1,278  03 

GROTON  WATER  COMPANY. 

AaSBTB. 

Wells,  reservoirs,  land  and  other  plant  items,     ....  $89,400  61 

Fuel  on  hand, 38  00 

Cash  on  hand 2,844  38 

Accounts  receivable  for  water, 230  31 

Insurance. 34  26 

Total  assets  as  per  books  of  the  company $92,647  66 
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LlABILmXS. 

Capital  stock,  common, $31,800  00 

Bonds  outstanding 28,000  00 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


0FBB1.TINO  Account. 


Operating  expenses: 

Supply, 

Pumping, 

Management, 

Taxes, 

Incidentals,  . 
Income  from  sale  of  water. 
Balance  to  profit  and  loss. 


Db. 

$401  74 

1,605  65 

1,417  81 

456  67 

95  68 

5,261  03 


$57,800  00 
34,747  56 

$92,547  56 

Cr. 


$9,138  58 


$9,138  58  $9,138^ 


PBorzT  AND  Loss  AccouiTr. 


Db. 


Balance  June  30, 1916, 

Balance  of  operating  account,    .... 

Interest  received 

Interest  paid, $1,080  00 

Dividends  declared, 3,180  00 

Balance  June  30,  1917, 34,747  56 


HILL  WATER  COMPANY. 

(Stockbridge.) 

Opbbatino  Accottnt. 


Operating  expenses: 

Supply, 

Management, 

Taxes. 
Income  from  sale  of  water, 
Balance  to  profit  and  loss, 


Cb. 
$33,711  01 
5.261  03 
35  52 


$39,007  56         $39,007  56 


Db. 

Cb. 

$1,019  25 

20 

75  58 

$154  00 

941  03 

$1,095  03 

$1,095  03 

HINGHAM  WATER  COMPANY. 

Assets. 

Watersheds $9,949  11 

Reservoirs, 6.588  84 

Water  supply  rights. 12,152  88 

Purification  plant. 1,900  29 

Land, 2,075  00 

Buildings 9.327  79 

Pumps 9,461  00 
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Internal  combustion  enginefl  and  auxiliaries 17,410  00 

Eleotrio  plant, 5,707  56 

Station  piping, 1,986  50 

Other  station  equipment, 3,907  13 

Mains 655,383  33 

Water  towers, 15,420  80 

Meters, 2,896  65 

Office  building  and  land 10,322  87 

Office  furniture  and  equipment, 441  04 

Stable  and  garage  equipment, 1,087  48 

Fuel  on  hand, 3,106  70 

Distribution  tools  and  supplies, 750  00 

Other  materials  and  supplies, 0,309  30 

Cash  on  hand, 2,234  16 

Accounts  receivable  for  water, 2,132  53 

Other  accounts  receivable, 1,112  04 

Investments 1,000  00 


Total  assets  as  per  books  of  the  company, 


$780,836  93 


LlABIUTiaB. 

Capital  stock,  common $400,000  00 

Bonds  outstanding, 120,000  00 

Notes  payable, 17,902  75 

Interest  accrued  but  not  due 540  00 

Total  liabilities  as  per  books  of  the  company,                  .  $538,442  75 

Profit  and  loss  balance, 242,394  18 


Opbbahnq  Account. 
Operating  expenses: 

Supply, 

Pimiping, 

Distribution, 

Management, 

Taxes, 

Incidentals,  . 
Income  from  sale  of  water, 

municipal  income. 
Balance  to  profit  and  loss. 


Dr. 

$735  14 
8,578  06 
4,462  27 
8,981  16 
11,668  44 
5,208  74 


38,298  72 


$780,836  93 
Cr. 


$73,426  08 
4,506  45 


$77,932  53    $77,932  53 


PROrZT  AND  Loss  ACCOUNT. 

Balance  June  30,  1916 

Balance  of  operating  account,    . 

Interest  received,      ...... 

Jobbing,  ....... 

Other  items  of  income, 

Interest  paid, 

Depreciation, 

Dividends  declared, 

Other  items, 

Balance  June  30,  1917, 


Dr. 


$6,393  15 
974  60 

28,000  00 

539  45 

242,394  18 


Cr. 

$237,011  52 

38,298  72 

938  46 

1,320  52 

732  16 


$278,301  38   $278,301  38 
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HOLLISTON  WATER  COMPANY. 

AasBTS. 

Wells, 11,500  00 

Beservoirs,       .                                     18,000  00 

Land, 16,615  56 

BuildingB 2.000  00 

Pumping  engines  and  auxiliaries 8,000  00 

Mains 46.242  54 

Water  towers, 8.600  00 

Services, 3,800  00 

Hydrants, 2,878  85 

Cash  on  hand 685  05 

Total  asseto  as  per  books  of  the  company,     ....  $108,322  00 

Profit  and  loss  balance, 16,411  76 


$124,733  76 


LlABILITXSS. 

Capital  stock,  common $25,000  00 

Capital  stock,  preferred 25,000  00 

Bonds  outstanding, 50,000  00 

Notes  payable, 23,540  00 

Accounts  payable 1,193  76 


Total  liabilities  as  per  books  of  the  company, 


$124,733  76 


Opkbatino  Acooumt. 
Operating  expenses: 
Pumping, 
Management, 
Taxes, 

Incidentals,  . 
Income  from  sale  of  water, 

municipal  income. 
Balance  to  profit  and  loss, 


Db. 

$3,146  87 

720  00 

305  27 

15  05 


3.045  75 


Cr. 


$4,392  28 
2.840  66 


$7,232  94 


$7,232  94 


Profit  AJrt>  Lobb  Account. 

Balance  June  30,  1916, 

Balance  of  operating  account,  .... 
Adjustment  of  notes  payable,  .... 
Other  items  of  income,      ..... 

Interest  paid, 

Depreciation,   ....... 

Other  items,     ....... 

Balance  June  30,  1917, 


Dr. 
$6,873  54 


2,500  00 

10,000  00 

1,193  76 


$20,567  30 
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HOUSATONIC  WATER  WORKS  COMPANY. 

(Great  Barrington.) 

Ambts. 

Land,  buildings  and  othor  plant  items, $83,606  60 

Cash  on  hand, 2,421  09 

Accounts  receivable  for  water, 2,517  39 

Investments, 4,060  00 


Total  assets  as  per  books  of  the  company. 


$92,595  17 


LlABILmSS. 

Capital  stock,  common $40,000  00 

Accounts  pajrable, 212  50 

Other  tiabiUties, *  3,073  50 


Total  liabilities  as  ^r  books  of  the  company,  $43,286  00 

Profit  and  loss  balance, 49,309  17 


Ofsbattno  Acoottmt. 
Operating  expenses: 
Supply, 
Distribution, 
Management, 
Taxes, 
Income  from  sale  of  water, 

municipal  income, 
Balance  to  profit  and  loss. 


Dr. 

$25  20 
2.993  48 
1,229  98 

841  10 


2,506  62 


$7,596  38 


Pboftt  and  Lo6b  Account. 


Ds. 


Balance  June  30,  1916,      . 
Balance  of  operating  accotmt. 
Interest  received, 
Balance  June  30,  1917, 


$92,595  17 
Or. 


$7,506  04 
90  34 


$7,596  38 


Cr. 
$46,750  45 
2,506  62 
52  10 


$49,309  17 


$49,309  17         $49,309  17 


HUMAROCK  BEACH  WATER  COMPANY. 
(Marshfield.) 

Ambts. 

Watersheds, $500  00 

Wells 400  00 

Reservoirs, 2,000  00 

Water  supply  rights, 1.000  00 

Land 1,000  00 

Buildings, 250  00 
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,         , 

$1,050  00 

Pumpa, 

400  00 

Station  DiDins.          ...... 

250  00 

Other  station  equipment, 

200  00 

Mains, 

1,050  00 

Water  towers, 

050  00 

Other  supply  deTioes, 

50  00 

Cash  on  hand,          ...... 

.         .         . 

97  30 

Total  assets  as  per  books  of  the  comi>any,     . 

$10,097  30 

LiABmnxB. 

Capital  stock,  common 

.         •         . 

$10,000  00 

Total  liabilities  as  per  books  of  the  company, 

$10,000  00 

Profit  and  loss  balance 

•         ■         • 

07  30 

. 

$10,097  30 

OpBBATINa  ACGOUMT. 

Operating  expenses: 

Dr. 

Cb. 

Supply,     , 

$265  00 

Pumping,      .... 

234  70 

Distribution, 

315  00 

Management, 

1,500  00 

Taxes,           .... 

180  00 

Incidentals 

35  00 

Income  from  sale  of  water. 

$2,627  00 

97  30 

$2,627  00 


Pboftt  and  Loea  Aogoumt. 


Balance  June  30,  1010, 
Balance  of  operating  accoimt. 
Depreciation,  . 
Balance  June  30,  1917, 


$2,627  00 


Db. 

Cb. 

$250  00 

97  30 

$250  00 

97  30 

$347  30 


$347  30 


KNOX  HILL  WATEB  COMPANY. 
(Pahn^r.) 

AB8BT8. 

Reservoirs $300  00 

Water  supply  rights, 200  00 

Mains, 270  00 

Cash  on  hand, 87  00 

Accounts  receivable  for  water, 19  00 

Total  assets  as  per  books  of  the  company,     ....  $870  00 

Profit  and  loss  balance, 1,049  00 
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TiTABTTiTCTB. 


Capital  stock,  common, 

Total  liabilitiefl  as  per  books  of  the  company, 


$1,925  00 
11.025  00 


Opsbatinq  Aocoumt. 


Operating  expenses: 

Dr. 

Cn. 

Distribution.          ,         .          .          . 

$5  73 

Management,        .... 

6  72 

Taxes 

14  01 

Income  from  sale  of  water. 

1224  68 

Balance  to  profit  and  loss. 

199  22 

Profit  and  Loea  Account. 

Balance  June  30.  1016,      .... 
Balance  of  operating  account,    . 
Dividends  declared,  .... 

Balance  June  30,  1017,      .... 


$224  68 


$224  68 


Dr. 

Cr. 

$1,132  72 

$199  22 

115  50 

1.049  00 

$1,248  22 

$1,248  22 

LENOX  WATER  COMPANY. 

AasEiTS. 

Watersheds ^25.739  34 

Reservoirs, 101.213  14 

Water  supply  rights, 300  00 

Buildiiigs. 866  85 

Pumps 1.952  34 

Mains 58.629  74 

Meters. 7.209  47 

Station  tools  and  supplies 100  00 

Cash  on  hand, 3.166  99 

Accounts  receivable  for  water, 997  65 

Total  assets  as  per  books  of  the  company.     ....  $200,175  52 

LlABZUTIXB. 

Capital  stock,  common, $81,600  00 

Capital  stock,  preferred, 5.000  00 

Bonds  outstanding 84.000  00 

Notes  payable, 9,500  00 

Accounts  payable, 2.537  21 

Interest  due  but  not  paid, 2.100  00 

Dividends  voted  but  not  paid, 150  00 

Total  liabilities  as  per  books  of  the  company,  $184,887  21 

Profit  and  loss  balance 15.288  31 
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OraBiLTorG  Account. 


Operating  ezpensea: 

Supply, 

Distributioxi, 

Management, 

Taxes, 

IncidentalB,  . 
Income  from  sale  of  water, 

municipal  income, 
Balance  to  profit  and  loss, 


Db. 

$31  63 

334  01 

1,485  62 

2,796  72 

1,655  46 


8,602  79 


Cb. 


$13,743  79 
1,062  44 


$14,806  23         $14,806  23 


PBOrZT  AND  LOBB  ACCOTTNT. 


Db. 


Balance  June  30,  1916, 

Balance  of  openting  account,    .... 

Interast  paid $4,452  64 


Depreciation, 
Dividends  declared, . 
Balance  June  30, 1917, 


2.180  84 

2,340  00 

15,288  31 


Cb. 
$15,659  00 
8,602  79 


$24,261  79         $24,261  79 


LUDLOW  MANUFACTURING  COMPANY. 

AsfiDTB. 


Mains.    .... 

Hydrants, 

Other  supply  devices, 

Meters,   .... 

Cash  on  hand. 

Accounts  receivable  for  water. 

Other  accotmts  receivable, 


Total 


as  per  books  of  the  company, 


$24,625  52 
1,407  50 
26  36 
575  20 
3,267  95 
2,333  46 
1.6S3  60 

$33,919  59 


LZABILinSS. 


Capital  stock,  conmion,     . 

Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance, *. 


$29,000  00 

$29,000  00 
4.919  59 


Opbbatino  Account. 


Operating  expenses : 

Supply, 

Distribution, 

Management, 

Taxes, 

Incidentals,  . 
Income  from  sale  of  water, 

municipal  income. 
Balance  to  profit  and  loss. 


1 

$33,919  59 

Db. 

.Cb. 

$4,999  60 

391  84 

1,046  30 

656  42 

39  03 

$10,911  01 

384  16 

4,161  98 

$11,295  17         $11,295  17 
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Pbofit  and  Lobb  Acgoxtnt. 

Db. 

Balance  June  30,  1916, 

Balance  of  operating  account,    .... 

Interest  receiyed,      ; 

Other  items  of  income, 

Depreciation, $1,010  62 

Dividends  declared, 2,900  00 

Balance  June  30, 1917, 4,919  59 

$9,730  21 


Cr. 

$3,067  77 

4,161  98 

72  91 

2,427  56 


$9,730  21 


MEDFIELD  WATER  COMPANY. 

ASSBTB. 

Water  supply  rights, $5,000  00 

Land, 900  00 

Buildings 734  02 

Pumps, 700  00 

Internal  combustion  engines  and  auxiliaries,         ....  350  00 

Electric  plant, 523  98 

Station  piping 200  00 

Other  station  equipment, 520  29 

Mains 9,799  94 

Water  towers, 2,700  00 

Meters 24  00 

Cash  on  hand, 1,723  15 

Accounts  receivable  for  water, 785  58 

Total  assets  as  per  books  of  the  company,     ....  $23,960  96 

Profit  and  loss  balance, 89  04 

$24,000  00 

LiABiunss. 

Capital  stock,  common, $24,000  00 

Total  liabilities  as  per  books  of  the  company,                  .  $24,000  00 


OPB&ATINa  ACCOUMT. 

Operating  expenses: 

Dr. 

Cr. 

Pumping, 

$350  30 

Distribution, 

257  77 

Management, 

639  70 

Taxes,           .... 

472  84 

Incidentals 

96  50 

Income  from  sale  of  water. 

$3,189  95 

municipal  income. 

180  00 

Balance  to  profit  and  loss, 

1,552  84 

$3,369  95 
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PBOFIT  AMD  Loos  ACCOUNT. 

Db.  Cb. 

BsUnce  June  30,  1916, $1,552  33 

BsUnce  of  <q;>6ratiiig  account,    . 

Interest  received, 

Other  items, 

Balance  June  30, 1917,      . 


56  02 

$1,552  84 
16  47 

39  04 

$1,608  35 

$1,608  35 

MILFORD  WATER  COMPANY. 

AaSBTB. 

Watersheds, $1,200  00 

Wells 14.826  70 

Reseryoirs 62,920  00 

Purification  plant, 35,515  34 

Land. 10.300  00 

Buildings, 22,836  19 

Boilers  and  auziliariee, 2,487  65 

Pumping  engines  and  auxiliaries, 25,666  73 

Station  piping 6,868  02 

Other  station  equipment, 4,389  77 

Mains, 300,065  27 

Water  towers, 4,794  67 

Services, 45,545  15 

Hydrants, 19.045  14 

Other  supply  devices, 9.464  70 

Meters, 12,467  17 

Office  furniture  and  equipment, 252  48 

Fuel  on  hand, 1,049  90 

Oil,  waste  and  packing 180  00 

Station  tools  and  supplies, 308  00 

Distribution  tools  and  supplies, 356  00 

Cash  on  hand 17,622  43 

Accounts  receivable  for  water,   . 6.838  86 


Total  assets  as  per  books  of  the  company,     ....       $605,000  17 

LXABXUTtBS. 

Capital  stock,  common $200,000  00 

Bonds  outstanding, 200,000  00 

Notes  payable, 90,000  00 

Total  liabilities  as  per  books  of  the  company,                           .       $490,000  00 
Profit  and  loss  balance 115,000  17 

$605,000  17 
Opbbating  Agooumt. 
Operating  expenses:  Db.  Cb. 

Supply, $986  40 

Pumping, 6,899  36 

Distribution. 2.471  33 

Management, 5.669  91 
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Operatang  expenses  —  Conduded.  Dr.  Cb. 

Taxes, $11,907  08 


Incidentals,  .         .         .         . 

Income  from  sale  of  water, 

municipal  income, 
other  sources. 

Balance  to  profit  and  loss. 


1,947  47 


31,932  31 


$50,639  38 

10.880  27 

294  21 


PbOVXT  AMD  Loss  ACGOUMT. 


Balance  June  30,  1916, 
Balance  of  operating  account, 
Interest  paid,  . 
Depredation,  . 
Dividends  declared. 
Balance  June  30, 1917, 


$61,813  86 

$61,813  86 

rNT. 

Db. 

Cr. 

$116,752  81 

31,932  31 

$11,852  23 

5,832  72 

16,000  00 

115,000  17 

$148,685  12       $148,685  12 


MILLBURY  WATER  COMPANY. 

Assets. 

Storage  basins $3,512  76 

Wells, 9,445  78 

Reservoirs '    13,642  92 

Land 25,289  51 

Bufldings, 6,640  52 

Boilers  and  auxiliaries,  pumping  engines  and  auxiliaries,  pumps, 

electric  plant,  station  piping  and  other  station  equipment,  36,606  70 

Mains  and  hydrants, 120,945  05 

Services, 6,779  87 

Other  supply  devices, 188  57 

Meters, 314  11 

Office  furniture  and  equipment, 1,477  70 

Stable  and  garage  equipment,    .......  54  72 

Fuel  on  hand, .  57  60 

Oil,  waste  and  packing, 90  25 

Station  tools  and  supplies, 434  82 

Other  materials  and  supplies, 1.088  14 

Cash  on  hand 2,664  85 

Accounts  receivable  for  water, 4,060  40 

Other  accounts  receivable, 1,150  80 

Insurance  prepaid, 14  98 

Interest  prepaid, 42  87 

Total  assets  as  per  books  of  the  company,     ....  $234,502  92 

Profit  and  loss  balance 12,522  10 


$247,025  02 

LlABIUTIBS. 

Capital  stock,  common, $113,000  00 

Bonds  outstanding, 83,000  00 

Notes  payable, ;        .        .    , 
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Aceoosto  payable,    . 
Interest  accrued  bat  not  due, 
Dividends  voted  but  not  paid, 


Total  liabilities  as  per  books  of  tbe  company. 


Ofkbatxho  ACCOUICT. 


Operating  expenses: 

Supply, 

Pumping, 

Distribution, 

Management, 

Taxes, 

Incidentals,  . 
Income  from  sale  of  water, 

municipal  income, 
other  sources. 
Balance  to  profit  and  loss. 


Dr. 

$52  40 
3,140  94 

287  89 

2,136  87 

1,890  76 

66  65 


12.321  26 


Pbotit  and  Lobs  Accoumt. 


Balance  June  30, 1916,      . 
Balance  of  operating  account, 
Interest  reoeiyed, 
Interest  paid,  . 
Depreciation,  . 
Dividends  dlsclared. 
Balance  June  30,  1917, 


Db. 
$15,229  70 


7,915  75 

77  01 

2.924  80 


$357  04 

1,522  98 

145  00 


$247,025  02 


Cb. 


$12,955  95 
4.644  11 
2.296  71 


$19,896  77         $19,896  77 


Cb. 

$12,321  26 
1,303  90 


12,522  10 


$26,147  26         $26,147  26 


MOUNTAIN  SPRING  WATER  COMPANY. 

(Southampton.) 

Abbbtb. 

Reservoirs, 

Water  supply  rights, 

Mains, 

Cash  on  hand, 

Total  assets  as  per  books  of  the  company 

LxABZUnBS. 

Capital  stock,  common, 

Total  liabiUties  as  per  books  of  the  company, 
Profit  and  loss  balance, 

OpBBATINO  AcCOtTNT. 

Operating  expenses:  Db. 

Management $328  91 

Taxes 29  77 

Income  from  sale  of  water 

Balance  to  profit  and  loss,  .... 

$358  68 

Digitized  by 


$200  00 

1,000  00 

300  00 

178  46 

$1,678  46 

$1,500  00 

$1,500  00 
178  46 

$1,678  46 

Cb. 

$272  25 
86  43 
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PBOm  ▲MD  Loss  AOGOXTMT. 


Balance  June  30, 1916, 
Balanoe  of  <q;>6ratiiig  acoount. 
Balance  June  30, 1017, 


Db. 

$86  43 
178  46 


$264  89 


Cb. 

$264  89 


$264  89 


NORTHFIELD  SCHOOLS  (THE). 

(Seminary  Division.) 

AsasTB. 

Reservoin, 

Water  supply  rights, 

Purification  plant, 

BuUdings,        .......... 

Pumps, 

Electric  plant, 

Mains,  water  towers,  services,  hydrants  and  other  supply  devices. 

Meters, 

Accounts  receivable  for  water 

Total  assets  as  per  books  of  the  company,    .... 


LXABILITIBS. 


Accounts  pasrable. 
Other  liabilities, 


$3,513  56 

2,200  00 

4.755  91 

150  00 

300  00 

133  00 

16.671  15 

870  99 

279  67 

$28,883  28 

$22  97 

27.797  87 

Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Opbbatiko  Account. 
Operating  expenses: 
Supply, 
Pumping, 
Distribution, 
Taxes, 
Income  from  sale  of  water, 

municipal  income, 
Balance  to  profit  and  loss, 


Dh. 
$4  53 

271  39 

93  82 

111  31 


1,301  87 


$1,782  92 


pBorrr  and  Loss  Agcottnt. 


Balance  June  30,  1916, 
Balanoe  of  operating  account. 
Depreciation,  . 
Balance  June  30,  1917,      . 


Db. 


$463  44 
1,062  44 


$27,820  84 
1.062  44 

$28,883  28 

Cr. 


$1,744  42 
38  50 


$1,782  92 


Cb. 

$224  01 
1.301  87 


$1,525  88     $1,525  88 

Digitized  by  VjOOQ IC 


232  o 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


NORTHFIELD  WATER  COMPANY. 

Assets. 
Reservoirs,       ........-• 

$1,567  30 

PumDB.   ......... 

616  75 

Mains 

Services,          ........ 

4,842  02 
669  47 

Other  supply  devices.        ...... 

56  54 

Meters, 

768  08 

O^h  AD  bftxid,           ..*.... 

154  10 

• 

Total  assets^s  per  books  of  the  oompany,     . 

LZABZLITtXS. 

$8,674  26 
$2,000  00 

Notes  Davable.          ....... 

1.200  00 

Accounts  payable,    •.....• 

2.147  21 

Db. 
$27  63 
244  78 
76  60 
897  21 

Total  liabilities  as  per  books  of  the  company, 
Profit  and  loss  balance, 

$5,347  21 
3,327  06 

OvKRknsQ  AocotrNT. 
Operating  expenses: 

Distribution. 

Management 

Taxes. 

Incidentals 

Income  from  sale  of  water.         .... 

municipal  income. 
Balance  to  profit  and  loss,           .... 

$8,674  26 
Cb. 

$693  22 
184  01 
368  99 

Pbofit  and  Lobs  Accouht. 

Balance  June  30. 1916 

Balance  of  operating  account,    .... 
Other  items  of  income,  in  1916. 

Interest  paid 

Depreciation, 

Balance  June  30,  1917, 

$1,246  22 

Db. 

$368  99 

60  00 
1.027  72 
3.327  05 

$1,246  22 

Gb. 
$3,639  29 

1.144  47 

$4,783  76 

$4,783  76 

NORTON  WATER  COMPA> 

Abbbts. 

Watersheds, 

Wells 

$665  00 

7,919  14 

Land,      

^      621^ 
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Buildings, $4,663  81 

Oil  tank 346  28 

Pumps 2,942  42 

Internal  combustion  engines  and  auxiliaries,         ....  5,382  30 

Station  piping,          .         .     ~   .                   .         .         .                   .  511  36 

Other  station  equipment, 678  98 

Mains, 102,582  03 

Water  towers, 15,746  73 

Services, 4,952  27 

Hydrants 3,132  42 

Meters 120  00 

Station  tools  and  supplies, 454  44 

Other  materials  and  supplies, 1,402  95 

Cash  on  hand, 24  18 

Accounts  receivable  for  water, 1,083  15 

Total  assets  as  per  books  of  the  company,     ....  $153,228  86 

Pl-ofit  and  loss  balance, 1,374  72 

$154,603  58 
Liabilities. 

Capital  stock,  common $75,000  OO 

Bonds  outstanding, 75,000  00 

Notes  payable, 881  42 

Accounts  payable, 1,484  37 

Interest  due  but  not  paid,  13  67 

Interest  accrued  but  not  due, '      .         .  937  50 

Other  Uabihties, 1,286  62 

Total  liabilities  as  per  books  of  the  company,  $154,603  58 


Opsbatino  Account. 

Operating  expenses:  Dr.                     Cr. 

Supply.         .                   $135  45 

Pimiping, 2,151  14 

Distribution 65  73 

Management,  496  18 

Taxes 1,164  76 

Incidentals, 254  56 

Income  from  sale  of  water,         ....  $6,381  26 

municipal  income,  2,280  00 

Balance  to  profit  and  loss,          ....  4,393  44 

$8,661  26  $8,661  26 

Profit  and  Lobs  Accoxtnt. 

Dr.  Or. 

Balance  June  30,  1916, $2,263  38 

Balance  of  operating  account,    ....  $4,393  44 

Jobbing, 258  89 

Interest  paid, 3,763  67 

Balance  June  30,  1917 1.374  72 
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ONSET  WATER  COMPANY. 


AaasTB. 


Land,  store  house  and  office  building, 

Buildings, 

Boilers  and  auziliaiies. 
Pumping  engines  and  auxiliaries, 
Station  piping,  .         .         .         . 

Other  station  equipment,  . 

Mains 

Water  towers,  .         .         .         . 

Services, 

Hydrants.        .         .         .         .         . 

Meters 

Office  furniture  and  equipment, 

Fuel  on  hand 

Oil,  waste  and  packing, 
Station  tools  and  supplies. 
Distribution  tools  and  supplies, 
Other  materials  and  supplies,     . 
Cash  on  hand,  .... 

Accounts  receivable  for  water,   . 


Total  assets  as  per  books  of  the  company, 


$1,100  00 

945  00 

1,401  00 

1,410  45 

465  00 

298  50 

58.787  01 

6.300  00 

8.466  05 

1.662  50 

267  21 

50  00 

64  88 
14  95 

65  72 
96  00 
90  42 

548  46 
60  00 

$82,093  15 


LlABIUTIBS. 


Capital  stock,  common, 
Bonds  outstanding.  . 
Notes  payable. 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Opbbatino  Agcoumt. 
Operating  expenses: 
Supply, 
Pumping, 
Distribution, 
Management, 
Taxes. 

Incidentals.  . 
Income  from  sale  of  water, 

municipal  income, 
other  sources, 
Balance  to  profit  and  loss. 


Dr. 

$187  50 
1,952  85 

788  36 
2,071  00 

579  76 

283  89 


5,262  53 


$25,000  00 
19,000  00 
25,890  38 


$69,890  38 
12.202  77 

$82,093  15 
Ch. 


$9,761  00 

1,350  00 

14  89 


$11,125  89         $11,125  89 


Profit  and  Loea  Agcoumt. 

Balance  June  30,  1916, 

Balance  of  operating  account,    .... 
Interest  paid,  ....... 

Dividends  declared, 

Balance  June  30,  1917, 


Dr. 


$2,271  36 

1.500  00 

12,202  77 


Cr. 
$10,711  60 
5.262  53 


$15,974  13         $15,974  13 
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OXFORD  WATER  COMPANY. 

Assets. 

Wells,      .   * $6,000  00 

Land 20,2ft8  10 

BuUdings 2,496  74 

Pumps, 2,000  00 

Internal  oombustion  engines  and  auxiliaries 4,000  00 

Other  station  equipment, 756  02 

Mains 40,786  36 

Water  towers 4,000  00 

Services, 3,866  07 

Hydrants 2,413  00 

Meters 3,019  81 

Fuel  on  hand 340  90 

Oil,  waste  and  packing, 68  50 

Station  tools  and  supplies, 07  25 

Distribution  tools  and  supplies,          . 135  25 

Other  materials  and  supplies 880  11 

Cash  on  hand, 2,768  17 

Accounts  receivable  for  water 4,202  34 


Total  assets  as  per  books  of  the  company. 


$08,009  42 


LlAQILITIBS. 

Capital  stock,  common, $50,000  00 

Bonds  outstanding, .  35,000  00 

Notes  payable, 1,800  00 

Accounts  payable,    .........  2,402  14 

Interest  accrued  but  not  due, 875  00 

Reserve  fund, 2.000  00 

Other  liabilities 5,281  80 

Total  liabilities  as  per  books  of  the  company,                           .  $07,358  04 

Profit  and  loss  balance, 740  48 


$08,000  42 

Opbbatino  Account. 

Operating  expenses:                                                                   Db. 

Ok.      , 

Pumping $1,240  08 

Distribution 

206  28 

Management,        .... 

670  84 

Taxes, 

001  66 

Incidentals,  .... 

477  38 

Income  from  sale  of  water, 

$6,081  04 

municipal  income. 

2,555  00 

other  sources, 

634  86 

Balance  to  profit  and  loss. 

6,676  66 

$10,171  70 

$10,171  79 
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Pbofit  and  Lobb  Accoxtnt. 

Balance  June  30,  1916,      .... 

Balance  of  <q;>erating  account,    . 

Other  items  of  income,      .... 

Interest  paid 

Diyidends  declared,  .... 

Other  items, 

Balance  June  30, 1917,      . 


Db. 

Cb. 

$1,489  09 

$6,576  56 

86 

1,840  00 

2,499  68 

7  77 

740  48 

$6,576  92 

$6,576  92 

PALMER  WATER  COMPANY. 

Assets. 

Watersheds, $3,000  00 

Reservoirs, 15,841  61 

Buildings 150  00 

Mains 52,611  55 

Services, 7,066  36 

Hydrants, 3,071  31 

Other  supply  devices 1,651  38 

Meters, 2,595  10 

Office  furniture  and  equipment, 227  75 

Cash  on  hand, 5,557  16 

Accounts  receivable  for  water, 2,161  38 


Total  assets  as  per  books  of  the  company, 


$93,933  60 


Liabilities. 

Capital  stock,  common, $30,000  00 

Bonds  outstanding 30.000  00 

Notes  payable, 8,300  00 

Accounts  payable, 446  40 

Interest  accrued  but  not  due, 159  71 

Other  liabilities 513  27 


Total  liabilities  as  per  books  of  the  comi>any,  $69,419  38 

Profit  and  loss  balance, 24,514  22 


Opbbatino  Acooxtmt. 
Operating  expenses: 
Distribution, 
Management, 

Taxes,  .... 

Incidentals,  .... 
Income  from  sale  of  water, 

municipal  income, 
other  sources. 
Balance  to  profit  and  loss, 


Db. 
$1,112  40 
2,099  50 
1,692  91 

279  74 


9,090  72 


$93,933  60 
Cb. 


$12,293  58 

1,977  69 

4  00 


$14,275  27 
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Pboitt  and  Loss  Agcottnt. 

Balance  June  30,  1916, 

Balance  of  operating  account,    .... 

Interest  received, 

Other  items  of  income,      ..... 

Interest  paid,  ....... 

Dividends  declared,  ..... 

Balance  June  30, 1917, 


Db. 


$1,965  50 

3,000  00 

24,514  22 


Cb. 

$20,223  59 

909  72 

95  73 

69  68 


$29,479  72         $29,479  72 


RIVERSIDE  WATER  COMPANY. 

(Gill.) 

Assets. 

Watersheds,  reservoirs,  water  supply  rights  and  purification  plant. 

Mains,  services  and  other  supply  devices, 

Cash  on  hand, 

Total  assets  as  per  books  of  the  company,     .... 
Profit  and  loss  balance 


Liabilities. 


Capital  stock,  common. 
Notes  payable. 


Total  lialnlities  as  per  books  of  the  company, 


Opbbatino  Account. 


Operating  expenses: 

Supply, 

Distribution, 

Management, 

Taxes, 
Income  from  sale  of  water, 
other  sources, 
Balance  to  profit  and  loss, 


$3,148  49 

3.500  00 

73  07 

$6,721  56 
4,778  44 

$11,500  00 

$10,000  00 
1,500  00 


. 

$11,500  00 

Db. 

Cb. 

$119  47 

89  61 

105  96 

68  86 

$527  86 

30  00 

173  96 

$557  86 


$557  86 


Pbofti  and  Loss  Account. 


Balance  June  30,  1916. 
Balance  of  operating  account,    . 
Interest  paid,  .... 
Balance  June  30,  1917, 


Db. 

Cb. 

$4,840  99 

$173  96 

111  41 

4,778  44 
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SALISBURY  WATER  SUPPLY  COMPANY. 

AflSETS. 

Watenheds, $15,000  00 

Wells 10,600  00 

Reservoxn  and  dam, 3.000  00 

Land 500  00 

Buildinss, 8,850  00 

Boilers  and  auziliaries, 850  00 

Pumping  engines  and  auxiliaries,  350  00 

Pumps, 1,725  00 

Internal  combustion  engines  and  auxiliaries 1,950  00 

Electric  plant, 500  00 

Station  piping, 400  00 

Rights  of  way 2,500  00 

Other  station  equipment, 24  48 

Mains, 89,807  00 

Water  towers 7,150  00 

Services 9,215  00 

Hydrants  and  other  supply  devices 4,843  00 

Meters, 30  00 

Sewerage  Byutem, 55,384  98 

Fuel  on  hand, 18  10 

Oil,  waste  and  packing, 33  70 

Station  tools  and  supplies, 7  80 

Distribution  office  tools  and  supplies, 500  00 

Other  materials  and  supplies, 699  85 

Cash  on  hand, 63  01 

Accounts  receivable  for  water, 3,547  36 

Other  accounts  receivable, 1,382  02 

Accounts  prepaid, 147  85 

Investments 695  31 


Total  assets  as  per  books  of  the  company,    ....       <213,174  50 


LiABiunEe. 

Capital  stock,  common, $45,000  00 

Capital  stock,  preferred. 45,000  00 

Bonds  outstanding, 70,000  00 

Notes  payable, 15,800  00 

Accounts  payable, 832  25 

Interest  due  but  not  paid, 175  00 

Interest  accrued  but  not  due, 291  92 

Dividends  voted  but  not  paid, 225  00 

Other  liabilities 1,012  64 

Total  liabilities  as  per  books  of  the  company,         .  $178,386  81 

Profit  and  loss  balance, 34,887  69 


$213,174  50 
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Ofbbatino  Acooumt. 
Operating  expenses: 
Supply, 
Pumping, 
Distribution, 
Management, 
Taxes. 

Incidentals,  . 
Income  from  sale  of  water, 

municipal  income, 
other  sources. 
Balance  to  profit  and  loss. 


Dr. 
$26  10 
825  05 
889  01 
908  90 
1,796  34 
418  04 


7,688  17 


Profit  and  Loss  Accottut, 


Db. 


Balance  June  30,  1916, 
Balance  of  operating  account, 
Rents,     .... 
Interest  paid,  . 
Depreciation,  . 
Dividends  declared,  . 
Other  items,     . 
Balance  June  30,  1917, 


Cb. 


$6,209  22. 
3.649  82 
2,692  57 


$12,551  61    $12,551  61 


Cb. 
$34,420  65 
7,688  17 
125  00 
$3,523  79 
1,000  00 
2,700  00 
172  34 
34,837  69  

$42,233  82    $42,233  82 


SCITUATE  WATER  COMPANY. 

Assets. 

Watersheds,  wells,  reservoirs  and  water  supply  rights,  $42,250  00 

Purification  plant, 19,350  OO' 

Land 4,500  00 

Buildings, 6,200  00 

Boilers  and  auxiliaries,  pumping  engines,  auxiliaries,  pumps,  gas 
producers,  auxiliaries,  internal  combustion  engines,  auxiliaries, 
electric  plant,   station  piping,  water  power  rights  and  other 

station  equipment, 91,524  33 

Mains,  water  towers,  services,  hydrants,  other  supply  devices  and 

melers, 202,968  00 

Cash  on  hand, 940  37 

Accounts  receivable  for  water 2,540  31 

Notes  receivable 200  00 

Total  assets  as  per  books  of  the  company $370,473  01 

Profit  and  loss  balance, 12,296  66 

$382,769  67 

LlABILITIXS. 

Capital  stock,  common, $150,000  00 

Capital  stock,  preferred, 100,000  00 

Bonds  outstanding, 100,000  00 

Notes  payable, 22.000  00 

Accounts  payable, 10,769  67 

Total  liabilities  as  per  books  of  the  company,         .  $382,769  67 
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Opbbatino  Aoooumt. 


Operating  expenses: 

Supply, 

Pumping, 

Distribution, 

Management, 

Taxes, 

Incidentals,  . 
Income  from  sale  of  water, 

municipal  income, 
other  sources, 
Balance  to  profit  and  loss, 


Db. 

$765  74 
2,136  04 

814  15 
2,763  32 
4,847  62 

951  99 


17.177  60 


Pbofit  and  Loos  Account. 

Db. 

Balance  June  30,  1916 $12,589  17 

Balance  of  operating  account 

Interest  received, 

Rents, 

Interest  paid 6.106  65 

Dividends  declared, 11,000  00 

Balance  June  30, 1917, 


Cb. 


$22,877  93 

6.487  48 

80  95 


$29,446  36         $29,446  36 


Cb. 

$17,177  60 

60  66 

110  00 


12,296  66 


$29,644  82         $29,644  82 


SHEFFIELD  WATER  COMPANY. 

Absetb. 

Watersheds $6,900  00 

Reeervoirs, 6,000  00 

Purification  plant, 300  00 

Mains, 23,000  00 

Meters 93  10 

Cash  on  hand, 981  68 

Total  assets  as  per  books  of  the  company $36,274  68 

Profit  and  loss  balance, ^  .         .         .  6,823  66 

$43,098  34 

Liabiutixs.  ^ 

Capital  stock,  common, $20,000  00 

Bonds  outstanding 20,000  00 

Notes  pasrable 3,098  34 

Total  liabilities  as  per  books  of  the  company,         .  $43,098  34 

Opsbating  Account. 

Operating  exi)en8e8:                                                               .    Db.  Cb. 

Distribution $388  10 

Management,         ......  255  65 

Taxes, 243  00 

Incidentals.  .......  37  50 

Income  from  sale  of  water.         ....  $2,382  13 

Balance  to  profit  and  loss,  ....  1,457  88 

$2,382  13  $2,382  13 
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P&OTiT  AND  Loss  ACGOUlfr. 


Balance  June  30, 1910, 
Balance  of  opemiiDg  account, 

Rente 

Other  items  of  income, 

Interest  paid,  . 

Balance  June  30, 1017,      . 


Db. 

Cb. 

$7,360  91 

$1,457  88 

200  00 

24  27 

1,154  90 

6.823  66 

$8,505  81 


$8,505  81 


SOUTHBRIDGE  WATER  SUPPLY  COMPANY. 


ASSETS. 


Watersheds,     .         .         .         . 

Reservoirs 

Water  supply  rights. 
Purification  plant,  . 
Land  and  buildings. 

Mains, 

Services,  .         .         .         . 

Hydrants,        .         .         .         . 
Other  supply  devices. 

Meters, 

Office  furniture  and  equipment. 
Stable  and  garage  equipment,    . 
Distribution  tools  and  supplies, 
Other  materials  and  supplies,     . 
Cash  on  hand. 
Other  accounts  receivable. 
Insurance,        .         .         .         . 
Investments  (securities),   . 


Total  assets  as  per  books  of  the  company, 

LlABlLITIKS. 


Capital  stock,  oommon, 
Depreciation  reserve, 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance 


$11,114  67 

54,770  97 

9.371  85 

17,285  39 

6.000  00 

156.350  57 

18.321  69 

9.140  42 

120  00 

14,297  37 

718  36 

1.006  05 

6.974  71 . 

8.829  72 

9.109  34 

590  48 

185  00 

25.960  00 

$350,146  58 


$200,000  00 
26,800  44 

$226,800  44 
123.346  14 


Opbbatzng  Account. 


Operating  expenses: 

Supply, 

Distribution. 

Management. 

Taxes. 

Incidentals.  . 
Income  from  sale  of  water 

municipal  income, 
Balance  to  profit  and  loss, 


$350.146  58 

Db. 

Cb. 

$1,127  05 

1.956  82 

4.162  33 

6.466  96 

879  69 

$21,430  55 

5,335  84 

12,173  64 

• 

$26,766  39 
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Profit  akd  Loaa  Accomrt, 

Db. 

Balance  June  30, 1016 

Balance  of  operating  account 

Interest  received 

Rente,     .....,.., 

Jobbing, 

Premium  on  bonds, ...... 

Other  items  of  income,      ..... 

Dividends  declared $12,000  00 

Reserve  fund, 3,248  00 

Balance  June  30, 1017 123,346  14 


Cb. 

$123,425  22 

12,173  54 

1.468  00 

240  00 

1,217  44 

14  00 

54  23 


$138,504'  23       $138,504  23 


SOUTH  EGREMONT  WATER  CX)MPANY. 

A88BT8. 

Watersheds,     .         .         .         , $2,200  00 

Reservoirs 1.114  53 

Mains, 17,306  31 

Hydrants 150  75 

Other  supply  devices, 160  88 

Meters, 144  30 

Cash  on  hand, -      .                  .  308  01 

Total  assets  as  per  books  of  the  company $21,402  78 

Profit  and  loss  balance 147  22 

$21,550  00 

Liabilities. 

Capital  stock,  common $8,000  00 

Bonds  outstanding, 6,000  00 

Notes  payable 6,500  00 

Interest  due  but  not  paid, 150  00 


Total  liabilities  as  per  books  of  the  company. 


$21,550  00 


Ofsbahno  Account. 


Operating  expenses: 

Db. 

Cb. 

Supply 

$10  25 

Distribution, 

40  87 

Management, 

47  20 

Taxes, 

126  00 

Incidentals, 

7  50 

Income  from  sale  of  water, 

$1,034  08 

Balance  to  profit  and  loss, 

703  17 

$1,034  08 

$1,034  08 
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Fbort  add  Loss  Accovmt. 


Db. 

Cb. 

Balance  June  30,  1916,      . 

$788  74 

Balance  of  operatiog  account,    . 

$793  17 

Additions  to  mains  in  1Q13, 

423  B5 

Interest  paid, 

02500 

Balance  June  30, 1017,      . 

147  22 

$1,363  74 

$1,363  74 

STOCKBRIDGE  WATER  COMPANY. 


Absbtb. 


Reservoirs,       .... 

Land, 

Buildings,         .... 

Boilers  and  auxiliaries. 

Pumping  engines  and  auxiliaries, 

Pumps, 

Station  piping, 
Other  station  equipment. 
Mains,     ..... 
Water  towers, .... 
Services,  .... 

Hydrants 

Other  supply  devices. 

Meters, 

Cash  on  hand. 

Accounts  receivable  for  water,   . 


Total  assets  as  per  books  of  the  company, 

LlABnJTIXS. 


Capital  stock,  common. 
Capital  stock,  preferred. 
Blonds  outstanding,  . 
Notes  payable, 
Accounts  payable,    . 


$4,167  60 
1,860  00 
9,600  00 

600  00 
3,000  00 
6,600  00 

760  00 

816  82 
41,671  66 
6,000  00 
9,660  00 
4,200  00 
1,346  71 

639  00 
1,679  67 

946  78 

$91,016  04 


$7,000  00 
36,000  00 
18,000  00 
13,600  00 
144  29 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$74,644  29 
16,370  76 


$91,016  04 

Opebatiko  Account. 

Operating  expenses: 

Db. 

Cb. 

Pumping, 

$2,488  77 

Distribution, 

695  93 

Management, 

1,385  44 

Taxes,           .... 

726  25 

Incidentals,  .... 

240  83 

Income  from  sale  of  water. 

$8,017  08 

municipal  income, 

2,089  00 

Balance  to  profit  and  loss. 

4,669  86 

$10,106  08   C 
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Pbofit  and  Lobs  Acoottnt. 


Db. 


Balance  June  30,  1016, 
Balance  of  oiMrating  account. 
Interest  paid,  . 
Depreciation,  . 
Balance  June  30, 1017, 


$1,660  00 

1.080  30 

16,370  76 


Cb. 
$14,440  10 
4,660  86 


$10,110  06         $10,110  05 


SUNDERLAND  WATER  COMPANY. 

AB8ST8. 

Watenheds.  reservoira  and  water  supply  rights.  . 

Mains,  services  and  hydrants,    ...... 

Cash  on  hand, 

Reserve  fund,  ......... 

Total  assets  as  i>er  books  of  the  company,    . 


$600  00 

10.200  00 

662  06 

80  00 

$11,342  06 


LiABiLmsa. 


Capital  stock,  common. 


Total  liabilitieB  as  per  books  of  the  company, 
Profit  and  loss  balance 


$10,700  00 

$10,700  00 
642  06 


Opbbatzno  Agcoukt. 


operating  expenses: 

DiBtribution, 

Management. 

Taxes. 
Income  from  sale  of  water, 
Balance  to  profit  and  loss. 


Pbout  and  Lobs  Account. 


Balance  June  30, 1016, 
Balance  of  operating  account, 
Interest  received, 
Dividends  declared. 
Balance  June  30,  1017, 


$11,342  06 

Dr. 

Cr. 

$269  21 

43  00 

237  40 

$1,344  85 

705  15 

$1,344  85 

$1,344  85 

fNT. 

Db. 

Cr. 

$260  54 

705  15 

5  37 

$428  00 

642  06 

$1,070  06 

$1,070  06 
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WANNACOMET  WATER  COMPANY. 
(Nantucket.) 

A88ST8. 

WatenhedB $5,593  15 

WeUe. 4.009  38 

Water  mipply  rights, 900  00 

Purification  plant, 100  00 

BuildingB, 9,706  11 

Boilers  and  auxiliaries, 1.172  40 

Pumping  engines  and  auxiliaries, 1,373  20 

Pumps, 2,831  20 

Internal  combustion  engines  and  auxiliaries,         ....  3,809  32 

Station  piping, 275  70 

Other  station  equipment, 895  09 

Mains, 73,352  18 

Water  towers 11,295  00 

Services 10.878  76 

Hydrants, 3,885  32 

Other  supply  devices 683  23 

Meters 226  14 

Office  furniture  and  e<iuipment, 92  09 

Office  building,  bam  and  land, 4,537  80 

Fuel  on  hand, 277  16 

Oil,  waste  and  packing, 88  32 

Station  tools  and  supplies, 32  60 

Cash  on  hand. 177  58 

Accounts  receivable  for  water, 850  97 

Sinking  funds, 15,129  89 

Investments, 200  00 

Total  assets  as  per  books  of  the  company,     ....  $152,371  58 


LlABILlTIBS. 


Capital  stock,  common,     . 

$45,000  00 

Bonds  outstanding, 

46,000  00 

Notes  payable, 

19.676  00 

Total  liabilities  as  per  books  of  the  company, 

$109,676  00 

Profit  and  loss  balance, 

42,696  68 

$162,371  68 

Opbbatino  AcCOI72«T. 

Operating  expenses: 

Dk. 

Cr, 

Supply, 

$183  44 

5,498  09 

Distribution, . 

1,197  32 

Management, 

3,429  44 

Taxes, 

2,355  96 

Incidentals,  . 

671  20 

Income  from  sale  of  water. 

$17,932  06 

municipal  income. 

2,811  60 

Balance  to  profit  and  loss. 

7,508  11 

.                                                                               ~ 

$20,743  66 

Digitized  by 
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Pboftt  akd  Loss  Accoumt. 

Db. 

Balance  June  30,  1916, 

Balance  of  operating  account,    .... 

Interest  received, 

Rents 

Other  items  of  income, 

Interest  paid, $3,244  60 

Depreciation, 2,888  00 

Dividends  declared, 2,700  00 

Other  items, 7  13 

Balance  June  30, 1017 42,696  68 


Cb. 

$43,220  06 

7,508  11 

625  14 

180  00 

3  90 


$51,537  21         $51,537  21 


WE8TF0RD  WATER  COMPANY. 

Absbts. 

Wells $488  31 

Land, 850  00 

Buildings, 1,889  22 

Pumps 4,169  58 

Gas  producers  and  auxiliaries, 3,564  OO 

Electric  plant, 1,530  74 

Mains 57,173  93 

.  Water  towers 9,900  00 

Hydrants, 1,456  75 

Cash  on  hand, 1,897  91 

Sinking  fund, *.         .  4,079  07 


Total  assets  as  per  books  of  the  company. 


$86,994  51 


LlABILniES. 

Capital  stock,  common, $40,000  00 

Bonds  outstanding '  35,000  00 

Total  liabilities  as  per  books  of  the  company,        .                  .  $75,000  00 

Profit  and  loss  balance, 11,994  51 


$86,994  51 

Opbbating  Accoxtnt. 

Operating  expenses: 

Db. 

Cb. 

Supply, 

$721  52 

Pumping,      .... 

2,893  40 

Distribution, 

24  28 

Management, 

419  67 

Taxes,           .... 

199  32 

Incidentals,  .... 

138  31 

Income  from  sale  of  water, 

$7,007  17 

municipal  income. 

2,352  00 

Balance  to  profit  and  loss. 

4,962  67 

$9,359  17     . 

-»P^59,17 
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PBOFIT  AMD   L088  ACCOTTKT. 


Balance  June  30, 1916, 
Balance  of  operatins  account, 
Intereet  received. 
Interest  paid,  . 
Depredation,  . 
Balance  June  30, 1917,      . 


Db. 

Cb. 

$11,084  37 

4,962  67 

177  96 

$1,756  35 

2,474  13 

11,994  51 

$16,224  99         $16,224  99 


WESTHAMPTON  WATER  COMPANY. 
Assets. 


Watersheds,     '. 

Reservoirs. 

Water  supply  rights, 


Cash  on  hand. 
Reserve  fund,  . 


Total  assets  as  per  books  of  the  company. 


$71  00 

150  00 

150  00 

1,129  00 

9  52 

60  00 


$1,569  52 


LlABILITIBS. 

Capital  stock,  common, $1,500  00 


Total  liabilities  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$1,500  00 
69  52 


$1,569  52 

Opbbatino  Account. 

Operating  expenses: 

Dr. 

Or. 

Supply, 

$7  75 

Management, 

5  33 

Taxes, 

33  60 

Income  from  sale  of  water,         .... 

$177  04 

municipal  income, 

21  00 

Balance  to  profit  and  loss,          .... 

161  36 

$198  04 


PBonr  AND  Loss  Account. 


Balance  June  30, 1916, 
Balance  of  operating  account,    . 
Dividends  declared. 
Reserve  fund,  .... 
Balance  June  30,  1917, 


$198  04 


Db. 

Cb. 

$68  16 

161  36 

$90  00 

60  00 

69  52 

<^i^e6%^G0C^ 
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WESTON  WATER  COMPANY. 
Abbbts. 


WeUs 

$4,379  94 

Land, 

8,006  34 

14,478  81 

Pumps,   ........ 

13,614  12 

Mains,    ........ 

60,011  16 

Water  towers, 

8,986  10 

Meters, 

2,633  46 

Casb  on  hand,           ...... 

880  73 

Accounts  receivable  for  water,    .... 

7,701  73 

Plrepaid  interest,      ...... 

9  83 

• 

Total  assets  as  per  books  of  the  company,     . 

$120,202  22 

LlABnjTISS. 

Caoital  stock,  common.     ..... 

$50,000  00 

50,000  00 

Notes  payable,          ...... 

9,900  00 

Total  liabilities  as  per  books  of  the  company. 

$109,900  00 

10,302  22 

$120,202  22 

Opxbating  Account. 

Operating  expenses: 

Dr. 

Cr. 

Pumping, 

$1,661  53 

Distribution, 

209  40 

Management,         ...... 

2,600  00 

Taxes, 

783  44 

Incidentals 

350  00 

Income  from  sale  of  water,         .... 

$9,793  44 

municipal  income. 

1,754  00 

Balance  to  profit  and  loss,          .... 

5.943  07 

$11,547  44 

$11,547  44 

Pbopit  and  Loss  Accouni 

Db. 

Cr. 

Balance  June  30,  1916, 

$9,804  48 

Balance  of  operating  account 

5,943  07 

Interest  paid 

$3,445  33 

Dividends  declared, 

2,000  00 

Balance  June  30,  1917, 

10,302  22 

$15,747  55 

$15,747  55 
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WILLIAMSTOWN  WATER  COMPANY. 

Assets. 

Watersheds S36.429  04 

Reservoirs 60,213  87 

Mains 119,665  25 

Services, 1,677  20 

Hydrants, 3.376  07 

Other  supply  devices 1,077  88 

Meters. 7.740  72 

Other  materials  and  supplies 204  21 

Cash  on  hand. 3,269  35 

Accounts  receivable  for  water, 7,324  70 

Other  accounts  receivable, 3,000  00 

Total  assets  as  per  books  of  the  company.     ....  $243,878  29 

Profit  and  loss  balance. 20,431  77 

$264,310  06 

LlABILITIEB. 

Capital  stock,  common. $100,000  00 

Bonds  outstanding. 160,000  00 

Accounts  payable,     .........  764  73 

Interest  due  but  not  paid, 225  00 

Interest  accrued  but  not  due, 1,333  33 

Amortisation  account,      ........  1,747  00 

Other  liabilities, 250  00 

Total  liabilities  as  per  books  of  the  company,                            .  $264,310  06 


Opebahmq  Account. 
Operating  expenses : 

Supply, 

Distribution. 

Management. 

Taxes, 

Incidentals.  . 
Income  from  sale  of  water, 

municipal  income. 
Balance  to  profit  and  loss. 


Dr. 

$23  65 
1,105  54 
1.916  75 

835  72 
1.201  00 


13.281  55 


Cr. 


$16,609  21 
1.754  00 


$18,363  21         $18,363  21 


Proitt  and  Loss  Account. 

Dr. 

Balance  June  30.  1916 $24,082  32 

Balance  of  operating  account,    .... 

Rents, 

Interest  paid 8,000  00 

Amortisation. 1.747  00 

Balance  June  30.  1917 


Cr. 

$13,281  55 
116  00 


20.431  77 


$33,829  32    ^"$3: 
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APPENDIX  D.  — MUNICIPALITIES. 


Balance  Sheets,  Manufacturing   and   Profit   and   Loss 
Accounts  to  June  30,  1917. 

In  these  baUnoe  sheets  the  various  plant  assets  represent  the  aetual  expenditures  for  these 
items,  less  depreciation  eharsss;  and  the  item  of  "cash**  or  "town  treasury"  includes  ths  cash  in 
the  hands  of  the  manager  and  the  ayailable  lUMKpended  balance  of  all  appropriations  eocoept 
for  depreciation  fund;  that  is  to  say,  all  appropriatioiis,  when  they  become  subject  to  drafts 
by  the  manager,  are  treated  as  cash.  Under  the  title  of  "appropriations  for  oonstnietion"  are 
included  all  those  amounts  which  bars  been  raised  by  direct  taxation  upon  the  esUtes  in  the 
town  for  new  construction  since  the  inception  of  the  enterprise.  When,  as  has  frequently  been 
done,  the  appropriation  has  by  its  terms  been  applicable,  either  to  construction  or  maintenance, 
at  the  option  of  the  management,  only  the  amount  actually  expended  for  new  construction  and 
charged  to  the  construction  accounts  has  been  treated  as  an  '*  appropriation  for  construction.'* 
Under  the  titles  **  appropriations  for  note  payments  "  and  **  appropriations  for  bond  payments  " 
are  included  thoee  amounts  raised  for  the  plant  by  inoazring  debt  which  has  meantime  been  paid 
either  by  direct  taxation  for  that  purpose  or  from  receipts  fmm  private  customers  and  appropria- 
tions for  the  cunent  expense  of  the  pknt  as  defined  by  law.  While  such  itenis  are  not  strictly 
*'  liabilities  '*  in  the  ordinary  acceptance  of  the  teem,  for  oonvenience  they  are  treated  in  the  same 
way  as  bonds  and  notes  outstanding  and  ars  grouped  with  them  under  that  designation. 

[For  other  infonnation  about  these  plants  see  under  title  "  Municipal  Ownebship  " 
in  the  body  of  the  report,  and  Appendix  H.] 


ASHBURNHAM. 
Assets. 


Electric  plant: 
Lands, 

Electric  plant. 
Overhead  Unes, 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash, 

Depredation  fund, 

Due  for  electricity. 

Sundry  accounts  receivable,    . 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on  hand, 

Office  inventory, 


Total  assets  as  per  books  of  the  plant, 


$288  48 

1,346  22 

13.046  12 

932  13 
1.030  06 

812  45 


$2,107  87 

1.086  61 

1,353  35 

50  00 

580  15 

1,049  10 

39  36 
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LlABILinSS. 


Appropriatioiia  for  oonstruction, 

note  pasonents, 
Notes  payable, 

Unpaid  bills,    .... 
Interest  accrued  but  not  due,     . 


Total  liabiHtiee  as  per  books  of  the  plant, 
Profit  and  loss  balance,     .... 


$5,450  00 

7,000  00 

6,500  00 

189  00 

33  35 

$10,172  35 
4,540  55 


Total  credits, $23,721  00 

Manufacturino  Account. 


Operating  expenses, . 

Income  from  sale  of  electricity, . 

other  sources. 
Balance  to  profit  and  loss, 


Profit  and  Lobs  Account. 


Balance  June  30, 1916, 
Balance  of  manufacturing  account, 
Appropriation  for  operation. 
Interest  paid,  .... 
Depreciation,  .... 
Balance  June  30,  1917, 


Db. 

Cr. 

$5,459  13 

$7,089  35 

120  00 

1,750  22 

$7,209  35 

$7,209  35 

NT. 

Dr. 

Cr. 

$3,373  67 

1,750  22 

196  90 

$231  38 

539  86 

4.549  55 

$5,320  79 

$5,320  79 

BELMONT. 

Assets. 
Electric  plant: 

Overhead  lines $33,081  26 

Transformers, 4.658  68 

Meters 18,691  28 

Street  lamps  and  fixtures,       ....  4,172  39 

$60,603  61 

Other  assets: 

Cash, $11,370  61 

Depreciation  fund, 15  00 

Due  for  electricity, 1,051  25 

Electric  tools  and  implements,                  .  578  00 

Other  electric  materials  and  supplies  on  hand,  1,950  00 

Stable  and  garage  inventory,  .  2,150  00 

Insurance 588  04 

Sinking  funds, 5,320  00 

23.022  90 

Total  assets  as  per  books  of  the  plant,           ....         $83,626  51 
Profit  and  loss  balance, 190  25 

Total  debits rt??AWTW 
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LiABiunxs. 

Appropriations  for  construction, $37*414  00 

Overdraft  for  construction,         .......  3,870  22 

Appropriations  for  bond  payments, 5,500  00 

note  payments 4.000  00 

sinking  funds, 5,320  00 

Bonds  outstanding 24.500  00 

Notes  payable 3,000  00 

Interest  accrued  but  not  due,     .......  203  54 


Total  liabilities  as  per  books  of  the  plant. 


$83,816  76 


Manttfactubino  Account. 


Operating  expenses,  . 

Income  from  sale  of  electridtyi 

Balance  to  profit  and  loss, 


Db. 
$37,102  27 

3,206  78 


Cb. 
$40,309  05 


$40,309  05         $40,309  05 


Pbofxt  and  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account, 

Appropriation  for  operation, 
interest, 
depreciation, . 

Interest  paid,  . 

Depreciation,  . 

Balance  June  30,  1917, 


Db. 
$4,803  67 


1.119  99 
2,088  00 


Cb. 

$3,206  78 
1.388  63 
1.138  00 
2.088  00 


190  25 


$8,011  66 


$8,011  66 


BOYLSTON. 
Absbtb. 


Electric  plant: 
Buildings, 
Electric  plant. 
Overhead  Unee, 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 

Cash 

Due  for  electricity, 
Incandescent  lamps  on  hand. 
Electric  tools  and  implements. 


$791  54 
450  00 
12,520  27 
621  10 
552  26 
641  80 


$2,931  25 

193  56 

40  02 

48  98 


$15,576  97 


3,213  81 


Total  assets  as  per  books  of  the  plant. 
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LlABXLITIBa. 


Appropriations  for  constnictiont 

note  payments. 
Notes  payable. 

Unpaid  bills,    .... 
Interest  accrued  but  not  due,     . 


Total  liabilities  as  per  books  of  the  plant. 
Profit  and  loss  balance,     .... 


Total  credits. 


Manxtfactubino  Account. 


Operating  expenses, . 

Income  from  sale  of  electricity, 

Balance  to  profit  and  loss, 


Db. 
$1,115  86 

243  76 

$1,35Q  62 


Pbofit  and  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Interest  received. 

Appropriation  for  operation, 
interest, 
depreciation. 

Interest  paid,  .... 

Depreciation,  .... 

Balance  June  30,  1917, 


Db. 


$245  16 

405  68 

1,744  17 


$2,395  01 


$2,618  45 

4,300  00 

9,000  00 

1,038  03 

90  13 

$17,046  61 
1,744  17 

$18,790  78 


Cb. 
$1,359  62 

$1,359  62 


Cb. 
$1,297  64 
243  76 
7  85 
140  08 
300  00 
405  68 


$2,395  01 


BRAINTREE. 
Assets. 


Electric  plant: 
Lands, 
Buildings, 
Steam  plant. 
Electric  plant. 
Overhead  lines, 
Transformos, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 

Cash, 

Depreciation  fund. 
Due  for  electricity. 
Sundry  accounts  receivable,    . 
Electric  fuel  on  hand,     . 
Oil  and  waste  on  hand,  . 


$1,065  00 
7,333  35 
20,727  41 
23,379  61 
34,239  95 
11.869  49 
17.251  30 
2,924  99 


$2,659  14 
5,352  13 
6,687  05 
1.411  74 


$118,791  10 


4,115  00 
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other  assets  —  Concluded, 


Electric  fixtures  pn  haild, 

$328  06 

Electric  tools  and  implements, 

2,094  74 

Other  electric  materials  and  supplies  on  hand, 

3.748  28 

Stable  and  garage  inventory, . 

1.864  25 

Office  inventory, 

806  00 

$29,246  69 

Total  assets  as  per  books  of  the  plant. 

$148,036  69 

Liabilities. 

Appropriations  for  construction. 

$46,168  74 

note  payments, 

64.000  00 

sinking  funds. 

. 

6.460  00 

Unpaid  bills,    .                   .         ... 

9.404  00 

Amounts  due  from  the  plant,  not  included  above, 

834  95 

Total  liabilities  as  per  books  of  the  plant. 

.          .          .         . 

$126,867  69 

Profit  and  loss  balance,     .... 

. 

21.179  00 

Total  credits, 

. 

$148,036  69 

Manutacturino  Account. 

Dr. 

Cb. 

Operating  expenses 

$28,666  16 

Income  from  sale  of  electricity,  . 

$33.868  84 

Balance  to  profit  and  loss,          .... 

6,203  68 
$33,868  84 

$33,868  84 

Pbopit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1016,      .... 

$11,479  63 

Balance  of  manufacturing  accoimt. 

$6,203  68 

Interest  received,      . 

304  42 

Income  from  sinking  funds, 

668  81 

Appropriation  for  operation. 

6,999  70 

Jobbing, 

388  68 

367  94 

Interest  paid,  . 

$604  17 

Depreciation,  . 

3.427  87 

Other  items.     . 

191  82 

Balance  June  30.  1917, 

21.179  00 
$26,302  86 

$26,302  86 

CHICOPEE. 

Electric  plant:  Assbts. 

Lands $6,000  00 

Buildings, 18,760  62 

Steam  plant 61,272  61 

Electric  plant 34.071  49 

Overhead  lines. 81.296  28 

Transformers, 29,676  96 

Meten 27.866  62 

Street  lamps  and  fixtures 16,862  76 
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Other  assets: 

Cash $14,994  91 

Due  fop  electricity, *  11,074  36 

Sundry  accounts  receivable,    ....  5,000  27 

Electrodes  on  hand 26  55 

Oil  and  waste  on  hand,  .....  61  55 

Electric  fuel  on  hand, 7,150  98 

Incandescent  lamps  on  hand,  3,064  89 

Globes  on  hand, 23  80 

Electric  tools  and  implements,         .  544  92 

Other  electric  materials  and  supplies  on  hand, .  11,592  19 

Stable  and  garage  inventory, ....  3,685  00 

Office  inventory, 2,258  00 

$59,477  41 

Total  assets  as  per  books  of  the  plant $334,282  74 

Profit  and  loss  balance, £(5,840  64 

Total  debits $370,123  38 

LlABIUmBS. 

Appropriations  for  construction,          ......  $63,941  12 

Overdraft  for  construction, 9,799  44 

Appropriations  for  bond  payments, 70,918  40 

note  payments, 15,000  00 

Bonds  outstanding 169,750  00 

Notes  payable, 10,000  00 

Deposits  by  customers, 4,301  00 

Unpaid  bills, 8,891  20 

Interest  accrued  but  not  due, 921  66 

Operation  cash  overdrawn,  16,600  56 


Total  liabilities  as  per  books  of  the  plant, 

Manutactxtrimo  Account. 


Operating  expenses, . 

Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss, 


Profit  and  Lobs  Account. 

Balance  June  30,  1916,      . 

Balance  of  manufacturing  account,     . 

Interest  received, 

Bond  premiums,       ..... 
Appropriation  for  operation. 

Jobbing, 

Interest  paid, 

Depredation,  ...... 

Other  items, 

Balance  June  30,  1917 


. 

$370,123  38 

NT. 

Dr. 

Cr. 

$111,570  36 

$114,757  06 

2.722  69 

5,909  39 

$117,479  75 

$117,479  76 

NT. 

Dr. 

Cr. 

$46,029  41 

$5,909f39 

359  42 

639l00 

19.806  74 

426  56 

7,392  91 

8,928  00 

631  43 

35,840  64 

$62,981  75 
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CONCORD. 

AB8KT8. 


Electric  plant: 

Lands, 

Buildings, 

Steam  plant,  .         .        '.         . 

Electric  plant,  .... 
Overhead  lines,  .... 
Transformers,        .... 

Meters, 

Street  lamps  and  fixtures. 

Other  assets: 
Due  for  electricity, 
Sundry  accounts  receivable,    . 
Electric  fuel  on  hand,    .         ... 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Electric  tools  and  implements, 
Other  electric  materials  and  supplies  on 
Stable  and  garage  inventory, . 
Office  inventory,   .... 
Sinking  funds,       .... 


hand, 


Total  assets  as  per  books  of  the  plant. 
Profit  and  loss  balance,      .         .         .         . 


$1,244  17 

3,295  89 

25.244  05 

11,739  19 

40,969  44 

4,955  94 

8.875  57 

2,465  15 


$10,435  04 

3,404  52 

4,913  52 

110  60 

824  44 

1,600  27 

3.959  83 

2,740  70 

427  50 

48,211  65 

$98,789  40 


76,628  07 

$175,417  47 
55,945  12 


Total  debits $231,362  59 


LiABiunss. 


Appropriations  for  construction. 
Overdrafts  for  construction. 
Appropriations  for  note  payments, 

sinking  funds. 
Bonds  outstanding,  . 
Notes  payable. 

Unpaid  bills,    .... 
Deposits,  .... 

Interest  accrued  but  not  due,     . 
Maintenance  cash  overdrawn,    . 


Total  liabilities  as  per  books  of  the  plant, 


$17,914  29 

419  27 

5,500  00 

38,541  80 

126,000  00 

35.500  00 

787  12 

10  00 

2.018  02 

4,672  09 

$231,362  59 


Manttfactttrino  Account. 


Operating  expenses,  . 

Income  from  sale  of  electricity. 

other  sources, 
Balance  to  profit  and  loss, 


Dr. 
$37,068  15 


4.915  39 


Or. 

$39,785  12 
2.198  42 


$41,983  54         $41,983  54 
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Profit  and  Loss  Account. 

Balance  June  30,  1916 

Balance  of  manufacturing  account,     . 

Interest  received,     ...... 

Bond  premium,        ...... 

Income  from  sinking  funds,        .... 

Jobbing, 

Appropriation  for  operation,       .... 

Interest  paid, 

Appropriation  for  sinking  funds, 
note  payments, 

Depreciation, 

Cash  transferred  from  maintenance  to  construc- 
tion,  

Other  items,     ....... 

Balance  June  30,  1917 


Dr. 

Cr. 

$52,589  67 

$4,915  39 

24  45 

153  00 

1.715  60 

842  02 

11,035  47 

6,146  74 

2,680  00 

1.500  00 

5.213  70 

5.000  00 

1.001  04 

55.945  12 

$74,131  05         $74,131  05 


DANVERS. 

Assets. 


Electric  plant: 
Lands, 
Buildings,     . 
Steam  plant, 
Electric  plant, 
Overhead  lines. 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash. 

Due  for  electricity,         .... 

Sundry  accounts  receivable,    ... 

Electrodes  on  hand,       .... 

Oil  and  waste  on  hand 

Electric  fuel  on  hand,    .         .         .         .         , 

Globes  on  hand,    ...... 

,    Incandescent  lamps  on  hand. 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand,  , 

Stable  and  garage  inventory, .         .         .         . 

Office  inventory,   ...... 

Insurance,    ....... 

Sinking  funds, 


Total  assets  as  per  books  of  the  plant. 


$1,350  00 

16,870  98 

40,275  96 

13,350  92 

51.487  89 

6.361  07 

16.133  78 

3,825  04 

$9,812  26 

6.143  40 

203  99 

10  75 

49  30 

522  75 

9  50 

336  95 

683  34 

1,847  26 

1.327  30 

1,124  76 

242  50 

19.619  26 

_-.         ill  O*)*?  •>! 

.       $191,588  96 
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LlABIUTIEfl. 

Appropriations  for  conatruotion, $27,085  87 

extraordinary  repairs, 1,330  10 

bond  payments,     ......  16,000  00 

sinking  funds 68,377  04 

Bonds  outsUnding 49,900  00 

Notes  payable, 12.000  00 

Unpaid  bills 1.870  67 

Interest  accrued  but  not  due, 314  00 


Total  liabilities  as  per  books  of  the  plant. 
Profit  and  loss  balance 


$176,477  68 
16,111  27 


Total  credits $191,688  96 


Manufacturino  Accoukt. 


Operating  4 

Income  from  sale  of  electricity,  . 

Balance  to  profit  and  loss. 


PBonr  AND  Loss  Account. 


Balance  June  30,  1916, 
Balance  of  manufacturing  account, 
Interest  received,     . 
Income  fTom  sinking  funds. 
Appropriation  for  operation, 

depreciation,  , 
Interest  paid,  . 
Depreciation,  . 
Balance  June  30, 1917, 


Dr. 

Cr. 

$63,927  48 

$69,890  28 

6,962  80 

$69,890  28 

$69,890  28 

rNT. 

Dr. 

Cr. 

$10,706  23 

6.962  80 

40  00 

1,070  62 

684  96 

6.040  00 

$2,818  33 

6.474  00 

16,111  27 

$23,403  60         $23,403  60 


GEORGETOWN. 

ASSBTS. 

Electric  plant: 

Buildings, $636  36 

Electric  plant, 864  81 

Overhead  Unes 13,829  79 

Transformers, 1,480  66 

Meters, 1.602  96 

Street  lamps  and  fixtures,       ....  1,929  36 

$20,332  82 

Other  assets: 

Cash, $3,461  08 

Depreciation  fund,         .....  374  91 

Due  for  electricity, 376  79 

Sundry  accounts  receivable,    ....  71  02 
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other  assets  —  Concluded. 
Electric  tools  and  implements, 
Other  electric  materials  and  supplies  on  hand. 

Office  inventory, 

Insurance 


$258  31 

838  06 

14  05 

92  67 


$5,476  79 


Total  assets  as  per  books  of  the  plant, 


$26,808  61 


LiABiLrriBS. 


Appropriations  for  bond  payments. 
Bonds  outstanding,  .         •  \       • 
Unpaid  bills,    .... 
Interest  accrued  but  not  due,     . 


Total  suabilities  as  per  books  of  the  plant. 
Profit  and  loss  balance 


Total  credits. 


Manitfactubino  Account. 


Operating  expenses,  . 

Income  from  sale  of  electricity,  . 

Balance  to  profit  and  loss, 


Db. 
$6,148  38 

147  64 


PBOFrr  AND  Loss  Account. 


Balance  June  30,  1916,      . 

Balance  of  manufacturing  account. 

Appropriation  for  operation, 

interest,  i 

depreciation,  . 

Interest  paid,  .... 

Depreciation,  .... 

Balance  June  30,  1917. 


$6,667  97 


$6,000  00 

16,000  00 

302  97 

213  33 

$21,616  80 
4,292  31 

$25,808  61 


Cb. 

$6,296  92 


$6,296  92 

$6,296  92 

NT. 

Db. 

Cb. 

$4,037  01 

147  64 

133  42 

640  00 

600  00 

$646  66 

619  00 

4.292  31 

$6,667  97  , 


Electric  plant: 
Buildings, 
Electric  plant. 
Overhead  lines, 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


GROTON. 
Abbbts. 


$2,004  63 
1,633  10 
18.809  82 
2,364  93 
1,944  88 
1,676  40 

$28,232  16 
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Other  asaets: 

Cash, 

Depreciation  fund, 
Due  for  electricity. 
Incandescent  lamps  on  hand, 
Electric  tools  and  implements, 
Stable  and  garage  inventory, 
Office  inventory,    . 


Total  assets  as  per  books  of  the  plant, 

LlABXLITXES. 


Appropriations  for  construction, 

note  payments, 
Notes  payable. 
Interest  accrued  but  not  due,     . 


Total  liabilities  as  per  books  of  the  plant, 
Profit  and  loss  balance,      .... 


Total  credits, 


S2,680  30 
846  00 
961  95 
90  47 
219  74 
400  00 
130  34 


Manufactusiko  Account. 


Operating  expenses,  . 

Income  from  sale  of  electricity,  . 

other  sources. 
Balance  to  profit  and  loss, 


Dr. 
S6,569  06 


$6,569  06 


S5,328  80 
$33,560  96 


$11,978  84 

15,860  00 

4,500  00 

29  06 

$32,367  90 
1,193  06 

$33,5^  96 


Cb. 

$5,904  73 
175  00 
489  33 

$6,569  06 


PBOFrr  AND  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Appropriation  for  operations, 
interest, 
depreciation, 

Interest  paid,  . 

Depreciation,  . 

Balance  June  30,  1917, 


Db. 
$489  33 


188  92 

812  61 

1,193  06 


$2,683  92 


Cr. 
$1,334  48 

362  45 

174  38 
812  61 


$2,683  92 


GROVELAND. 

Abbbtb. 
Electric  plant: 
Buildings,     ....... 

Electric  plant,        ...... 

Overhead  lines,      ...... 

Transformers,        ...... 

Meters, 

Street  lamps  and  fixtures 


$185  00 
1.035  68 
11,944  74 
1,722  11 
2,006  40 
873  14 
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Other  assets: 

Cash^ 

Depreciation  fund, 

Due  for  electricity, 

Sundry  accounts  receivable,    . 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on  hand. 


Total  assets  as  per  books  of  the  plant, 

LlABIIJTIBfl. 


Appropriations  for  construction, 

note  payments, 
Notes  payable. 

Unpaid  bills,    .... 
Interest  accrued  but  not  due,     . 


Total  liabilities  as  per  books  of  the  plant, 
Profit  and  loss  balance,     ..... 


Sl,207  64 

317  22 

386  65 

10  70 

88  66 

101  80 


Total  credits. 


S2,lll  46 


S19,878  63. 


$3,634  40 

6.000  00 

10,600  00 

243  05 

118  12 

$19,396  47 
482  06 

$19,878  63 


Manttfactubino  Account. 


Operating  expenses, . 

Income  from  sale  of  electricity, . 

Balance  to  profit  and  loss. 


Dr. 
$6,060  98 


$6,060  *98 


PBonr  AND  Loss  Accoxtnt. 


Balance  June  30, 1016, 

Balance  of  electric  manufacturing  account. 

Appropriation  for  operation, 

interest, 

depreciation, 
Jobbing, 
Interest  paid,  . 
Depreciation,  . 
Other  items,     . 
Balance  June  30,  1917, 


Dr. 

$576  98 


478  12 

644  60 

3  72 

482  06 


$2,086  38 


Cr. 

$4,474  00 
676  98 

$6,060  98 


Cr. 
$280  81 

761  79 

472  60 

644  60 

26  78 


$2,086  38 


HINGHAM. 

Assets. 
Electric  plant: 

Overhead  lines, 

Transformers,        ..... 

Meters, 

Street  lamps  and  fixtures, 


$46,113  60 
2.160  06 
9,106  29 
2,930  40 
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Other  assets: 

Work  in  process 

Cash 

Depreciation  fund,         .         .         .         .         . 

Due  for  electricity, 

Sundry  accounts  receivable,    .... 

Incandescent  lamps, 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand, 

Stable  and  garage  inventory, . 

Office  inventory, 


Total  assets  as  per  books  of  the  plant, 

LiABiunxs. 


Appropriations  for  construction, 

note  payments, 
Deposits  by  customers,      .... 

Total  liabilities  as  per  books  of  the  plant. 
Profit  and  loss  balance,     .... 

Total  credits, 


9620  67 

4,808  40 

1,939  37 

1,986  94 

728  02 

436  25 

689  80 

4.921  12 

•1.670  80 

288  16 


$17,889  43 
$78,198  67 


$61,916  10 

18,000  00 

121  26 

$70,036  36 
8,162  32 

$78,198  67 


MANTTFACTUBINa   ACCOUNT. 


Operating  expenses,  . 

Income  from  sale  of  electricity, , 

Balance  to  profit  and  loss. 


Dr. 
$24,118  22 

952  66 
$26,070  78    $26,070  78 


Cr. 
$25,070  78 


pROFrr  AND  Loss  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Appropriation  for  operation, 

depreciation. 
Jobbing, 

Other  items  of  income. 
Depreciation,  . 
Returned  to  town  treasury  as  of  Dec.  31,  1916, 
Depreciation  on  tools,  autos.  horses  and  wagons. 
Balance  June  30,  1917, 


Dr. 


Cr. 
$5,292  81 
962  56 
5,640  20 
1,967  22 
622  46 
156  31 
$1,967  22 
3,291  41 
1.009  60 
8,162  32 

$14,420  56    $14,420  55 


HOLDEN. 

ASSBTS. 


Electric  plant: 
Buildings,     . 
Electric  plant. 
Overhead  lines. 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


$300  00 

960  00 

19.536  86 

1,600  00 

1,150  00 

650  00 


^24,186t85 
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Other  assets: 

Cash 

Depreciation  fund, 

Due  for  electricity. 

Incandescent  lamiM  on  hand, 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand, 


Total  assets  as  per  books  of  the  plant. 


$872  74 

1,103  12 

396  26 

10  00 

60  00 

278  66 

$2,720  77 

. 

$26,007  62 

LlABILITIXS. 

Appropriations  for  construction, $8,497  76 

note  payments, 3,400  00 

Notes  payable, 6,200  00 

Interest  accrued  but  not  due, 20  93 

Total  liabilities  as  per  books  of  the  plant,      .  $18,118  69 

Profit  and  loss  balance, 8,788  93 

Total  credits, $26,907  62 

Manxtfacturiko  Account. 

Db.  Or. 

Operating  expenses, $4,491  04 

Income  from  sale  of  electricity,  ....  $6,394  60 

Balance  to  profit  and  loss,  ....  1,903  66 

$6,394  60  $6,394  60 

PBonr  Aim  Lobs  Account. 

Db.  Cr. 

Balance  June  30,  1916, $6,702  57 

Balance  of  manufacturing  account,     .  1,903  56 

Interest  received, 12  46 

Appropriation  for  operations,     ....  1,698  42 

Jobbing, 147  85 

Interest  paid, $268  51 

Depreciation, 735  00 

Other  items, 672  42 

Balance  June  30,  1917 8,788  93 

$10,464  86         $10,464  86 


HOLYOKE. 

Assets. 
Gas  plant: 

Lands, 

Buildings,     ...... 

Machinery  and  equipment,     . 

Mains,  ...... 

Meters, 


$77,930  00 
217,390  29 
222,431  43 
265,314  77 
100.004  18 
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Electric  plant: 
Lands, 
Buildings,     . 
Water  plant, 
Steam  plant. 
Electric  plant. 
Overhead  lines, 
Underground  conduits, 
Underground  wires  and  cables, 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 

Oaah 

Depreciation  fund,         ..... 

Due  for  gas,  ...... 

Due  for  electricity,         ..... 

Sundry  accounts  due  the  plant, 

Gas  coal  on  hand,  ..... 

Ck>keonhand, 

Enrichers  on  hand,         ..... 

Purifying  materials  on  hand,  .... 

Other  gas  materials  on  hand. 

Gas  fixtures  on  hand,     ..... 

Gas  tools  and  implements,      .... 

Electric  fuel- on  hand,     ..... 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand, 

Stable  and  garage  equipment. 

Office  inventory,  ...... 

Insurance 


Total  assets  as  per  books  of  the  plant, 


$76,847  00 

80,714  32 

12,018  02 

226  007  27 

84.231  22 

90.647  85 

90,202  55 

49.874  64 

68,606  00 

93,220  30 

7,790  77 

.  .„   tfi7n  ovi  fid 

$61,692  50 

36.872  89 

2,680  66 

26.545  39 

10,969  75 

42,627  50 

2,187  50 

563  13 

3,062  60 

2,776  00 

4,379  71 

4.100  00 

30.822  40 

4,697  96 

3,402  37 

11,201  70 

2.500  00 

1,071  40 

_  .  .-  .     0d9  1*?9  flft 

.  $1,995,282  97 

Liabilities. 

Appropriation  for  bond  payments,      ......  $64,630  85 

Bonds  outstanding,  .         .         .' 986,000  00 

Unpaid  bills, 43,641  33 

Interest  accrued  but  not  due, 7.742  08 

Operation  cash  overdrawn 83,292  69 

Amounts  due  from  the  plant,  not  included  above,  2,819  91 

Total  Kabilities  as  per  books  of  the  plant $1,188,126  86 

Profit  and  loss  balance, 807.156  11 

Total  credits, $1,996,282  97 


Operating  expenses: 

Gas,     . 

Electric, 
Income  from  sale  of  gas, 


Manufactttbino  Accouirr. 

Db. 
$212,704  26 


Ob. 


261,768  34 

^216.098  14 
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Income  from  residuals, 

other  sources  (gas), 
sale  of  electricity,  . 
Balance  to  profit  and  loss: 

Gas, 

Electric,       .... 


Dr. 

S22.856  48 
128.408  76 

Cr. 
S19.458  60 
4  00 
390,177  10 

$626,737  84 

$626,737  84 

Profit  and  Lobs  Accouivt.       j^  -, 

Balance  June  30,  1016, $803,032  61 

Balance  of  gas  manufacturing  account,  22,866  48 

Balance  of  electric  manufacturing  account,  128,408  76 

Interest  received, ,         121  63 

Appropriation  for  operation,      ....  40,280  14 

Jobbing, 041  61 

Interest  paid $38,486  24 

Depreciation, 66.627  00 

Special  depredation, 182,472  46 

Other  items, 900  23 

Balance  June  30, 1017, 807,156  11    

$1,086,641  03    $1,086,641  03 


HUDSON. 
Abbbts. 


Electric  plant: 
Lands, 
Buildings,     . 
Side  track,    . 
Steam  plant. 
Electric  plant. 
Overhead  lines. 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash, 

Depreciation  fund, 

Due  for  electricity,         ..... 
S\mdry  accoimts  receivable,    .... 

Electrodes  on  hand, 

Oil  and  waste  on  hand, ..... 

Electric  fuel  on  hand, 

Globes  on  hand 

Incandescent  lamps  on  hand, 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand, 

Office  inventory, 

Insurance, 

Total  assets  as  per  books  of  the  plant, 
Profit  and  loss  balance, 

Total  debits, 


$600  00 

4,637  66 

620  46 

16,890  91 

9,230  86 

21,364  88 

6.086  64 

8,693  76 

2,086  31 

$10,219  89 

1,704  76 

3.610  28 

233  61 

43  16 

130  68 

1,014  70 

6  68 

400  99 

1.936  76 

1.163  32 

386  02 

366  08 

$90,203  97 
.  6.363  60 

.      ^96,667 147 
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LlABILITIBS. 

Appropriations  for  construction, $15,549  28 

Overdrafts  for  construction 16,232  40 

Appropriations  for  extraordinary  repairs, 1,500  OO 

bond  payments, 500  00 

note  payments,               .    ^    .  37,000  OO 

Bonds  outstanding 7,000  00 

Notes  payable, 17,500  OO 

Interest  accrued  but  not  due, 285  79 

Total  liabilities  as  per  books  of  the  plant, 

Manupacturino  Account. 


. 

$95,567  47 

MT. 

Db. 

Cb. 

$26,224  10 

$37,012  79 

1,273  64 

12.062  33 

$384286  43 

$38,286  43 

Operating  expenses, . 

Income  from  sale  of  electricity,  . 

other  sources, 
Balance  to  profit  and  loss. 


Pbofit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30.  1916, $14,472  49 

Balance  of  manufacturing  account,     .  $12,062  33 

Interest  received, 214  87 

Appropriation  for  operation,       ....  686  53 

Jobbing, 253  18 

Interest  paid, 1,034  28 

Depreciation, 3,049  94 

Other  items, 23  70 

Balance  June  30,  1917 5,363  50 


$18,580  41         $18,580  41 


HULL. 

Absbtb. 
Electric  plant: 

Lands $1,500  00 

Buildings, 8,015  59 

Steam  plant 16,054  09 

Electric  plant, 11.456  09 

Overhead  lines 50,734  62 

Transformers, 9,685  43 

Meters, 18,069  72 


$115,515  54 


Other  assets: 

Cash $8,889  31 

Depreciation  fund,          .....  1.833  07 

Due  for  electricity 7,317  1^    ^-^ 
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Other  assets  —  Concluded, 

Incandescent  lamps  on  band,                             .  $731  16 

Electric  tools  and  implements,         .         .         .  2,213  03 

Other  electric  materials  and  supplies  on  hand,  1,648  91 

Stable  and  garage  inventory, ....  1,520  00 

Office  inventory, 1,600  00 

Insurance, 354  10 

Sinking  funds, 0,133  05 

$35,140  72 


Total  assets  as  per  books  of  the  plant,           ....  $150,656  26 

Profit  and  loss  balance, 38,371  53 

Total  debits $189,027  79 

LiABiLrriES. 

Appropriations  for  construction,  $47,494  56 

note  payments, 19,400  00 

sinking  funds 73,414  24 

Notes  payable,          .........  32,902  00 

Unpaid  bills, 4,185  26 

Deposits  by  customers, 11,081  94 

Interest  accrued  but  not  due, 263  90 

Amoimts  due  from  the  plant,  not  included  above,                         .  285  89 

Total  liabilities  as  per  books  of  the  plant,     ....  $189,027  79 

Manufactubino  Account. 

Dr.  Cr. 

Operating  expenses, $34,172  40 

Income  from  sale  of  electricity, ....  $47,195  19 

other  sources,        ....  550  45 
Balance  to  profit  and  loss,          ....             13,573  24 


$47,745  64         $47,745  64 
Profit  and  Loss  Account. 


Balance  June  30, 1916,      . 
Balance  of  manufacturing  account,     . 
Interest  received,      .... 
Income  from  sinking  funds. 
Appropriations  for  operations,    . 
depreciation. 

Jobbing, 

Correction  of  accrued  interest  of  1916, 

Interest  paid, 

Depreciation,  ..... 

Other  items, 

Balance  June  30,  1917, 


Dr. 

Cr. 

$46,593  91 

$13,573  24 

47  86 

219  41 

716  95 

3,500  00 

11  58 

3  22 

1,455  55 

5,856  85 

2,537  48 

38,371  53 
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IPSWICH. 
Abbetb. 


Electric  plant: 
Buildings,     . 
Steam  plant, 
Electric  plant. 
'  Overhead  lines.     . 
Transfoimen, 
Meten. 
Street  lamps  and  fixtures. 


Other 

Cash, 

Due  for  electricity, 

Sundry  accounts  receivable,    . 

Oil  and  waste  on  hand, . 

Electric  tools  and  implements, 

Other  electric  materials  and  supplies  on  hand. 

Total  assets  as  per  books  of  the  plant. 


$7,862  83 

15,581  84 

9.482  87 

42,777  48 

2.727  86 

3.675  90 

571  08 


<5.220  45 

2,603  41 

48  36 

63  00 

413  07 

251  00 


$82,679  86 


8.599  29 


$91,279  15 


LlABIUTIEfl. 

Appropriations  for  construction. $1,511  06 

note  payments, *       .  18.050  00 

Notes  payable 61,700  00 

Interest  accrued  but  not  due,     .......  271  67 


Total  liabilities  as  per  books  of  the  plant.      ....         $81,532  73 
Profit  and  loss  balance 9.746  42 


Total  credits, 


$91,279  15 


MANtTFACTXTBING  ACCOUNT. 


Operating  expenses. 

Income  from  sale  of  electricity, 

other  sources. 
Balance  to  profit  and  loss. 


Dr. 
$21,119  09 


Cr. 

$17,565  23 
2,000  00 
1.553  86 

$21,119  09         $21,119  09 


Profit  and  Lobs  Account. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account. 

Appropriation  for  operation, 
interest, 
depreciation,  , 

Jobbing, 

Interest  paid,  . 

Depredation,  . 

Balance  June  30,  1917, 


Dr. 
$1,553  86 


2,450  32 
2,450  00 
9,746  42 


Cr. 
$10,606  21 

638  59 
2,400  00 
2,450  00 

105  80 


$16,200  60  ^$16,20a  60 
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LITTLETON. 

ASSETB. 

Electric  plant: 

Electric  plant 

Overhead  lines,      ...... 

Transformers,        .      '  . 

Meters, 

Street  lamps  and  fixtures,       .... 

Other  assets: 

Cash, 

Depreciation  fund, 

Due  for  electricity,         ..... 
Sundry  accounts  receivable,    .... 
Electric  tools  and  implements, 
Other  electric  materials  and  supplies  on  hand, 

Total  assets  as  per  books  of  the  plant, 


$661  04 

17,680  32 

1,233  70 

1.037  52 

578  44 


$875  40 
2,583  13 
767  36 
544  18 
106  00 
628  06 


$21,001  11 


5,505  03 
$26,687  04 


LlABILTTXES. 


Appropriations  for  construction, 

bond  payments, 
note  payments. 

Bonds  outstanding,  . 

Unpaid  bills,    .... 

Interest  accrued  but  not  due,     . 


Total  liabilities  as  per  books  of  the  plant. 
Profit  and  loss  balance,     .... 

Total  credits, 


$7,503  18 

2.500  00 

1,625  00 

12,500  00 

271  60 

125  00 

$24,524  87 
2,162  17 

$26,687  04 


Makufactubxno  Account. 


Operating  expenses,  . 

Income  from  sale  of  electricity,  . 

other  sources, 
Balance  to  profit  and  loss. 


Db. 
$3,644  52 


$3,644  52 


Cr. 

$3,108  86 
102  00 
342  76 

$3,644  52 


Pboixt  and  Loss  Account. 


Balance  June  30, 1016, 
Balance  of  manufacturing  account, 
Interest  received. 
Appropriation  for  operation, 

depreciation,  . 
Jobbing, 
Interest  paid,  . 
Depreciation,  . 
Other  items,     . 
Balance  June  30, 1017,      . 


Db. 
$342  76 


505  00 

711  60 

47  58 

2,162  17 


Cr. 
$1,412  36 

48  58 

1,525  07 

711  60 

71  50 
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LUNENBURG. 

Assets. 
Electric  plant: 

Overhead  lines $15,189  40 

Transformers, ^  1,872  47 

Meters, 1,706  03 

Street  lamps  and  fixtures 696  29 

$19,523  28 

Other  assets: 

Cash $4,152  30 

Depreciation  fund,         .         .         .         ^         .  543  96 

Due  for  electricity, 664  61 

Incandescent  lamps  on  hand,           ...  82  08 

Electric  tools  and  implements,  116  00 

Office  inventory, 82  00 

6,640  95 

Total  assets  as  per  books  of  the  plant,  ....         $25,164  23 

LxABiLrriES. 

Appropriations  for  construction, $2,775  00 

note  payments, 2,000  00 

Notes  payable, 17,650  00 

Unpaid  bills 675  13 

Deposits  by  customers, 40  00 

Interest  accrued  but  not  due, 241  82 

Total  liabilities  as  per  books  of  the  plant $23,381  95 

Profit  and  loss  balance, 1,782  28 

Total  credits $25,164  23 

Manupacturino  Account. 

Dr.  Cr. 

Operating  expenses, $3,059  01 

Income  from  sale  of  electricity,  ....  $3,144  25 

Balance  to  profit  and  loss,  ....  85  24 

$3,144  25  $3,144  25 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1916, $1,715  45 

Balance  of  manufacturing  account,     ...  85  24 

Interest  received, 33 

Appropriation  for  operations,     ....  1,191  55 

Interest  paid, $675  33 

Depreciation, 530  46 

Other  items, 4  50 

Balance  June  30,  1917, 1,782  28 

$2,992  57    ^  S2^d%  ^7 
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MANSFIELD. 
Assets. 


Electric  plant: 
Lands, 
BuildingB,     . 
Oil  engine  plant. 
Electric  plant, 
Overhead  lines, 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 
Cash,  .... 
Depreciation  fund. 
Due  for  electricity. 
Sundry  accounts  receivable, 
Electric  fuel  on  hand,    . 
Oil  and  waste  on  hand,  . 
Incandescent  lamps  on  hand. 
Electric  tools  and  implements. 
Other  electric  materials  and  supplies  on  hand. 
Stable  and  garage  inventoiy, 
Office  inventory,   . 
Sinking  funds. 


$2,000  00 

8,631  65 

38,608  62 

14,805  32 

22,599  63 

6.825  47 

8.847  91 

2,909  75 


$3,659  43 

3.276  35 

1.262  76 

1.763  61 

178  79 

156  89 

1,270  05 

1.146  45 

6.919  85 

923  41 

1.636  63 

18,584  47 


$105,228  35 


40.778  19 

Total  assets  as  per  books  of  the  plant,           ....  $146,006  54 

Liabilities. 

Appropriations  for  construction, $8,738  82 

bond  payments, 6,466  75 

sinking  funds, 8,500  00 

Bonds  outstanding, 86,500  00 

Unpaid  bills 1,223  22 

Interest  accrued  but  not  due, 876  66 

Total  liabilities  as  per  books  of  the  plant,      ....  $112,305  45 

Profit  and  loss  balance, 33,701  09 

Total  credits, $146,006  54 

Manxtfacturing  Account. 

Dr.  Cb. 

Operating  expenses $27,638  50 

Income  from  sale  of  electricity,  ....  $31,843  25 

other  sources,        ....  321  63 
Balance  to  profit  and  loss,          ....               4,526  38 

$32,164  88  $32,164  88 


Profit  and  Loss  Accottnt. 


Balance  June  30, 1916, 

Balance  of  manufacturing  account, 

Income  from  sinking  funds, 


Dr. 


Digitized  by 
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Dr. 
Appropriation  for  operation,      .... 
Jobbing,  ....... 

Interest  paid, $3,496  66 

Depreciation, 4,082  80 

Other  items, 662  36 

Balance  June  30, 1017 33.701  00 


[Jan. 


Cr. 
$0,052  59 
197  02 


$41,942  91         $41,942  91 


MARBLEHEAD. 


ASBETB. 


Electric  plant: 
Lands, 
Buildings,     . 
Steam  plant, 
Electric  plant, 
Overhead  lines,      . 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 

Other  assets: 
Cash,  .... 
Depreciation  fund, 
Due  for  electricity, 
Sundry  accounts  receivable, 
Electric  fuel  on  hand,    . 
Electrodes  on  hand, 
Oil  and  waste  on  hand,  . 
Incandescent  lamps  on  hand, 
Globes  on  hand,    . 
Electric  tools  and  implements. 
Other  electric  materials  and  Buppli< 
Stable  and  garage  equipment. 
Office  inventory,  . 
Sinking  funds. 


hand 


$10,650  00 
14,652  16 
32,158  18 
16,262  47 
24,102  95 
11,054  53 
17,125  52 
8,657  98 


$4,729  95 

17,355  40 

5,672  99 

156  48 

3,062  50 

115  00 

40  90 

951  49 

12  50 

732  46 

1,659  83 

1,261  68 

380  55 

32,940  35 


$134,663  79 


69.072  08 


Total  assets  as  per  books  of  the  plant,  ....       $203,735  87 


LiABiLrnEa. 


Appropriations  for  construction, 

bond  payments, 
note  payments, 
sinking  funds. 

Bonds  outstanding,  . 

Unpaid  bill 

Interest  accrued  but  not  due,     . 


Total  liabilities  as  per  books  of  the  plant, 
Profit  and  loss  balance,      .... 


Total  credits, 
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Maihjfactubino  Account. 


Operating  expenses,  . 

Income  from  sale  of  electricity,  . 

Balance  to  profit  and  loss, 


Propit  and  Loss  Account. 


Balance  June  30, 1016, 

Balance  of  manufacturing  account, 

Interest  received. 

Income  from  sinking  funds. 

Jobbing, 

Appropriation  for  operation, 
interest, 
depreciation,  . 

Interest  paid,  . 

Depreciation,  . 

Other  items,     . 

Balance  June  30,  1917, 


Dr. 

Cr. 

$49,992  87 

$50,616  33 

622  46 

$50,515  33 

$50,515  33 

NT. 

Dr. 

Cr. 

$19,410  66 

522  46 

276  27 

1,150  70 

101  02 

2,372  20 

2,640  00 

6,332  00 

$2,666  67 

6,332  00 

99  20 

23,706  44 

$31,804  31 

$31,804  31 

MERRIMAC. 

ASSXTB. 

Electric  plant: 

Steam  plant $3,002  02 

Electric  plant, 3,077  61 

Overhead  lines, 14,494  67 

Transformers 2,780  47 

Meters 1,835  67 

$25,199  24 

Other  assets: 

Cash $6,399  26 

Depredation  fund,         .         .                           .  1,116  35 

Due  for  electricity, 924  86 

Incandescent  lamps  on  hand,                             .  746  13 

Electric  tools  and  implements,                           .  166  34 

8,341  94 

Total  assets  as  per  books  of  the  plant,  ....         $33,541  18 

LlABIUTIBB. 

Appropriations  for  construction, $6,603  16 

Overdraft  for  construction, 322  67 

Appropriations  for  bond  payments 4,600  00 

note  payments 1,671  72 

Bond.ouUt«diB.. o:,t.edbyGc^(^r 
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Notes  payable $1,200  00 

Unpaid  bills 466  58 

Interest  accrued  but  not  due, M5  00 

Reserve  fund, 1,500  00 

Total  liabilities  as  per  books  of  the  plant $20,279  13 

Profit  and  loss  balance 13,262  05 

Total  credits, $33,541  18 

mantttacturina  account. 

Dr.  Cr. 

Operating  expenses, $9,274  33 

Income  from  sale  of  electricity,  .                           .  $13,100  43 

other  sources,        ....  13  45 
Balance  to  profit  and  loss,          ....              3,839  55 

$13,113  88  $13,113  88 

Profit  ajh)  Loss  Accoui*t. 

Dr.  Or. 

Balance  June  30,  1916, $12,048  17 

Balance  of  manufacturing  accoimt,     .  3,839  55 

Interest  received, '        2  56 

Appropriation  for  operation,       ....  104  40 

Jobbing, 32  48 

Interest  paid, $261  17 

Depreciation, 1.003  94 

Reserve  fund, 1,500  00 

Balance  June  30, 1917 13,262  05 

$16,027  16  $16,027  16 


MIDDLEBOROUGH. 

AfiSSTB. 


Gas  plant: 
Lands, 
Buildings,     . 

Machinery  and  equipment, 
Mains, 
Meters, 


Electric  plant: 
Lands, 
Buildings, 
Water  power, 
Steam  plant, 
Electric  plant. 
Gas  engine  plant. 
Overhead  lines, 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


$1,200  00 
2,777  30 
9,774  13 

22.520  36 
3,315  33 


$6,000  00 
4,338  44 

11,472  98 

680  49 

3,413  59 

9,315  31 

33,888  71 
8,672  39 

10,313  92 
1,793  63 
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Other  assets: 

Cash 

$5,521  11 

669  12 

Due  for  gas, 

1,032  02 

Due  for  eleotrieityt         .... 

3,917  82 

Sundry  acoounts  receivable,    .         .         .         . 

609  31 

Gas  coal  on  hand,          .... 

9  00 

Coke  on  hand, 

28  64 

Enrichers  on  hand,         .... 

642  60 

Purifying  materials  on  hand,  . 

10  00 

Other  gas  materials  on  hand. 

17  81 

Oil  and  waste  on  hand,  .... 

21  60 

Electrodes  on  hand,       .... 

1  00 

Gas  tools  and  implements,     . 

278  45 

Electric  fuel  on  hand,     .... 

44  00 

Electric  tools  and  implements. 

852  80 

Other  electric  materials  and  supplies  on  hand 

2,532  28 

Stable  and  garage  inventory,  . 

1,850  09 

Office  inventory, 

484  79 

Total  assets  as  per  books  of  the  plant,           ....  $147,899  02 

Profit  and  loss  balance, 8,034  31 

Total  debits $155,933  33 

LlABIIJTIES. 

Appropriations  for  construction,          ......  $36,102  39 

extraordinary  repairs, 2,890  00 

bond  payments, 49,500  00 

note  payments, 19,200  00 

Bonds  outstanding, 27,000  00 

Notes  payable, 20,000  00 

Deposits  by  customers, 8  00 

Unpaid  bills 919  61 

Interest  accrued  but  not  due, 313  33 

Total  liabilities  as  per  books  of  the  plant,      ....  $155,933  33 

MANUTACTURUVa  ACCOUNT. 

Operating  expenses:                                                                 Dr.  Cr. 

Gas, $6,838  53 

Electric 20,366  22 

Income  from  sale  of  gas, $8,889  68 

sale  of  electricity,  ....  29,836  80 

Balance  to  profit  and  loss: 

Gas 2,051  15 

Electric 9,470  58 


$38,726  48         $38,726  48 


Profit  and  Loss  Account. 


Balance  June  30,  1916,      .         .         .         . 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 


Dr. 
$16,382  06 

Digitized  by 
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Db.  Cr. 

Appropriation  for  operation,       ....  $5,327  23 

Jobbing 25  08 

Interest  paid, $1,926  66 

Depreciation, 6,169  12 

Other  items, 430  51 

Balance  June  30,  1917 8,034  31 


$24,908  35         $24,908  35 


MIDDLETON. 

ASSBTB. 


El^tric  plant: 

Overhead  lines, $6,019  50 

Transformers, Ill  20 

Meters, 316  80 

Street  lamps  and  fixtures,       ....  196  75 


Other  assets: 

Cash, $1,258  26 

Depreciation  fund, 533  15 

Due  for  electricity, 28  34 

Electric  tools  and  implements,         ...  20  00 

Other  electric  materials  and  supplies  on  hand,  36  00 

Insurance, 20  00 


$6,644  25 


1,895  75 


Total  assets  as  per  books  of  the  plant,           ....  $8,540  00 

LiABiunss. 

Appropriations  for  construction,          ......  $2,768  84 

Notes  payable, 4,500  00 

Unpaid  bills, 185  98 

Interest  accrued  but  not  due, 15  94 


Total  liabilities  as  per  books  of  the  plant,      ....  $7,470  76 

Profit  and  loss  balance, 1,069  24 


Total  credits, $8,540  00 

Makxtfagtubing  Account. 

Db.  Cb. 

Operating  expenses, $1,690  54 


Income  from  sale  of  electricity,  .... 

$1,254  71 

Balance  to  profit  and  loss,          .... 

435  83 

$1,690  54 

$1,690  54 

PbOFZT  AlVD  L068  ACCOUNT. 

Db. 

Cb. 

Balance  June  30,  1916, 

$531  75 

Balance  of  manufacturing  account,     .         .                         $435  83 

Appropriation  for  operation,      .... 

573  68 

interest 

191  26 

depreciation,  ....                                 ^^225,00 
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Other  items  of  income. 
Interest  paid,  .         .         .^ 
Depreciation,  . 
Balance  June  30, 1917, 


Db. 

Cb. 

$399  64 

$191  26 

225  00 

' 

1.069  24 

$1,921  33 

$1,921  33 

NORTH  ATTLEBOROUGH. 


AB8BTS. 


$8,915  11 

21,752  58 

13,005  52 

28,970  39 

6,824  40 

13.627  64 

312  10 

10^  407  74 

$6,160  40 

10,227  78 

2,960  86 

326  99 

315  81 

242  91 

1,230  59 

3,865  75 

481  09 

36,425  47 

Electric  plant: 
Buildings,     . 
Steam  plant, 
Electric  plant. 
Overhead  lines. 
Transformers, 
Meters, 
Street  lamps  and  fixtures. 


Other  assets: 

Cash 

Depreciation  fund,         .         . 

Due  for  electricity, 

Sundry  accounts  receivable,    .... 

Electric  fuel  on  hand, 

Incandescent  lamps  on  hand. 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand, 

Office  inventory, 

Sinking  ftmds, 


Total  assets  as  per  books  of  the  plant,           ....  $155,645  39 

LlABILITIBS. 

Appropriations  for  construction, $27,526  82 

Overdraft  for  construction, 881  73 

Appropriations  for  note  payments 26,032  57 

sinking  funds, 22,276  32 

Bonds  outstanding, 50,000  00 

Notes  payable, 15,390  00 

Unpaid  bills, 1,430  05 

Interest  accrued  but  not  due, 93  34 

Total  b'abilities  as  per  books  of  the  plant,      ....  $143,63083 

Profit  and  loss  balance, 12,014  56 

Total  credits $155,645  39 

Manufactubino  Aggoxtnt. 

Db.  Cb. 

Operating  expenses, $29,050  29 

Income  from  sAle  of  electricity,  ....  $35,208  00 
Balance  to  profit  and  loss,          ....              6,157  71 

$35,208  00  ^$36.208  00 
Digitized  by  VjOOQIC 
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Pbofxt  and  Lo88  Account^ 


Balance  June  30, 1916, 

Balance  of  manufacturing  account. 

Income  from  Binkinc  fimds. 

Appropriation  for  operation, 

Interest  paid,  . 

Depreciation,  . 

Other  items,     . 

Balance  June  30,  1917,      . 


Db. 

Cr. 

$4,451  05 

6,167  71 

1,463  86 

6,749  54 

$2,699  64 

4,089  26 

18  70 

12,014  66 

$18,822  16         $18,822  16 


NORWOOD. 

ASSBTS. 

Electric  plant: 
Lands,  ....... 

Buildings,     ....... 

Electric  plant, 

Overhead  lines, 

Underground  conduits,  ..... 

Transformers, 

Meters,         ....... 

Street  lamps  and  fixtures,       .... 

Other  assets: 

Cash 

Due  for  electricity, 

Incandescent  lamps  on  hand. 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand. 

Stable  and  garage  inventory,  .... 

Office  inventory, 

Insurance, 


$719  00 

9,356  81 

5,220  74 

54,718  59 

19,127  22 

10,348  70 

14.682  85 

2,737  91 


$121  93 

8,048  85 

1,482  08 

400  00 

3,103  69 

700  00 

922  80 

61  30 


$116,911  82 


14.840  65 


Total  assets  as  per  books  of  the  plant, 


$131,752  47 


LiABiLrriES. 

Appropriations  for  construction, $12,551  59 

note  pa3rment8, 19,400  00 

Notes  payable, 35,000  00 

Unpaid  bills, .  5,074  25 

Interest  accrued  but  not  due, 97  07 

Amounts  due  from  the  plant,  not  included  above,        ...  5  00 

Total  liabilities  as  per  books  of  the  plant,      ....  $72,127  91 

Profit  and  loss  balance, 59,624  56 

Total  credits JW31,752  47 
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MANUrACTUBINO  ACCOUNT. 


Operating  expenses, . 

Income  from  sale  of  electricity,  . 

other  sources, 
Balance  to  profit  and  loss, 


Db. 
$44,869  27 


13,261  28 


Profit  and  Loss  Accoxjnt. 


Balance  June  30, 1916, 
Balance  of  manufacturing  account, 
Note  premium, 
Appropriation  for  operation, 
Jobbing,  .... 

Insurance  received  on  fire  loss, 
Other  items  of  income, 
Interest  paid,  .... 
Depreciation,  .... 
Other  items,     .... 
Balance  June  30, 1917, 


Dr. 


Cr. 

$57,558  20 
572  35 


$58,130  55    $58,130  55 


Cr. 
$44,494  80 
13,261  28 
65  00 
5,903  08 
3  25 
1,310  95 
46  12 
$1,358  53 
3,825  24 
266  15 
59.624  56  

$65,074  48    $65,074  48 


PAXTON. 

Assets. 


Electric  plant: 
Buildings,     . 
Electric  plant, 
Overhead  lines, 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash 

Depreciation  fund, 

Due  for  electricity,  ..... 
Incandescent  lamps  on  hand, .  .  .  . 
Other  electric  materials  and  supplies  on  hand, 


Total  assets  as  per  books  of  the  plant, 

Liabilities. 


Appropriations  for  construction, 

note  payments, 
Notes  payable. 
Unpaid  bills 


Total  liabilities  as  per  books  of  the  plant, 
Profit  and  loss  balance,     .... 


$293  44 

642  00 

5,950  05 

509  74 

365  88 

259  30 

$969  53 

16  61 

289  01 

10  00 

27  59 

$8,020  41 


1,312  74 


$9,333  15 


$1,515  07 

2,000  00 

3,500  00 

83  66 

$7,098  73 
2,234  42 


Total  credits. 


$9,333  t15 


Digitized  by  VjOOQ IC 


280  a 


GAS  AND  ELECTRIC  LIGHT. 


(Jan. 


MAircFAcrDBiica  Aooovnr. 


Dr. 

Cr. 

Operating  expeoaes 

$1,215  21 

$1,662  22 

Balance  to  profit  and  loss, 

• 

447  01 

$1,662  22 

$1,662  22 

Pboitt  and  Lobs  Account. 

Dr. 

Or. 

Balance  June  30, 1916 

• 

$1,873  85 

Balance  of  manufacturing  account. 

447  01 

Appropriation  for  operation. 

28  56 

interest. 

230  00 

Interest  paid,  . 

$150  00 

Depreciation,  . 

195  00 

Balance  June  30, 1917,      . 

t 

2,234  42 

$2,579  42 

$2,579  42 

PEABODY. 

Assets. 

Electric  plant: 

Lands, 

$1,690  00 

Buildings,     . 

10,979  81 

Steam  plant, 

30.556  10 

Electric  plant, 

18,121  48 

Overhead  lines. 

57,393  57 

Inside  wiring, 

768  95 

Transformers, 

19,689  51 

Meters, 

14,905  83 

Street  lamps  and  fixtures, 

500  00 

$154,605  25 

Other  assets: 

Cash $3,465  00 

Depreciation  fund,         .         .         ...         .  4,212  77 

Due  for  electricity, 17,759  14 

Globes  on  hand, 8  00 

Electric  fuel  on  hand, 268  50 

Oil  and  waste  on  hand,  .                  .  '      .  331  25 

Incandescent  lamps  on  hand,  849  06 

Electric  tools  and  implements,                  .  350  00 

Other  electric  materials  and  supplies  on  hand,  9,496  13 

Stable  and  garage  inventory, ....  1,888  00 

Sinking  funds, 30,074  33 

68,702  18 

Total  assets  as  per  books  of  the  plant,           ....       $223,307  43 
Profit  and  loss  balance '     .  3,534  23 

Total  debits $226,841  66 
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LlABXLmXS. 


AppropriationB  for  conBtruction, 

Overdraft  for  constniotion, 

Appropriations  for  bond  payments, 
note  payments, 
sinking  funds, 

Bonds  outstanding,  . 

Unpaid  bills,    .... 

Interest  accrued  but  not  due,     . 

Maintenance  cash  overdrawn,   . 


S80.$34  32 

4.663  79 

16,000  00 

22,700  00 

^0,000  00 

78,000  00 

3,790  02 

687  50 

166  03 


Total  liabilities  as  per  books  of  the  plant 

$226,841  66 

Manufactxjbino  Account. 

Dr. 

Cb. 

Operating  expenses, $100,633  59 

Income  from  sale  of  electricity*  .... 

$100,205  34 

other  sources,        .... 

600  00 

Balance  to  profit  and  loss 171  75 

$100,805  34 

$100,805  34 

•  Pbopit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1916 

$8,154  49 

Balance  of  manufacturing  account,     . 

,171  75 

Income  from  sinking  funds,        .... 

1,095  43 

Appropriation  for  operations,     .... 

2,118  79 

interest,          .... 

2,930  00 

Interest  paid $2,938  44 

Depredation 5,932  17 

Returned  to  city  treasury,  as  of  November  30, 1916,             9,134  08 

Balance  June  30, 1917,      .                  .         .         . 

3,534  23 

$18,004  69         $18,004  69 


PRINCETON. 

AsSBTiB. 

Electric  plant: 
Lands,  ....... 

Electric  plant,       .         .         .         . 

Overhead  lines,     ...... 

Transformers, 

Meters, 

Other  assets: 

Cash, 

Depreciation  fund,         .         .         .         .         . 


$500  00. 

500  00 

12,377  51 

1,394  78 

372  77 


$557  95 
1.650  00 


$15,145  06 


2,207  95 


Total  assets  as  per  books  of  the  plant. 


.       ^7,353  01 
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LlABIUnBS. 


Appropriations  for  construotion. 

. 

$1,081  19 

note  payments,      . 

.... 

4,000  00 

Notes  oayable.          .... 

11,000  00 

Interest  accrued  but  not  due,     . 

at,  *  . 

165  00 

Total  liabilities  as  per  books  of  the  pla] 

$16,246  19 

Profit  and  loss  balance, 

1.106  82 

Total  credits,     .... 

$17,353  01 

Manufactttrino  Account. 

Db. 

Cb. 

Operating  expenses, 

$1,675  04 

Income  from  sale  of  electricity,  . 

. 

$1,461  58 

Balance  to  profit  and  loss. 

• 

213  46 

$1,675  04 

$1,675  04 

PBorrr  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1916,      . 

$699  85 

Balance  of  manufacturing  account,     . 

$213  46 

Appropriation  for  operations,     . 

992  93 

interest, 

440  00 

depreciation,  . 

450  00 

Interest  paid, 

465  00 

Depreciation, 

450  00 

Maintenance  cash  used  for  construction, 

347  50 

Balance  June  30,  1917,      . 

1,106  82 

$2,582  78 

$2,582  78 

READI 

NG. 

Asset 

B. 

Electric  plant: 

Lands, 

$1,100  00 

Buildings,     . 

11,669  48 

Steam  plant. 

31.168  72 

Electric  plant, 

21,665  59 

Overhead  lines. 

103,958  83 

Transformers, 

13,692  54 

Meters, 

17.412  05 

Street  lamps  and  fixtures, 

12.868  95 

$213,536  16 

Other  assets: 

Cash 

$12,228  66 

Due  for  electricity, 

9,618  69 

Sundry  accounts  receivable,    . 

37  50 

Electric  fuel  on  hand,     .... 

4.028  42 

Oil  and  waste  on  hand.  .... 

62  60 
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Other  assets  —  Concluded. 

Incandescent  lamps  on  hand,  $1,654  54 

Electric  tools  and  implements,  1,400  75 

Other  electric  materials  and  supplies  on  hand,  10,913  82 

Stable  and  garage  inventory,  ....  1,325  50 

Office  inventory 1,244  31 

Insurance, 421  72 

$42,920  61 

Total  assets  as  per  books  of  the  plant $256,462  67 

LiABiunxa. 

Appropriations  for  construction, $37,178  26 

bond  payments 26,000  00 

note  payments,      ......  20,600  00 

Bonds  outstanding 69,000  00 

Notes  payable 38,900  00 

Deposits  by  customers, 2,037  43 

Unpaid  bills 10,227  57 

Interest  accrued  but  not  due, 1,107  40 

Total  liabilities  as  per  books  of  the  p>nt $205,050  66 

Profit  and  loss  balance 51,412  01 

# 

Total  credits, $256,462  67 

Makufactubino  Accoukt. 

Db.  Cb. 

Operating  expenses, $48,565  29 

Income  from  sale  of  electricity, ....  $62,335  47 

other  sources,        ....  1,367  71 

Balance  to  profit  and  loss.  ....  15,137  89 

$63,703  18         $63,703  18 

Pboftt  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1916, $27,564  32 

Balance  of  manufacturing  account,     .  $15,137  89 

Interest  receivedi 344  13 

Appropriation  for  operations,     ....  9,558  41 

Jobbing 632  73 

Correction  of  sundry  charges  debited  to  profit 
and  loss  and  other  accounts  from  1904  to  1916,  66,086  69 

Interest  paid 4,686  57 

Depreciation, 8,096  95 

Balance  June  30, 1917 51,412  01 

$91,759  85         $91,759  85 
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ROWLEY. 

ASBBTS. 


Electric  plant: 
BuildingB, 
Electric  plant, 
Overhead  lines. 
Transformers, 
Meters, 
Street  lamps  and  fixtures, 


Other  assets: 

Cash $1,752  85 

Depreciation  fund 1,027  88 

Due  for  electricity, 577  17 

Electric  tools  and  implements,  182  25 

Other  electric  materials  and  supplies  on  hand,  152  95 

Sinking  funds, 36  30 


$330  97 

810  48 

14,836  06 

858  10 

1,245  90 

1,261  12 

$19,342  63 

3,729  40 


Total  assets  as  per  books  of  the  plant, 

LlABILXTXBS. 


Appropriations  for  construction, 

note  payments, 
Notes  payable, 

Unpaid  bills,    .... 
Interest  accrued  but  not  due,     . 


Total  liabilities  as  per  books  of  the  plant. 
Profit  and  loss  balance,     .... 


$23,072  08 

$2,191  00 

8,540  76 

10,400  00 

171  90 

67  04 

$21,370  70 
1,701  33 

Total  credits $23,072  03 

MANUrACTTTBIKO  ACCOTTMT. 

Dr.  Cb. 

Operating  expenses, $2,903  94 

Income  from  sale  of  electricity,  ....  $2,987  39 

Balance  to  profit  and  loss,  ....  83  45 


Profit  Ain>  Loss  Accoukt. 


Balance  June  30,  1916, 

Balance  of  manufacturing  account, 

Interest  received. 

Appropriation  for  operations, 
interest, 
depreciation,  , 

Interest  paid,  . 

Depreciation,  . 


$2,987  39 

$2,987  39 

HT. 

Dr.- 

Cr. 

$2,641  17 

83  45 

22  70 

1,615  24 

429  00 

630  41 

$404  75 

630  41 
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Db.  Cb. 

Cash  returned  to  town  treasury,  as  of  Deoember 

31,  1016 $1,085  48 

Appropriation  for  note  payments*                          .  1,600  00 

Balance  June  30,  1917 1,701  33 


$5,421  07  $5,421  07 


SHREWSBURY. 

A88BTB. 


Electric  plant: 

Buildings, $053  63 

Electric  plant, 3,356  34 

Overhead  lines, 35,003  20 

Transformers, 810  40 

Meters, 3,485  52 

Street  lamps  and  fixtures,       ....  516  71 


Other  assets: 

Cash $1,050  55 

Depreciation  fund, 6,866  57 

Due  for  electricity, 1,845  54 

Incandescent  lamps  on  hand,           ...  50  50 

'  Electric  tools  and  implements,  213  63 


$44,125  08 


10.044  79 


Total  assets  as  per  books  of  the  plant,  .         .         .  $55,070  77 


LiABiLmxs. 

Appropriations  for  construction, $16,560  37 

note  payments 13,000  00 

Notes  payable, 15,300  00 

Unpaid  bills, 1,070  15 

Interest  accrued  but  not  due, 165  46 

Total  liabilities  as  per  books  of  the  plant $46,113  08 

Profit  and  loss  balance, 8,056  70 

Total  credits, $55,070  77 


Manutactubino  Account. 

Db.  Cb. 

Operating  expenses $0,208  32 

Income  from  sale  of  electricity,  ....  $10,622  27 

Balance  to  profit  and  loss,  ....  1,323  05 
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PBOnr  AHD  LO88  AOCOUMT. 


Balance  June  30,  1916, 
Balance  of  manufacturing  account. 
Interest  reoeived, 
Appropriation  for  operation, 

interest, 

depreciation,  . 
Interest  paid,  . 
Depreciation,   . 
Returned  to  town  treasury  as  of  December  31, 1916, 
Balance  June  30,  1917, 


Db. 

Cb. 

$6,174  72 

1,323  95 

148  62 

1,320  02 

590  56 

1,571  31 

1600  84 

1,571  31 

24 

8,966  79 

$11,129  18         $11,129  18 


SOUTH  HADLEY. 

Abbbib. 
Electric  plant: 

Electric  plant, 

Overhead  lines 

Transformers,        ...... 

Meters, 

Street  lamps  and  fixtures,       .... 

Other  assets: 

Cash, 

Depreciation  fund. 

Due  for  electricity, 

Sundry  accounts  receivable,    . 

Incandescent  lamps  on  hand, 

Electric  tools  and  implements. 

Other  electric  materials  and  supplies  on  hand. 

Stable  and  garage  inventory. 

Office  inventory,   . 


$2,860  27 

22,646  92 

4,360  77 

7,214  79 

1,075  96 


$5,318  40 

1.507  86 

2,344  55 

807  21 

291  17 

241  59 

508  40 

300  00 

1,900  00 


$38,158  71 


13.219  18 


Total  assets  as  per  books  of  the  plant, 

LXABZLITIBS. 


Bonds  outstanding, 


Total  liabilities  as  per  books  of  the  plant, 
Profit  and  loss  balance,     .... 


$51,377  89 


$36,000  00 

$36,000  00 
15,377  89 


Total  credits $51,377  89 


MurtTFACTUBXNO  ACCOUZVT. 


Operating  expenses,  . 

Income  from  sale  of  electricity,  . 

Balance  to  profit  and  loss, 


Db. 
$13,964  92 


Cb. 

$14,417  80 


452  88 
$14,417  jgbyG«l4,417  80 
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Profit  aivd  Lobs  Agcoxtnt. 


Balance  June  30,  1916, 
Balance  of  manufaotuzing  account,     . 
Appropriation  for  operation. 
Adjustment  of  plant  accounts  of  1916, 
Contribution  for  extension  of  lines,    . 
Interest  paid,  ..... 

Depreciation 

Balance  June  30,  1917, 


Db. 


$1,480  00 

1,083  22 

16.377  89 


Cb. 
$9,733  33 
452  88 
6,467  47 
972  43 
325  00 


STERLING. 


$17,941  11         $17,941  11 


Assets. 
Electric  plant: 

BuUdings $475  58 

Electric  plant, 614  99 

Overhead  lines, 17,967  87 

Municipal  wiring, 660  05 

Transformers, 2,436  52 

Meters, 1,028  64 

Street  lamps  and  fixtures 210  65 

$23,394  30 

Other  assets: 

Cash, $632  09 

Depreciation  fund, 291  19 

Incandescent  lamps  on  hand,           ...  19  10 

Electric  tools  and  implements,         .         .         .  161  31 

Other  electric  materials  and  supplies  on  hand,  238  58 

Office  inventory 20  00 

1,362  27 

Total  assets  as  per  books  of  the  plant,           ....         $24,756  57 
Profit  and  loss  balance, 619  56 

Total  debits $25,376  13 

LlABILITIBB. 

Appropriations  for  construction,                   $4,525  13 

note  payments, 12,669  35 

Notes  payable, 8,100  00 

Interest  due  but  not  paid, 19  50 

Interest  accrued  but  not  due, 62  15 


Total  liabilities  as  per  books  of  the  plant, 


$25,376  13 
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Manufjlctttbino  Accouirr. 


Operating  expenses,  . 

Income  from  sale  of  electricity, 

other  sources, 
Balance  to  profit  and  loss, 


Db. 
$3,004  35^ 


1,086  91 


Profit  and  Loss  Accottitt. 

Balance  June  30, 1916,      ..... 
Balance  of  manufacturing  account,     . 
Appropriation  for  operations,     .  .  * 

depreciation, .... 

Other  items  of  income, 

Interest  paid, 

Depreciation,  ....... 

Returned  to  town  treasury  as  of  December  31, 1916, 

Appropriation  for  note  payments. 

Balance  June  30,  1917, 


Db. 
$914  34 


381  32 

743  41 

459  60 

2,150  00 


Cb. 

$3,931  56 
249  70 


$4,181  26  $4,181  26 


$4,648  67 


Cb. 

$1,086  91 

2,031  29 

743  41 

167  50 


619  56 
$4,648  67 


Electric  plant: 
Lands, 
Buildings,     . 
Wharf, 
Steam  plant, 
Electric  plant, 
Overhead  lines, 
Transformers, 
Meters. 
Street  lamps  and  fixtures, 


Other  assets: 

Cash 

Depreciation  fund, 
Due  for  electricity, 
Sundry  accounts  receivable, 
Electrodes  on  hand. 
Oil  and  waste  on  hand,  . 
Electric  fuel  on  hand,    . 
Incandescent  lamps  on  hand. 
Globes  on  hand,    . 
Electric  tools  and  implements. 
Other  electric  materials  and  suppli( 
Stable  and  garage  inventory, 
Office  inventory,   . 
Sinking  funds. 


TAUNTON. 
AasBTS. 


hand, 


Total  assets  as  per  books  of  the  plant, 


$13,500  00 

36.058  01 

3,794  38 

125,050  46 
54,481  23 
84,158  98 
41,063  79 
26,906  69 
10,706  98 


$9,014  85 

17,283  21 

18,606  72 

4,378  15 

57  14 

199  75 

3,189  00 

2.792  91 

24  93 

3.021  96 

7,169  53 

1,655  75 

1,337  53 

158,002  45 


$395,720  52 
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LXABILinEB. 

Appropriations  for  cozistruction, $32,433  98 

bond  payments 2.000  00 

note  pasrments,      ......  1,600  00 

sinking  funds, 87,104  29 

Bonds  outstanding, 398,500  00 

Unpaid  biUs 17.731  03 

Deposits  by  customers, 410  67 

Interest  accrued  but  not  due, 1.271  68 

Total  liabilities  as  per  books  of  the  plant $540,961  66 

Profit  and  loss  balance, 81.502  75 

Total  credits $622,454  40 

MAlHTFJLCTXmiNO  ACCOXJKT. 


Dr. 

Cr.      • 

Operating  expenses $143,600  20 

Income  from  sale  of  electricity, .... 

$161,335  45 

Balance  to  protft  and  loss,          ....             17,735  26 

$161,335  46 

$161,335  45 

Profit  and  Lobs  Agcottitt. 

Db. 

Cr. 

Balance  June  30,  1916, 

$68,604  93 

Balance  of  manufacturing  account, 

17,736  25 

6,810  34 

Appropriation  for  operations.     . 

24,062  72 

Interest  paid 

$16,734  62 

Depreciation,  .... 

17.829  00 

Other  items,     .... 

1,046  97 

Balance  June  30,  1917,      . 

81,602  76 

$116,113  24 

$116,113  24 

TEMPLETON. 

AasBTS. 
Electric  plant: 

Electric  plant $794  33 

Overhead  lines, 26.758  13 

Transformers, 1,913  47 

Meters, 3,308  00 

Street  lamps  and  fixtures,       .         .         .         .  588  56 

Other  assets: 

Cash $1,760  68 

Depreciation  fund, 3,911  40 

Due  for  electricity, 812  25 

Electrodes  on  hand 2  70 

Incandescent  lamps  on  hand,           .         .         .  334  20 

Electric  tools  and  implements,         .         .         .  966  61 

Office  inventory 140  38 


Total  assets  as  per  books  of  the  plant. 


$32,362  49 


7,918  12 
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LLiBIUnXB. 

Appropriations  for  coDBtructlon, $12,404  70 

note  payments, 9,950  00 

Notes  payable 15,050  00 

Unpaid  bills, 474  62 


Total  liabilities  as  per  books  of  the  plant. 
Profit  and  loss  balance 


Total  credits, 


$37,879  32 
2,401  29 

$40,280  61 


Maxhtfjictusino  AcconirT. 


Operating  expenses,  . 

Income  from  sale  of  electricity,  . 

Balance  to  profit  and  loss, 


Db. 
$6,437  25 

1,214  71 


Profit  aito  Loss  Accoukt. 


Balance  June  30,  1916,      . 
Balance  of  manufacturing  account. 
Interest  received. 
Appropriation  for  operations, 

depreciation. 
Interest  paid,  . 
Depreciation,  . 
Returned  to  town  treasury  as  of  December  31 ,  1916, 
Balance  June  30, 1917, 


$4,107  89 


Cb. 
$7,651  96 


$7,651  96  ' 

$7,651  96 

Db. 

Cr. 

$1,644  32 

1,214  71 

109  88 

79  09 

1,059  89 

$604  39 

1,059  89 

42  32 

2,401  29 

$4,107  89 


WAKEFIELD. 

ASBBTS. 

Qas  plant: 

Buildings, $9,829  16 

Machinery  and  equipment,     ....  35,288  57 

Mains, 45,506  99 

Meters 14.447  22 

$105,071  94 

Electric  plant: 

Buildings $6,070  91 

Steam  plant 8,983  20 

Electric  plant, 10,113  88 

Overhead  lines 38,829  73 

Transformers, 8,858  08 

Meters 9.640  80 

Street  lamps  and  fixtures,       ....  1,724  06 

84,22126 
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Other  aaaets: 

Fire  alarm  apparatus, $7,378  14 

Fire  alarm  maintenance, 

66  70 

Caah 

18,866  70 

Depreciation  fund. 

6,070  12 

Due  for  gas. 

4,834  26 

Due  for  electricity. 

3.208  87 

Sundry  accounts  receivable,    . 

2,407  43 

Gas  coal  on  hand, 

3.312  26 

Coke  on  hand, 

1,000  00 

Enrichers  on  hand, 

439  76 

Purifjring  materials  on  hand,  . 

270  00 

Other  gas  materials  on  hand. 

2,768  03 

Oil  and  waste  on  hand, . 

13  23 

Gas  tools  and  implements,      . 

1,000  96 

Incandescent  lamps  on  hand. 

100  88 

Electric  tools  and  implements. 

801  72 

Other  electric  materials  and  suppli 

BS  on 

hand 

4.821  66 

Stable  and  garage  inventory,  . 

2,421  93 

Office  inventory,   .... 

602  10 

Insurance, 

864  76 

-  .-     ,                      •«»ft  *>*>ft  An 

Total  assets  as  per  books  of  the  plant,           .....  $246,621  69 

Profit  and  loss  balance 64.616  49 

Total  debito $300,037  18 

/ 

LlABZLITfBS. 

Appropriations  for  construction,          ......  $44,361  14 

bond  payments 147,000  00 

note  payments, 16,300  00 

fire  alarm  construction,            ....  6,496  40 

Bonds  outstanding, 77,000  00 

Notes  payable 4.000  00 

Unpaid  bills 4.107  29 

Deposits 1,939  00 

Interest  accrued  but  not  due, 834  36 


Total  liabilities  as  per  books  of  the  plant, 


$300,037  18 


Maitttfacturiko  Accouht. 

Db. 
Operating  expenses: 

Gas, $48,962  42 

Electric, 29,727  48 

Income  from  sale  of  gas, 

residuals 

other  sources,  gas, 
sale  of  electricity, .... 
other  sources,  electric,   . 
Balance  to  profit  and  loss: 

Gas, 

Electric 462  66 


Cb. 


$44,087  40 

4,168  22 

316  76 

29,961  67 

218  46 

391  04 


$79,132  66  |--- $79,132  66 
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PbOFIT  JLND  Loss  ACC0U2«T. 


Balance  June  30,  1916, 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, 
Appropriation  for  operations,     . 

interest, 

depreciation, . 

fire  alarm. 

Jobbing, 

Interest  paid, 

Fire  alarm,       ..... 

Depreciation 

Returned  to  town  treasury  as  of  December  31 ,  1916 

Other  items, 

Balance  June  30.  1917, 


Dr. 

Cb. 

$58,035  47 

391  04 

$452  65 

11.443  73 

3.283  75 

2.375  00 

882  31 

1,181  79 

3.479  61 

776  06 

10.419  83 

8  14 

1,024  58 

54.515  49 

$74,134  72 

$74,134  72 

$81,001  82 


WELLESLEY. 

A8BBT8. 

Electric  plant: 

Lands $440  00 

Buildings 7,170  00 

Electric  plant, 5,100  00 

Overhead  lines, 50,454  55 

Underground  conduits 490  00 

Underground  wires  and  cables,                           .  680  00 

Transformers 4,596  95 

Meters, 8.953  13 

Street  lamps  and  fixtures.       ....  3,117  19 

Other  assets: 

Cash $10,476  96 

Depreciation  fund, 2,661  72 

Due  for  electricity, 4,240  18 

Sundry  accounts  due  the  plant,  794  71 

Electric  fuel  on  hand, 9  00 

Incandescent  lamps  on  hand,           .         .  1,201  93 

Tools  and  appliances,     .....  300  00 

Other  electric  materials  and  supplies  on  hand,  3,197  67 

Stable  and  garage  equipment,          .         .         .  2,145  00 

Office  furniture,  etc 1,477  00 

26.564  17 

Total  assets  as  per  books  of  the  plant,  ....       $107,565  99 

LTABILrriEB. 

Appropriations  for  construction, $28,569  19 

bond  payments, 55,000  00 

Total  liabilities  as  per  books  of  the  plant $83,569  19 

Profit  and  loss  balance, 23,996  80 

Total  credits ..^.    ^  .  r>107.565  99 
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Manutactubiko  Account. 


Operating  ezpenses, . 

Income  from  sale  of  electricity,  . 

other  sources. 
Balance  to  profit  and  loss, 


Provit  and  Loss  Account. 


Balance  June  30, 1916, 
Balance  of  manufacturing  account. 
Appropriation  for  operating, 
Interest  paid,  .... 
Depreciation,  .... 
Balance  June  30, 1917, 


Db. 

Cb. 

$33,941  05 

$41,529  55 

9  50 

7,598  00 

$41,639  05 

$41,539  05 

NT. 

Db. 

Cb. 

$17,530  45 

7.598  00 

1,053  18 

$13  33 

2,171  50 

23,996.80 

$26,181  68 

$26,181  63 

WEST  BOYLSTON. 
Absbts. 


Electric  plant: 
Buildings, 
Overhead  lines. 
Transformers, 

Meters,        .... 
Street  lamps  and  fixtures. 

Other  assets: 

Cash 

Depreciation  fund, 
Due  for  electricity, 
Incandescent  lamps  on  hand. 
Electric  tools  and  implements. 
Office  inyentory,   . 


$842  50 

23,439  94 

1,078  28 

1,407  14 

115  87 


$157  86 

3.166  58 

625  88 

35  00 

25  00 

25  00 


$26,878  73 


4,035  32 


Total  assets  as  per  books  of  the  plant. 


$30,914  05 


Liabilitibb. 

Appropriations  for  construction. 

note  payments,      .         .         .         .         \ 

Notes  payable. 

Interest  accrued  but  not  due, 

Total  liabilities  as  per  books  of  the  plant $29,168  02 

Profit  and  loss  balance 1.746  03 

Total  credits, $30,914  05 


$15,153  23 

7.000  00 

7,000  00 

14  79 


Manufactubino  Account. 


Operating  expenses,  . 

Income  from  sale  of  electricity. . 

Balance  to  profit  and  loss. 


Cb. 


$4,419  04 


Db. 
$4,181  00 

238  04    

$4,419  04         ^,419  04 
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Profit  and  Loss  Account. 


Balance  June  30, 1016, 

Balance  of  manufacturing  account, 

Appropriation  for  operations,     . 
interest, 
depreciation, . 

Other  items  of  income. 

Interest  paid,  .... 

Depreciation 

Appropriation  for  note  payments, 

Other  items,     .... 

Balance  June  30, 1917,      . 


Dr. 

Cr. 

$2,440  84 

238  04 

100  92 

300  00 

859  60 

25 

$317  90 

859  60 

1.000  00 

16  12 

1.746  03 

$3,939  65 

$3,939  65 

WE8TFIELD. 

ASSBTB. 


Gas  plant: 
Lands, 
Buildings,     . 

Machineiy  and  equipment. 
Holders, 
Mains, 
Meters, 


Electric  plant: 
Lands, 
Buildings,     . 
Steam  plant. 
Electric  plant, 
Overhead  lines. 
Underground  wires  and  cables, 
Transformers, 
Meters,         ; 
Street  lamps  and  fixtures. 


$4,500  00 
13,528  08 
23,380  92 
19,647  78 
62,191  82 
11,654  49 


$1,500  00 
17,016  01 
33.701  52 
21.995  64 
44,994  80 

9,221  72 
14,855  42 
10.826  83 

1,730  65 


Other  assets: 

Cash 

Depreciation  fund. 

Due  for  gas. 

Due  for  electricity. 

Sundry  accounts  receivable,    . 

Gas  coal  on  hand. 

Coke  on  hand. 

Gas  on  hand, 

Purifjdng  materials  on  hand,  . 

Other  gas  materials  on  hand. 

Gas  fixtures  on  hand,     . 

Gas  tools  and  implements. 

Electric  fuel  on  hand.    . 

Electrodes  on  hand, 

Oil  and  waste  on  hand,  . 


$134,903  00 


155,841  59 


$14,052  01 

10,253  68 

2.207  93 

11.978  07 

4.297  82 

8.129  16 

1.040  00 

152  13 

28  40 

3,161  63 

4.331  58 

1.110  53 

6,147  44 

117  25 

237  18 
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other  aosets — Concluded, 
Incandescent  lamps  on  hand, 
Electric  tools  and  implements. 
Other  electric  materials  and  supplies  on  hand, 
Stable  and  garage  equipment, 
Office  inventory,   ...... 


Total  assets  as  per  books  of  the  plant. 


$288  14 

4,687  80 

8,498  21 

1,065  82 

1,777  16 

$83,561  93 

... 

$374,306  61 

LXABILTTIES. 

Appropriations  for  construction, $46,441  20 

Bonds  outstanding, .  168,000  00 

Unpaid  biUs 20,951  78 

Deposits, 1,219  64 

Interest  accrued  but  not  due, 1,251  66 

Operation  cash  overdrawn, 23,990  67 

Total  liabilities  as  per  books  of  the  plant,     ....  $261,854  95 

Profit  and  loss  balance 112,451  66 

Total  credits $374,306  61 


MANurJLCTXTBmo  Account. 
Operating  expenses:  Dr. 

Gas $53,729  46 

Electric 61,816  83 

Income  from  sale  of  gas, 

residuals, 

.  other  sources,  gas, 
sale  of  electricity,  .... 
other  sources,  electric,   . 
Balance  to  profit  and  loss: 

Gas, 8,609  28 

Electric, 23.183  97 


Cb. 


$49,076  10 
12,756  93 

505  71 
84.473  97 

526  83 


$147,339  54   $147,339  54 


PrOITT  JLND  Loss  AcCOU2«T. 


• 

Db. 

Cb. 

Balance  June  30,  1916,      . 

$99,555  52 

Balance  of  gas  manufacturing  account 

»t 

8.609  28 

Balance  of  electric  manufacturing  acc< 

sunt. 

23.183  97 

Appropriation  for  operation, 

25,766  58 

Jobbing, 

1,106  38 

Gain  in  stores  account. 

1,382  07 

Interest  paid,  . 

$6,825  01 

Dividend  paid  town, 

17,795  07 

Depreciation,  . 

19,686  61 

Fire  loss. 

2.696  49 

Other  items,     . 

148  96 

Balance  June  30,  1917, 

112.451  66 

$159,603  80 

Digitized  by 

^159,60a  80 

Google 

296  a 


GAS  AND  ELECTRIC  UGHT. 


[Jan. 


CO 

O 
xn 

02 

o 
o 

GO 


hH 

Q 

<3 


.§ 


I 


I 


H 
1^ 


1-1 
S 


ii--i-§R-i-"l 


8   SS88 ,S88S88888SS8S8 ,8 
8-88S8   S§S^i888§|§^8§8'8 


li 


^IJ 


\ 


o 


si 


S;3SS838S3S9SSSS8!;S83SS8^ 


188888  1 8818888888888888 


O  »0      0»      •""XS'SCO  »o 


SSS^S 


v%\ 


M\ 


•J 

o 

•  bo 


^ 
•-*^^ 
S? 


•4l: 


Digitized  by  V^OOQ IC 


1918.] 


PUBLIC  DOCUMENT  — No.  35. 


297  o 


J«0   I  ^^    I  «D 


I  OdO'^C^pOOt*^   I  C^XCilCOOOOOkO   I  CCOi   I  « 


S8  ,  , a  ,  I S88S8888 , 88883888  ,88,8 


3  r^  o  b- o  QQ  o  o  o5  ^  t- 9 1*  9  ^  ^  r*  ^  3P  o  «o  t*  1-H  CO  o  ud  00  ^  o 
5  O  O  00  O '5<  *H  fH  O  OO  O  O  ^  »H  fi  o  ©  o  o  o  o  ^  ^  o  o  i-^  ^  »-• 


iOiCfHoo'H0»a>oe<9QOooo<^e<ocDe4r^^'^<p<^r^c4(:>cootooo 

Qci       »M.-lC0^C0fH«»^0&»Hir>^lAt-ON^»Q^e000'g»C0W«^CP 

0600        o     ^ooiocooor*o>'^'^ooi^t-»-««oo^t<»eocow«o     « 


^  »c  *H  « CO  00  CO  t*  •-•  25  55  o  00 -^^  u 

cf'^        eo^^cooot^oo»HtC^rio^<ocot<»h-Ni-HQq>«c»f-t 
»or^        CO     c«iiQ»H«os|5^.»Ht^<^^u5»oc9Cso«ocia'* 
co»H        o        ««     o<o«Dco^     CO  »o  CO  <o  e^  »H  fH  »o     '^'H 


f^OptoOt^OOOOQto 


NfH     p»oo«        t^co»oco»H     fH«o     eo»-«     ^ 


ooQ     esr^     coo>cocq^i^®»oo^'*»Hooe«co^rHr*  i  uj-^  i  wj 

*H^      M0>      fHCO  t-I^CO  «-iON  wco»o      00»H       ^ 

eo         t>»         ^»^  t«»»^  i^»-i         iH     c^ 


cor*     h»P     eoio^coar*Q»ot*»ow^ooco«o*Ht<»e5  i«»h     oo 
*HOi     «Q     »HfH        -^os^        ^oaco  -^coto     ac«     eo 


S! 


I  < 


^1^ 


fhS      m  *       ^QC0Tt»5(Mg6'*t<«lOC 


fr-i        w^f        CO»H        "^ 


a 

III 

OOOI 


il3 


I I 


intEj^S* 


■Jill 


^%-ili>«|i3lllfc' 


-a 

■I 


< 

2|h 


§11l?.1li«i 


|C3«0>00000 


'SSS;2;;z:;z:;z;;z;;2;;z;;2:ooSa 


S^ll 


si 


ill 
IP" . 

£  I;  *•  s  s  e 


ii 


I  §g 
I 

I 


I& 


I 


§§ 

J"! 

stills 


lli 


gifized  by 


Google 


298  a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


I 


I 


9 


1-2 


S 


1^ 


^'"l.al 


4^ 


II 


3-8 


^ 


8     ■ 


ao<^e^o»o  I    i   I  oocor^O)  i  x 


8SSS8,  ,  ,888S   S 

iMii-"  iiiri 

sgiisi^ii§iss 
'a  ' "  '^ 

"ssisisiiiiisiF 

<DOOoa5o6«8^a65oo^ 
vHtskt^coo      S      Q'HXOOiOeia 

••    eo^"  eo 

S§|8Sii'8888|§ 

tH     e>9     1-1  ^  eo 

fH        Id        C9  fl  ^ 

CJ      b-OOCO  ^»H  w^ 

I I 

i '  'i '  ^^^  ' ' '  '£' 

L-llg-HTSbliflll 
5  a  S  »  <s  &  S.-S  « -gaE  £  c 


8 


Digit 


^  I 

I'll 

Q  £2  P 


zed  by 


Google 


1918.] 


PUBLIC  DOCUMENT  — No.  35. 


299a 


II 

n 

I' 

SI 


II 
11 

I! 


ail 

U 

ill 
III 

pi 
III 

^1 


9161  '-wj  wanoo 


•:iei'oe»aiif»ni 

-pad  Joaj^     'Joj 
po^nnooovon  i«o 


'oe  annf  Safpno 


'9I6I 
Oe  oanr  Sutpno 
na;^  'sannrx  oi^ 
-qn  J  loj  pio«  wo 


1161 
09  aimf  Baipaa 

-qn^  40|  pio«  t»o 


•9T6r08»attr*n 
-9K  ^q  PI**  WO 


-«K  ^q  Pio«  ■•o 


•»I6T 
'Og  annf  Batpua 


*0g  aanf  Batpaa 
•w»A    itl^noqwo 


9161 
'OS  aanf  Suipna 
X99]i     -apvox  t»o 


•£16T 
'OS  aonf  laipna 
i»aj^^      apeoi  t»o 


94 


2    «C 


coabe«>o«| 


S    8^ 

91       ««'<0 


III 


as-— 


§  ii. 


•N-        V«         Kfl« 


111 
g  gs 


I  I  I  I  I  I 


"I' 
§ 

8 


m 


i       IS' 


I  I  I  I      I  I  s  I 


i 

8 


r 

CO 


list 


i  ^i 

M    So 


nil 


s--i:f 


§§§§§ 

IP.IS. 

srs« 


s  Si 


I    I    I    I    I        I 


Ii 


u 
"I 


ll'l' 

22  |. 


§  r 

it 

s  § 


'§§' 


§§'§' 


I  §' 
I  i 

s  g' 


§'§§ 

i  ii 

«■  SI 


IP. 'I 


11 

«>ae 


§'§§ 

§  Si 
§  H 


§s§'§  '  §§ 
5i-  « 


§.§ 


^- 


S's 


Ii 


It, 


II  ilr 


300  a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


•9161  '101  pe^nnoo 

<d«^«     lo       •     <0aoao     od     ««o«d 

O^COOTMOOMad 

1161  *«l  P<nanoa 

SS8    S    9    ^^2S9    S^S 

««c«od     lO            t^ei^Mob     «»^r<I 

adi0  2*^^"°*^2 

\:i6l*«»°«f»"! 
-pae  199  \     'joj 
pe^nnooolBttn  toq 

1 

.Sil  III  1  I  liiii  5Si  PiSiiSI 

£161 
•oe  ennf  Hiipua 

|JWA«»W0E«" 
n|jOM)«pMnOTO 

Feet. 
4.051,500 
312.000 
333,200 

87.800 
1.056.400 
1,614,500 

2,333,700 

30.000 

1,732,600 

164.200 

102.100 

4,966.200 

2.443,700 

4.131,800 
602.400 
49,700 

455.300 
580.000 
459,400 
1,657.200 
286.800 
692.100 
839.400 
117.400 

'9I6I 
•08  »anf  S^aa 
iWA   '9(lnM0toxi 
-qnj  JO|  pioe  WQ 

Feet. 
5.861,780 

2,204.968 
1.109.400 

4.918.100 

343,552 

18.438.500 
481.520 

23,163,178 
12,570.900 

123,900 

1 

£161 
•08  »nnf  Bnipna 
iw»A    •dnwqaii 
-qnj  loj  pioa  t»o 

Feet. 
5.659.353 

2,133.075 
1.151,500 

4.950,000 

344,352 

18.333,400 
904,879 

22,816.611 
11,469,800 

131.300 

1 

1 

•9I6r08«anf»«! 
-pna  r»x     ■»* 
-an  ^q  Pioa  WQ 

ill  Hi  i  1  ilill  III  llllllll 
nm  5i|  i  S  WM  iSl  2|S5§iiS 

o 

•ZI6r08»nnf»a| 
-pna  JTOjt     'M% 
-aw  iCq  Ploe  WQ 

Foet. 
674.045.800 
170.846.000 
39,092.500 

17,057.700 
87.664.800 
49,970.850 » 

346.175.500 

2,542,800 

546,157,328 
52,468.300 
5.785.800 
743.696.600 
951.746.200 

714.723.600 
60.281.000 
20.453.100 

16.654.100 
661,666.900 
89,361,900 
663,805,612 
77,239.700 
n.606,200 
43.718.509 
34,248.000 

1 

'9I6I 
'Oe  aonf  Saipna 

Feet. 
36.748.000 

5,350.600 

976,700 
54.537.208 

18,119,500 
609,196,700 

1 

•:i6i 

•08  »<mr  »«»P°» 
«»A    ^qBnoqwo 

Feet. 
42,280,040 

6.367.900 

1.377.700 
63.887,946 

18.714,200 
691,381,900 

•9161 
'08  aanf  Snipuo 

Feet. 
703.490,000 
157.357,000 

16,895,307 
82,837.200 
46,995,700 

332,722.000 

2.545,400 

549,806,500 
53,542,900 

696.962.000 
044.239.811 

867,202.000 

22.012.100 

648.206,700 
42,461,800 

111,916,100 
82.456,600 
41.044.000 
28.464.200 

•£I61 
•0£  aanf  Burpua 
a«ajt      epwra  wq 

Feet. 

735.068.800 
179,062,000 

21.785.923 
02.008.000 
56,090,900 

375.909,000 

2,589,800 

594,424,700 
56.478.200 

784.857,000 
1,043,398,564 

996,641,000 

22.157,500 

720.983.400 
46,616.200 

127.878,600 
85,477.600 
45.611.300 
27,156.200 

1 

Gardner, 
Glouoester,      . 
Greenfield.      . 

Haverhill.       . 

Lawrenoe. 
Leominster.     . 

Lynn.      . 

Maiden.  .        .        . 
Marlboroush-Hudson. 
Milford.  . 

Natiek.    . 
New  Bedford. 

Newton.  . 
North  Adams. 
Northampton. 
North  Attleborough. 
Norwood. 
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at     at 

I 

ooo     — «     «)eee>«c9 

n  3 

1 

8,476,400 
2398.983 

2,559,800 
3.995,797 

16,971,082 

902,500 

30,735.000 

8,721,687 

27.765,900 

466,940 

5,138.500 
3,339.914 
1.261.600 
2,637,400 
2,791.700 
34.896.000 

5. 

1,650.400 
249,700 

1.374,100 
286.860 

250.500 

221,000 

13,522.000 

22,000 

II 

266.100 
322.900 
133.800 
195.000 
609.200 
4.166.500 

f 

3.404,000 

1       1 

33.100 
7.511.800 

§ 

790,000 

1       1 

7.683.200 

1 

71.432,300 
11,644.000< 

217.177,500 
19.602,600 

211,860.000 

10,904.000> 

969.106.000 

204,996,970 

161,824,800 

1,469,010 

56.066.100 

10.515.300 
20.880.900 
23.062.300 
956.838,500 

1 

85.362,200 
11.397,600» 

250.692.100 
24.884,500 

241.401,400 
11,762.500» 
1.102.924.000 
231,583,660* 

178,970,900 

1.606.300 

I'llll 

1 

260,700 
206.429.611 

1       1 

11.330.800 
15.157,700 

312.400 
240,328,237 

1      1 

12,362.200 
15.967.000 

1 

78.629.000 
22,779.580 

222,781,400 
23.312.300 

^  225.127.294 

27.090.800 

1,018,501,000 

p 

61.031.610 
114,396,000 

22.506,000 

10.612.300 

1.006.691.000 

i. 

95,304.000 
21.584,890 

264.760.300 
29,126.960 

257.325.582 

28.872.000 

1.185.235.000 

§  § 

69.6n,400 
128.611.000 

24.847.000 

12,965.000 

1.089,186,000 

<e 

Old  Colony.    .        .        . 
Otis  Co.  (Ware),      . 

Pittafield, 
Plymouth, 

Salem 

Spencer 

Sprinsfield.     . 
Suburban  (Revere), 

■  1 

Webster,  .... 
West  Boston,  . 
Williamstown, 

Wobum 

Worcester  County, 
Worcester, 
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Table  4. 

The  following  table  shows  the  daily  capacity  of  the  several  works  June  30,  1917, 
and  the  greatest  and  the  least  day's  output  during  the  year  endiog  with  that  date, 
for  each  of  the  companies:  — 


Company. 


Daily 

Capacity  of 

Worka. 


Greatest 
Output. 


Date. 


Least 
Output. 


Date. 


Adams, 
Amesbury,    . 
Amherst, 
Arlington,     . 
Athol,  . 
Attleboro, 
Atwood  L.  Sidney  (Chat- 
ham), 

Beverly, 
Blackstone,  . 
Boston, 
Brockton, 

Cambridge,  . 
Charlestown, 
Citizens'  (Nantucket), 
Citizens*  (Quincy), 
Clinton, 

Dedham, 

East  Boston, 
Easthampton, 

Fall  River,  . 
Fitchburg,  . 
Framingham, 

Gardner, 
Gloucester,    . 
Greenfield,    . 
Gregory,  J.   D.  (Prince- 
ton), 

Hadley, 
Haverhill, 

Ipswich, 

Lawrence,     . 
Leominster,  . 
Lexington,     . 
Lowell, 
Lynn,  . 

Maiden, 

Marlborough-Hudson , 
MUford, 

Natick, 
New  Bedford, 
Newburyport, 
Newton, 


Feet. 

200,000 

150,000 

1,300,000 

75,000 

300,000 


775,000 

_i 

31,000.000 
3,000,000 

10,000,000 

1,620,000 

60,000 

286,000 


1,200,000 
60,000 

5,050,000 

1,400,000 

_i 

125.000 
725.000 
458.000 

600 


2,000,000 

576,000 

5,312,000 
300,000 

_i 

4,900,000 
6,000,000 

6,600,000 
200,000 
210,000 

125,000 
3,870,000 

200.000 
1,600,000 


Feet. 

_» 

132,000 
82,060 

624,000 
69,850 

306,000 


411.400 
_« 

21,332,000 
1,674,000 

4,256,000 
1,355,000 

51,120 
655.000 

96,000 

307,900 

1,971,000 
80,381 

2,579,800 
683,000 

83,358 
370,600 
222.200 


90 
1,438,000 

10,000 

2,034,908 
230,000 

2,787,000 
3.856,960 

3,744,000 

240.924 

81,000 

77,000 

2,739.000 

164.000 

2,339,000 


Sept.  2 
June  18 
June  23 
Feb.  3 
Oct.   17 


June  23 

Jan.  11 
Oct.  21 

Jan.  11 
Dec.  23 
Aug.  29 
Aug.  28 
June  23 

Sept.  29 

Jan.  11 
Sept.  29 

Sept.  30 
Oct.  21 


Aug.  14 
Sept.  2 
June  28 


Feb.  - 
Feb.     3 

Dec.  24 

Dec.  23 
Sept.    2 

Dec.  23 
Oct.     9 

Sept.  16 
Sept.  15 
Dec.  22 

Nov.  3 
Oct.  17 
Dec.  23 
Dec.  16 


Feet. 

_» 

21,000 
19,280 

312,000 
27,550 

138,000 


215,300 

_s 

9,028,000 
836,600 

2,037,000 

746,000 

12,550 

374,000 

50,000 

199,800 

1,123,000 
36,243 

1,517,500 

365,000 

_s 

11,880 

146.100 

95,900 


40 
721,000 

4,000 

1,241,255 
94,000 
_s 

1,486,000 
2.026,396 

2,184,000 

121,527 

37,000 

29,000 
1,312,900 

90,000 
1,260,000 


Apr.  4 
Dec.  4 
Oct.  12 
Sept.  3 
July  30 


Apr.  22 

July  16 
May  6 

July  16 
Aug.  7 
Apr.  15 
Dec.  3 
Apr.  15 

July  30 

Apr.  8 
May  13 

June  24 
Sept.  4 


Aug.  13 
Apr.  22 
Apr.  29 


Aug.  - 
Aug.  6 

July  3 

Aug.  7 
Apr.  29 

July  2 
Apr.  22 

May  27 
May  8 
Apr.  29 

Feb.  4 
Aug.  21 
May  30 
July  16 


1  No  seneratins  plant. 


*  No  record. 
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Table  4  —  Condvded. 


Company. 


Daily 

Capacity  of 

Works. 


Greatest 
Output. 


Date. 


Least 
Output. 


Date. 


North  Adams, 
Northampton, 
North  Attleborough, 
Norwood, 

Old  Colony, . 
Otis  Co.  (Ware),    . 

Pittsfield,      . 
Plymouth,     . 

Sadler,  T.  G.  (South  At- 

tleborough), 
Salem, 
Southeastern        Mass. 

(Marion),  . 

Spencer, 
Springfield,   . 
Suburban  (Revere), 

Taunton, 

Vineyard  Haven,  . 

Vineyard  (Oak  Bluffs),   . 

Waite   &   Smith    (South 

Dartmouth), 
Webster, 
West  Boston, 
Williamstown, 
Woburn, 

Worcester  County, 
Worcester,    . 


Feet. 
2,126,000 
450,000 
275,000 
150,000 

1,400,000 
150,000 

1,750,000 
200.000 


2,000,000 

2,000 

150,000 
7.140.000 

1,700,000 

1,500 

150,000 


500» 
1,185,000 
1,250,000 

110,000 

150,000 

10,000,000 


Feet. 
524.000 
293,200 
153,100 
103,900 

409,000 
81.497 

851.100 
111.246 


888.500 

1.100 

114,100 
3,867,000 
1,086,666 

810,000 

600 

19,600 


267.230 
615.000 

90.000 

3.849.000 


Sept.  2 
Jime  16 
Dec.  13 
Sept.  16 

June  23 
Dec.  23 

June  22 
Sept.    9 


Oct.     6 


fJuly     4 1 
iJuly   13j 

June  26 
Oct.  19 
Aug.  20 

Dec.  20 

iJuly  lOi 
I  Aug.  29j 

July  12 


Sept.    9 
June  23 

June  25 

Jan.  22 


Feet. 

209.000 

171,500 

83,000 

56,000 

170,000 
31,995 

499,500 
65.067 


526.300 

210 

33.400 

2,226.000 

402.298 

386.000 

200 

600 


135.710 
176,000 

52,000 
_i 

1.954.000 


Apr.  4 
July  16 
Apr.  22 
Mar.  18 

Dec.  15 
May  13 

July  4 
Mar.  11 


May  30 
Apr.  11 
Apr.  12 
.Apr.  13 
Nfar.  11 
June  7 
Mar.  31 

Apr.  29 


Oct.     3 

Oct.   15 
Dec.  17 

Apr.  25 

Oct.   15 


»  No  record. 


*  All  gas  purchased. 


*  Lights. 
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Table  5. 

The  following  table  shows  the  total  quantity  of  gas  sold  during  the  year  ending 
June  30»  1917;  the  percentage  of  increase  in  sales  over  the  previous  year;  the  capital 
stock  and  bonds  per  thousand  feet  sold,  omitting  those  companies  which  have 
electric  light  plants;  the  average  price  received  for  all  gas  sold  during  the  year 
ending  June  30,  1917,  and  the  average  price  the  year  previous:  — 


Cod  and  Water  Gas  Companies. 


COMPANT. 

Totol  Sales 
of  Gas. 

Increase 

over 
1915-ie. 

Capital 
per  M  sold, 
including 

Bonds. 

Prio? 

received 

per  M  sold, 

Average 

Price 

received 

per  M  sold. 

1916-17. 

1915-16. 

Feet. 

Per  Cent. 

Adams, 

27,824.700 

13.03 

- 

$1,045 

$1,045 

Amesbury,  . 

18,626.700  1 

2.55 

$8  15 

1.600 

1.452 

Amherst,     . 

13.498,040 

14.23 

— 

1.417 

1.422 

Arlington,   . 

135,927.800  » 

26.27 

5  68 

1.096 

1.126 

Athol. 

17.948,300 

32.31 

— 

1.448 

1.474 

Attleboro,   . 

83,971,400 

18.65 

1  44 

.997 

1.005 

Beverly, 

96,828.000 

8.49 

- 

1.186 

1.187 

Blackstone, 

6,657.000 

11.41 

— 

1.229 

1.220 

Boston, 

6.793.512,851 » 

7.69 

2  71 

.726 

.732 

Brockton,    . 

400.616,100 

10.47 

5  75 

1.083 

1.078 

Cambridge, 

1,048,449,029 « 

10.01 

1  77 

.808 

.809 

Charlestown, 

332.199,987 

5.87 

— 

.806 

.806 

CitiKens'  (Nantucket),  . 

6,804,660 

21.45 

- 

1.952 

2.021 

Citizens'  (Quincy), 

170,128.757 

17.64 

5  37 

1.072 

1.110 

Clinton, 

24.428.200 

11.65 

— 

1.402 

1.402 

Dedham,     . 

81.991.300 

13.54 

3  09 

1.032 

1.036 

East  Boston, 

555.093.370 » 

11.04 

1  74 

.778 

.778 

Easthampton, 

17.394.300 

8.62 

— 

1.407 

1.408 

FaU  River,  . 

684.543.953  • 

4.79 

1  65 

.812 

.812 

Fitchburg,  . 

170,846,000 

18.33 

— 

.989 

.992 

Framingham, 

39,092.500 

14.71 

3  20 

1.378 

1.372 

Gardner,      . 

19,190.775 

22.47 

15  11 

1.641 

1.651 

Gloucester, 

88,816.300 

10.34 

2  62 

1.096 

1.097 

Greenfield,  . 

49.970.850 

17.66 

7  42 

1.360 

1.374 

Haverhill,    . 

351.126,500 

11.86 

1  67 

.837 

.838 

Ipswich, 

2.542,800 

.57 

12  11 

1.953 

1.955 

Lawrence,   . 

546,501,680 

7.20 

— 

.864 

.863 

Leominster, 

52,468.300 

7.68 

3  91 

1.254 

1.306 

Lexington,  . 

5,785,800 

21.34 

6  91 

1.519 

1.542 

LoweU, 

762,032,000 

9.52 

2  06 

.872 

.878 

Lynn, 
Maiden,       . 

952.963,479^ 

10.46 

— 

.740 

.741 

954,341.994 » 

12.96 

2  79 

.792 

.801 

Marlborough-Hudson,  . 

60.281.000 

14.57 

8  22 

1.422 

1.438 

Milford,       . 

20.453.100 

.08* 

6  23 

1.409 

1.420 

Natick, 

16.654.100 

5.65 

6  49 

1.511 

1.513 

New  Bedford,       . 

684,483.511 

10.41 

— 

.860 

.860 

Newburyport, 

39.361.900 

8.50 

- 

1.274 

1.256 

Newton, 

674.275,412 

14.25 

1  62 

.842 

.847 

1  Includes  1,220,600  feet  sold  to  other  companies. 

*  Includes  6,391.100  feet  sold  to  other  companies. 

>  Includes  1,248,473,800  feet  sold  to  other  companies. 
4  Includes  1,301,400  feet  sold  to  other  companies. 

*  Includes  979.543  feet  sold  to  other  companies. 

*  Includes  4,838,800  feet  sold  to  other  companies. 
f  Includes  312,400  feet  sold  to  other  companies. 

*  Includes  239,618,894  feet  sold  to  other  companies. 

*  Decrease. 
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Coal  and  Water  Gas  Companies 

—  Concluded. 

COUPANT. 

Total  Raira 
of  Gas. 

Increase 

over 
1915-16. 

Capital 
IMF  H  sold, 
including 

Bonds. 

Averace 

Price 

received 

per  M  sold. 

Average 

Price 

received 

per  M  sold. 

1916-17. 

1915-16. 

Feet. 

Per  Cent. 

North  Adams, 

119,182,100 » 

11.05 

- 

SO.  832 

SO. 833 

Northampton, 

77,608,200 

3.60 

$2  23 

1.011 

1.011 

North  Attleborough,     . 

43,718,609 

12.02 

1  66 

1.115 

1.112 

Norwood.    . 

24,248,000 

13.62 

7  40 

1.619 

1.641 

Old  Colony, 

85.362,200 

19.50 

16  61 

1.264 

1.267 

Otis  Co.  (Ware),  . 

11,397,600 

2.12* 

- 

1.343 

1.338 

Pittsfield,    . 

260.692.100 

15.43 

2  88 

.938 

.940 

ite"*"' :     : 

24,884,600 

26.96 

10  36 

1.539 

1.631 

241,401,400 

13.94 

3  90 

1.006 

1.009 

Spencer, 

27,749,600* 

6.48 

- 

1.096 

1.094 

Springfield, 

1,140,952,000* 

16.86 

2  26 

.832 

.848 

Suburban  (Revere), 

231,583,660 

12.97 

— 

.903 

.903 

Taunton,     . 

196,506.700  • 

21.81 

2  71 

.870 

.978 

Vineyard  (Oak  Bluflfs), . 

1.606.360 

9.36 

- 

2.689 

2.766 

Webster,      . 

64.272.800 

14.60 

— 

1.228 

,     1.235 

West  Boston, 

124,882,186* 

14.16 

1  90 

.619 

.600 

WilUamstown,      . 

10.967,800 

4.30 

- 

1.055 

1.064 

Wobum,      . 

22,009,600 

6.66 

2  64 

1.261 

1.260 

Worcester  County, 

26.466.100 

10.26 

13  70 

1.506 

1.622 

Worcester,  . 

1.060.894.500 

8.97 

2  85 

.781 

.761 

- 

19,781,916,143 

- 

- 

- 

- 

Acetylene-gas  Companies, 


Atwood,   L.   8.    (Chat- 

ham), 

28,000  T 

51.72* 

- 

S15  00 

S16  00 

Gregory,  J.  D.  (Prince- 

ton), 

28,271 

8.23 

— 

16  00 

16  00 

Hadley,       . 

15,122 » 

39.67« 

S115  73 

15  00 

16  00 

Hyannis,     . 

26,883 » 

68.40* 

233  26 

10  66 

12  62 

Sadler,    T.    G.    (South 

Attleborough), 

9,190 

23.80* 

- 

12  65 

13  24 

Southeastern      Mass. 

(Marion), 
Vineyard  Haven, 

142.997 

40.19* 

- 

12  21 

12  60 

69,474 

41.25* 

143  94 

11  96 

11  87 

Waite  &  Smith  (South 

Dartmouth),     . 

50,679 

26.19 

- 

20  00 

20  00 

370,616 

- 

- 

- 

- 

>  Ineludee  41,942,400  feet  sold  to  other  companies. 

*  Decrease. 

*  Includes  15,967,000  feet  sold  to  other  companies. 

*  InoludeiB  37,238,000  feet  sold  to  other  companies. 

*  Includes  17,534,800  feet  sold  to  other  companies. 

*  All  sold  to  other  companies. 
'  For  six  months. 

*  For  nine  months. 
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Table  6. 

The  following  tables  show  the  capital  stock  and  bonds,  the  gas  sold,  the  gas 
unaccounted  for,  and  the  number  of  consumers  per  mile  of  main;  also  the  gas  sold 
per  consumer.  Where  capital  is  employed  for  both  gas  and  electric  light  the  amount 
per  mile  of  main  is  omitted. 


Coal  and  Water  Gas  Companies. 

Pbb  MmB  OF  Maik. 

Gas  sold 

COMPANY. 

Gaaun- 

Number 

per  Con- 

Capital. 

Oas  0old. 

aooounted 
for. 

of  Con- 
sumers. 

sumer. 

Feet. 

Feet. 

Feet. 

Adams,     .          .          .          . 

- 

1,574.899 

94.167 

101.7 

15,484 

Amesbury, 

$3,630  53 

445,486 

62,136 

36.2 

11.817 

- 

666,682 

43,987 

38.9 

17,151 

Arlington, 

9,028  81 

1,588,282 

85,911 

74.9 

20.205 

Athol,       . 

- 

1,624,535 

78,798 

101.8 

15.954 

Attleboro, 

4,117  80 

2,857,662 

82,476 

113.7 

26,141 

Beverly,    . 

- 

1,230.346 

143,085 

80.0 

16,382 

Blackstone, 

- 

1,214,595 

- 

92.5 

13.137 

Boston,     . 

18,950  43 

6,990,728 

250,566 

180.2 

30,905 

Brockton, 

9.593  70 

1,669.684 

226,629 

86.8 

19,236 

Cambridge, 

10,295  06 

5,817,842 

203,682 

217.2 

26.648 

Charlestown,     . 

- 

5,364.652 

603,903 

218.4 

24,123 

Citiaens'  (Nantucket) 

•    - 

1,601,023 

244,048 

131.3 

12,108 

Citisens'  (Quincy), 

7,437  65 

1,385,730 

76.945 

81.1 

16,366 

Clinton,    . 

- 

1.707,566 

127.290 

100.0 

17,071 

Dedham,  . 

5,140  89 

1,663.083 

243,227 

72.3 

22,999 

East  Boston,     . 

11,874  31 

6,812,766 

132,718 

265.3 

26,980 

Kasthampton,    . 

- 

987,059 

189,817 

88.5 

11,150 

Fall  River, 

7,296  58 

4,431.970 

302,057 

178.2 

24,484 

Fitchburg. 

- 

2,457,968 

113,869 

123.4 

19.917 

Framingham,     . 

5,002  45 

1,563,214 

114,138 

89.1 

17.546 

Gardner,  . 

13,343  56 

883,011 

115,369 

61.9 

12,682 

Gloucester, 

5,854  69 

2,231,725 

53,202 

94.9 

23,204 

Greenfield, 

11,090  18 

1,493,762 

134,217 

86.6 

17,191 

Haverhill, 

5,408  61 

3.246.329 

207,106 

116.7 

27,433 

Ipswich,    . 

6,148  12 

607,579 

2,395 

49.9 

10,171 

Lawrence, 

- 

2,913,457 

246.652 

137.4 

21,196 

Leominster, 

6.100  47 

1.661,372 

114,129 

84.9 

18,391 

Lexington, 

4,215  65 

609,773 

60.588 

36.5 

17,169 

LoweU.      . 

8,652  76 

4,199,794 

101.385 

144.4 

28,384 

Lynn, 

- 

4,379,203 

406.563 

149.4 

29,280 

Maiden,    . 

10,624  63 

3,811,100 

157.006 

134.8 

21,171 

Marlborough-Hudson 

6,703  93 

816.579 

40.650 

69.6 

13,688 

Milford.    . 

7,964  27 

1.278.603 

104,129 

78.8 

16,220 

Natick,     . 

6,454  75 

994,432 

95,376 

74.8 

13,291 

New  Bedford,    . 

- 

4.282,873 

228.457 

152.2 

27,204 

Newburyport,    . 

- 

1,346,787 

230.678 

87.0 

15,486 

Newton,   . 

4,333  65 

2,668,288 

61,086 

79.4 

33,018 

North  Adams,  . 

" 

3,606.586 

247,254 

124.0 

18,321 
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Coal  and  Water  Gas  Companies  - 

-  Concluded. 

Per  Mile  or  Main. 

Gas  sold 
per  Con- 

COMPANY. 

Gasun- 

Number 

Capital. 

Gas  sold. 

aooounted 
for. 

of  Con- 
sumers. 

sumer. 

Feet. 

Feet. 

Feet. 

Northampton,  . 

$4,102  68 

1,838,892 

172,364 

87.9 

20,924 

North  Attleborough, 

3,233  32 

2,076.712 

67,534 

80.9 

25.671 

Norwood, 

7,234  09 

977,386 

110,730 

77.5 

12,607 

Old  Colony,       .    * 

10,550  76 

680,238 

67.547 

41.0 

16.591 

Otis  Co.  (Ware), 

- 

1,521.320 

306.865 

100.6 

15.116 

Pittsfield, 

6,711  19 

2,327,030 

23,761 

95.6 

24.379 

Plymouth, 

12,129  00 

1.172,132 

188,214 

98.0 

11,958 

Salem,       . 

10,737  01 

2,749,767 

181,924 

156.9 

17.523 

Spencer,    . 

- 

1.537,627 

50,008 

50.3 

12.945 

Springfield, 

7,787  66 

3,464,473 

93,235 

127.7 

26,199 

Suburban  (Revere), 

- 

2,929,683 

110,335 

143.3 

20.382 

Taunton,  . 

4.397  64 

1,624.363 

229,437 

63.6 

23,273 

Vineyard  (Oak  Bluffs] 

t 

- 

536,912 

156,071 

114.3- 

4,697 

Webster,  . 

- 

1,520,589 

121,568 

115.2 

13,195 

West  Boston,     . 

26,330  73 

13,845,216 

370.284 

- 

- 

WUliamstown,  . 

- 

891,279 

102,522 

41.6 

21,421 

Wobum,  . 

2,919  26 

1,105.884 

132,518 

60.7 

18.220 

Worcester  County, 

4.627  90 

337,862 

37.038 

25.5 

13.246 

Worcester, 

13.645  33 

4,779,933 

158,722 

156.2 

30.383 

Acetylene^as  Companies, 


Atwood.  L.  S.  (Chatham),  . 

147,843 » 

100.3 

1.474* 

Gregory,  J.  D. (Princeton),  . 

~ 

65,498 

- 

26.5 

2,670 

Hadley 

$4,368  80 

37,751 « 

14,175 « 

25.0 

1,512  « 

Hyannis,  .... 

3,827  22 

16,408  > 

17,374 » 

10.4 

985 1 

Sadler,  T.  G.  (South  Attle- 

borough). 

- 

10,929 

- 

4.8 

2,298 

Southeastern  Mass. 

(Marion), 

- 

39.734 

16,691 

17.2 

1,678 

Vineyard  Haven, 

3.153  56 

21,909 

17,605 

20.8 

1,049 

Waite     A     Smith     (South 

Dartmouth), 

■" 

205.845 

— 

142.2 

1,448 

1  For  six  months. 


2  For  nine  months. 
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Table  9. 

The  following  table  shows  the  quantity  of  carbide  used  by  each  of  the  acetylene- 
gas  companies  for  the  year  ending  June  30,  1917:  -^ 


t 

COICPANT. 

Quantity 

used 
(Pounds). 

COIIPANT. 

Quantity 

uaed 
(Pounda). 

Atwood,  L.  Sidney  (Chat- 
ham). 
Gregory,  J.  D.  (Princeton). 

10.000* 
7300 

Southeastern            Mass. 

(Marion). 
Vineyard  Haven, 

46,000 
28,500 

Hadley 

Hyannis,  .... 

6,200  • 
16.6251 

Waite  &  Smith  (South  Dart- 
mouth). 

12,200 

Sadler,  T.  G.  (South  Attle- 
borough). 

3,000 

>  For  six  months. 


*  For  nine  months. 
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Tablb  12.  —  Oaa  Stoves  and  Engines, 

Id  the  following  table,  designed  to  show  the  number  of  gas  stoves  and  engines 
supplied  by  the  several  oompanies  on  June  90, 1017,  the  figures  given  are  as  stated 
in  tiie  annual  returns. 


Company. 


Gas  Stoves. 


Gas  Engines. 


Adams, . 

Amesbury, 

Amherst, 

Arlington, 

Athol,    . 

Attleboro, 

Beverly, 
Blackstone,     . 
Boston, 
Brockton, 

Cambridge,     . 
Charlestown,  . 
Citizens'  (Nantucket), 
Citizens'  (Quincy),  . 
Clinton, 


Dedhair, 

East  Boston,  . 
Easthampton, 

Fall  River,      . 

Fitchburg, 

Framingham, 

Gardner, 
Gloucester,     . 
Greenfield, 

Haverhill, 

Ipswich, 

Lawrence, 
Leominster,    . 
Lexington, 
Lowell,  . 
Lynn,    . 


Maiden, 

Marlborough-Hudson , 
Milford, 


Natick,  . 

New  Bedford, 

Newburyport, 

Newton, 

North  Adams, 

Northampton, 

North  Attleborougb, 

Norwood, 


Old  Colony,  . 
Otis  Co.  (Ware), 


1,610 
855 
779 

6,970 
844 

1,700 

3,165 
353 

12,113 

-1 

227 
4.691 
1,191 


2,519 


6.468 
610 

26.720 
7.841 
1,991 

1.186 
3,551 
2,200 

13.002 

167 

32.684 

2.113 

379 

21,366 

52,506 

17,365 

4,233 

665 


22,593 
1.645 

15.036 

4.379 

2,896 

735 

1,236 

3,635 
578 


237 
6 


17 
2 

12 
3 


31 
1 

22 

24 

1 

14 
1 

142 
15 


4 

12 

3 


>  Unknown. 
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Table  12.  —  Oas  Stoves  and  Engines  —  Concluded. 


ColfPANT. 


QaaEnsinM. 


Pittsaeld, 
Plymouth, 


Sadler,  T.  G.  (South  Attleboiough), 

Salem, 

Southeoatern  Mass.  (Marioo),  . 
Spencer,  .... 

SpriDgfield,     .... 
Suburban  (Revere), 


Taunton, 

Vinesraxd  Haven,     .         .         .         . 
Yineyaid  (Oak  Bluffs),     . 

Waite  A  Smith  (South  Dartmouth), 

Webster, 

Williamstown 

Wobum, 

Worcester  County,  .         .         .         . 
Worcester,      .         .         .         .         , 


35 
2 

13 


3 
25 
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Table  13.  —  Pvhlic  Gas  Lamps, 

The  following  table  shows  the  number  of  street  lamps  supplied  June  30, 1917,  the 
net  increase  or  decrease  during  the  year,  the  average  price  per  thousand  feet  received 
for  gas  used  in  such  lamps,  and  the  cost  per  thousand  feet  for  the  care  of  the  lamps 
where  this  is  done  by  the  companies:  — 


COMPAMT. 

Number 
of  Lamps 
supplied. 

Increase. 

Decrease. 

Price 
received 

per  M 
including 
Expenses. 

and  Care 
of  Lamps 

Boston,     . 

10,098 

57 

- 

$0,671 

$0,020 

Cambridge, 
Charlestown,      . 
Citixens'  (Nantucket), 
Citisens'  (Quincy),      . 

305 

526 

2 

351 

15 

3 

1.790 

.799 

2.000 

1.040 

1.100 
.250 

East  Boston,      . 

937 

5 

- 

.655 

.  .010 

FaU  River, 

424 

- 

20 

.800 

- 

Gardner,   . 
Gloucester, 

93 
116 

. 

- 

.870 
1.000 

.458 

Haverhill, 
Hyannis,   . 

607 

6 

9 

1.760 
5.690 

.920 
11.270 

Lawrence, 
Lowell,      . 
Lynn, 

27 

1,564 

70 

4 
5 
h 

— 

.769 

1.860 

.750 

1.830 
1.120 

New  Bedford,    . 
Newton,    . 

1,235 
1,086 

139 

1 

- 

1.850 
1.710 

1.090 
.805 

Southeastern    Mass. 

(Marion), 
Springfield, 

^ 

- 

2 
145 

12.500 
.849 

2.240 
.680 

Vineyard  Haven, 

- 

- 

1 

5.450 

- 

Worcester, 

651 

23 

- 

.744 

- 
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APPENDIX  F.  — ELECTRIC  STATISTICS. 


Table  1.  —  Financial  Statistics  for  the  Year  ending  June  30,  1917, 


COMPANY. 


Capital 
Stock. 


Stock- 

HOLOBBS. 


Value 
at  Par  of 
Stock  held 

in 
Maseachu- 

setta. 


DiVIDBNDB. 


Amount. 


Abington  and  Rockland, 

Agawam,  . 

Amesbury, 

Attleboro, 

Ayer, 

Block  Plant  (Boston), 
Buazards  Bay  (Falmouth), 

Cambridge, 

Central  Mass.  Electric, 

Central  Mass.  (Palmer), 

Charlemont, 

Chester,    . 

Eastern  Massachusetts, 
Edison  (Boston), 
Edison  (Brockton),    . 

Fall  River, 

Franklin  Co.  Power,   . 

Franklin  (Turners  Falls), 


Gardner,  . 
Gloucester, 
Great  Barrington, 
Greenfield, 


Harvard,  . 
Haverhill, 
Huntington, 

Lee, 
Lenox, 


$283,500 

125,000 

235,000 

275,000 

30,000 

9,500 
11,000 

1,000,000 

280,000 

t_ 

3,000 
5,000 

126,000 

22,528,000 

1,476,000 

1,400,000 
t 

50,000 

282,600 

314,200 

125,000 

•1,015,320 

12,000 

933,700 

5,000 

30,000 
40,000 


153 

5 

221 

72 

4 

3 
4 

151 
6 

3 
4 

1 

5,751 

483 

441 

19 

170 

105 

5 

373 

3 

306 

4 

38 
6 


144 
5 

214 

72 

3 

3 

4 

136 
6 

.3 
4 

1 

5,030 

464 

407 

19 

163 

100 

5 

350 

2 
259 

4 


$273,900 

125,000 

229,200 

275,000 

29,900 

9,500 
11,000 

982,100 
280,000 

3,000 
6,000 

126,000 

20,372800 

1,430,300 

1,307,800 

50,000 

276,800 
301,300 
125,000 
989,120 

11,900 

688,200 

5,000 

26,300 
40,000 


$22,680  00 

3,750  00 

18.800  00 

33,000  00 

3,600  00 


220,000  00 
25,200  00 
31,875  00 


300  00 


2,703,066  00 
118,080  00 

112,000  00 
6,300  00 
3,500  00 

11.304  00 

31,420  00 

7,600  00 

60.486  10 


77,070  00 
300  00 

1,800  00 
2,400  00 


8 

3 

8 

12 

12 


22 

9 

s. 

i_ 

6 


<12 

8 

8 

7 

8 
10 

6 
»6 

t_ 

•10 

6 


^  No  dividend  declared. 

*  Voluntary  association. 

*  14.00  per  share  on  4,300  shares  preferred  stock;  II .50  per  share  on  4.350  shares  preferred  stock ; 
12  per  share  on  3,000  shares  common  stock. 

4  Three  per  cent,  on  122,518,200;  9  per  cent,  on  $22,528,000. 

*  SO  per  share  on  900  shares  preferred  stock;  II  per  share  on  900  shares  common  stock. 

*  Includes  115,320  employees'  stock. 

'  One  and  a  half  per  cent,  on  17,500  employees*  stock;  IH  per  cent,  on  110,220  employees'  stock; 
\\i  per  cent,  on  114,820  employees'  stock. 

»  Ten  per  cent,  on  1770,700.  C^ r\r\n\o 

Digitized  by  VjOOQIC 


334  o 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Table  1.  —  Financial  Statistics,  etc.  —  Concluded. 


COMPANY- 


Lcsomiiister, 
Lowell, 
Ludlow*    . 

Maiden,    . 

Marlboroygh,     . 

MiMord.    . 

MiU  EivBr  (WiHiaimburK) 

New  England  Powej, 
N  orth  am  p  to  rr ,    . 
North  BrookHeld, 
Nortoo.     . 

PitlsGdd. 
Plymouth. 
ProiinceMiwii,    . 

Quiocy,     . 

Randolph, 

Balem, 

Shirley,     . 

8uDderlapd, 

Tiirnerfl  Fallfl  Pow^r, 
Tyagaboro, 

Vnion  (Fratiklin). 
tnited  (Spriogfield) ,  . 

Ware, 

We«tborough,    . 

Weymouth, 

Win^hpodOD, 

Worcester, 

M  -irc4>yti"r  SuburhttD, 


Capitfil 
Stock. 


S220,0O0 

1,176,400 

30,000 

L0ft8.000 

205,  SfK) 

327,r>0fJ 

102,500 

15,000 

e,9U.000 

117,400 

»  60,000 

8,000 

375,000 

315,200 

60,0tH} 

300,000 

100,000 

795,000 

*  70,300 
40,000 
11,000 

H,]  44 ,620 
7,500 

272,800 
2,000,000 

1,12,000 
36,500 
300,000 
227,000 
1,5<X),000 
8«KJ,0f>0 


31 

6 

43 

52 

96 

4 

4 

1,565 
3 
1 
3 

129 


05 


13 
4 

56 

12 

3 

4 

4 
385 

20 
10© 
130 
353 
511} 


2 
451 

6 

42 

49 

02 

3 

3 

2 

1 
8 

115 
7 
4 

92 

3 

12 

55 

12 

3 

619 
4 

4 
334 

0 

18 

187 

127 
319 
501 


Vnliio 
at  Put  of 
Btwk  held 

m 
Mumiflhii- 

Mtl4. 


$219,900 

1,126,600' 

30,000 

1,062,700 

102,600 

322,400 

102,400 

14,900 

5,377,900 

117,300 

60,000 

8,000 

342,400 

315,200 

60,000 

293,300 

100,000 

794,500 

137,900 
40,000 
iJpOOO 

3,850,820 
7,500 

272,800 
1,787,500 

132,000 
36,200 
293,700 
224,500 
1,493.600 
768,300 


DlVlD«tf1». 


Amount, 


117,600  00 
117,640  00 

900  00 

128,160  00 

20.580  00 

32,750  m 

4,343  75 

1.200  00 

646*090  00 

52,830  00 

3,600  OQ 


,10,000  00 

22,MH  00 

4,800  00 

54,000  00: 

6,000  00 

79,500  00 

2,156  02 
2,400  00 

108,290  SO 


21,824  00 
200,000  00 

9.240  00 
3,650  00 

30,000  00 

4,780  00 

186,000  00 

96,000  00 


5 

8 

10 

3 

12 
10 

10 
1  h 


45 
6 

s 

8 

19 

6 

•  _ 
6 

f  _ 

*_ 

8 
10 

7 
10 
10 
•4 

12 


1  One  and  a  quarter  per  cent,  on  $40,000;  3^  per  cent,  on  1102,500. 

s  Six  per  cent,  on  $3,414,000  preferred  stock;  9^  per  cent,  on  $3,500,000  common  stock. 

*  Unincorporated. 

*  No  divicrend  declared. 

*  Six  per  cent,  on  $270,000;  2  per  cent,  on  $315,200. 

*  Three  per  cent,  on  $13,000  preferred  stock;  \HjP^  cent  on  $26,780  preferred  stock;  IH  P«r 
cent,  on  $35,100  preferred  stock;  4  per  cent,  on  $13,000  common  for  twelve  months;  4  per  cent,  on 
$13,750  common  for  five  months  and  thirteen  days;  4  per  cent,  on  $8,350  common  for  two  months 
and  fourteen  days. 

^  Includes  $4,130,000  common  stock  and  $14,620  of  employees'  stock. 

*  One  and  a  half  per  cent,  on  $7,340;  IH  per  cent,  on  $0,200;  IM  per  cent,  on  $12,840;  IH  P«r 
cent,  on  $14,350  employees'  stock;  4M  per  cent,  on  $2,060,000  and  IH  per  cent,  on  $4,130,000  com- 
mon stock. 

*  Two  per  cent,  on  $12,000;  2  per  cent,  on  $227,000. 
>•  Three  per  cent,  on  $1,400,000;  9  per  cent,  on  $1,600,000. 
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Table  2. 

The  following  table  shows  the  value  of  the  several  electric  plants  as  assessed 
by  the  local  authorities,  and  the  amounts  paid  by  the  companies  for  taxes,  in- 
cluding in  the  case  of  gas  companies  only  the  amounts  paid  on  account  of  their 
electric  plants:  — 


COMPANY. 


Value  of 

Property  Ageeeeod 

locally. 


Taxes. 


Abington  and  Rockland,  . 

Adams,  ...... 

Agawam, 

American  Woolen  (Maynard),  . 
Amesbury,       ..... 
Amherst,  ..... 

Athol, 

Attleboro, 

Ayer, 

Barnes,  A.  W.,  Specialty  Co.  (Boston) , 
Beverly,  ..... 

Blackstone,      ..... 
Block  Plant  (Boston), 
Boesidy,  Jas.  F.  (West  Stockbridge),  . 
Buisarids  Bay  (Falmouth), 

Cambridge, 

Central  Mass.  Electric,     . 
Central  Mass.  Power  (Palmer), 
Charlestown,  ..... 
Charlemont,    ..... 

Chester, 

Citisens'  (Nantucket), 

Clinton, 

Deerfield  River  (Conway), 

Eastern  Massachusetts,    . 
Easthampton,  .... 

Edison  (Boston),  .... 
Edison  (Brockton),  .... 

Fall  River 

Fitchburg 

Franklin  Coimty  Power,  . 
Franklin  (Turners -Falls), 

Gardner,  ..... 

Gloucester,  ..... 
Great  Barrington,  .... 
Greenfield,       ..... 

Harvard,  ..... 

Haverhill,        ..... 
Holyoke  Water  Power,      . 
Huntington,    ..... 

Lawrence, 

Lenox,    ...... 

Leominster,     ..... 


$367,215 

_i 

128,900 
16.000 
174,076 
_i 

324,125 
37,175 


23,100 

9,200 
180,619 

1,911,700 
270.800 
108,020 

_i 

2,000 
4,500 
_i 


4,700 

232.456 

_i 

34,572,860 
1,630,084 

2,289,250 
_i 

8,000 
58,825 

233,890 

468,600 

119,080 

1,307,003 

15,750 

1,187,575 

120,730 

4,000 


17,020 

81,308 

319,555 


$10,972  46 

2,162  79 

3.008  82 

313  00 

6.925  71 

5.523  94 

14,156  37 

14,197  02 

800  27 

108  95 
19.661  71 
541  80 
266  13 
366  35 
1,601  33 

70,717  80 
9,902  27 

_i 

7,927  81? 

81  23 

121  91 

911  65 

4,728  68 

92  OO 

1,525  OS 

9,715  88. 

1,022,564  52 

61,593  23 

54,134  42 
26,265  34 

1,164  11 

7,819  34 
11.647  31 

4,856  09 
32302  91 

225  69 

32,071  79 

2.636  87 

129  44 

34.315  62 

782  00 

1.063  97 

6.472  94 


>  Included  in  imewiBoH  value  of  gem  property. 

*  Plant  leaaed;  operated  by  Central  Maesachuaetts  Electric  Company. 

*  Plant  leaaed;  operated  by  Athol  Gaa  and  Electric  Company.     ^  j 
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Table  2  —  Conclided. 


COMPANY. 


Value  of 

Property  Aaaeased 

locally. 


Tazea. 


Lowell,   .... 

Ludlow, 

LyBn«     .... 

Maiden, 

Manchester,    . 

Marlborough, 

Milford, 

Mill  River  (Williamsburg), 

New  Bedford, 

Newburyport, 

New  England  Power, 

North  Adams, 

Northampton, 

North  Brookfield,     . 

North  Dana,   . 

Norton,  .... 

Parsons,  Daniel  C.  (Pepperell), 

Pittsfield, 

Plymouth, 

Provincetown, 

Quincy,  .  •       . 

Randolph, 

Salem 

Seekonk, 

Shirle3s  .... 

Southeastern  (Marion),     . 

Spencer, 

Stockbridge,    . 

Suburban  (Revere), 

Sunderland,     . 

Turners  Falls  Power, 
Tyngsboro, 

Union  (Franklin),     . 
United  (Springfield), 

Vineyard  Lighting  (Oak  Bluffs) 

Ware,      .        *. 
Webster, 
Westborough, 
Weymouth,     ... 
Williamstown, 
Winchendon,  . 
Worcester, 
Worcester  Suburban, 


$1,292,950 
39,923 


1,984,350 

234,000 

565,868 

147.950 

20,000 


3,867,645 

—  1 

292,000 
25,000 

1,000 

54,498 
563,200 
340,387 

35.786 

529,075 

46,500 

1,503,980 

5,125 

83,797 


35.000 
_i 

8,000 

4,272,366 
4,000 

244,450 
4,139,815 

_i 

81,600 
_i 

30,363 
450,650 
_i 

54.200 

2,780,100 

716.265 


$54,870  01 

620  25 

76,814  54 

50,613  62 
3,394  44 

15,147  77 

2,419  20 

447  03 

49,778  00 

5,795  06 

84.900  00 

14,493  61 

9,761  94 

520  34 

68  00 

73  70 

1,070  08 

17,076  35 

6,950  19 

1,359  73 

21,120  73 

1,090  00 

38.198  52 

110  84 

1,011  23 

4,624  15 

250  94 

1.042  07 

21,152  78 

227  83 

76.876  10 
66  41 

6.182  76 
101.564  55 

1.469  25 

3,161  39 
8,989  98 

11,967  47 

1,271  00 

1,721  80 

89,942  18 

21.982  05 


$70,672,247 


$2,296,474  46 


1  Included  in  nnaoiiBoH  value  of  gas  property. 

>  Plant  destroyed  by  fire. 

*  Plant  leased;  operated  by  llarlborough  Eleetric  Company. 
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Table  3.  —  The  Rated  Capacity  of  Boilers j  Engines j  Turbines,  Water 
Wheels  and  Dynamos  installed,  as  reported  by  the  DijfererU  Companies 
on  June  30  last. 


COMPANY. 


Boilers 
(Total 
Rated 
Horse 

Power). 


Engines 
(Total 
Rated 
Horse 

Power). 


Water 
Wheels 
(ToUl 
Rated 
Horse 
Power). 


Steam 
Turbines 

(Total 

Rated 
Kilowatts). 


Dynamos 

(Total 
Reported 
Capacity 

in 
K.  V.  A.). 


Abiogton  and  Rockland, 

Adams, 

Agawam,   . 

American     Woolen     (May- 

nard),     . 
Amesbury, 
Amherst,   . 
Atbol. 
Attleboro, 
Ayer, 

Barnes,  A.  W.,  Co.  (Boston), 

Beverly,     . 

Blackstone, 

Block  Plant  (Boston), 

Busiards  Bay  (Falmouth), 

Cambridge, 

Central  Mass.  Electric, 

Central  Mass.   Power 

(Palmer), 
Charlemont, 
Charlestown, 
Chester,     . 
Citizens'  (Nantucket) 
Clinton,     . 

Eastham'pton,  . 
Edison  (Boston), 
Edison  (Brockton), 

FaU  River, 
Fitchburg, 
Franklin  (5o.  Power, 
Franklin  (Turners  Falls), 

Gardner,    . 
Gloucester, 
Great  Barrington, 
Greenfield, 

Harvard,   . 

Haverhill, 

Holyoke  Water  Power, 

Huntington, 


500 

1 . 


500 

1.070 
»  1,857 
»,  •  125 

270 

1,129 

1. 

278 
600 

3.200 


•814 
•60 

i_ 

240 
•400 

2.025 

40,136 

4,500 

2,800 
2,250 


1,000 

160 

2,070 

1. 

2,675 

1.000 

125 


725 


«  1.320 

850 
<550 
•225 

475 


M,490 
6,000 


•1,300 
•35 

1 1, 1 «  40 

•,i»199 

•750 


160,600 


3,100 


i»450 

1.650 

150 


500 


2.200 


•1,200 
10  100 

62 


500 
436 


339 
4,200 


2,085 


500 

625 
3.000 


1.500 


10,306 


1,000 


100 


3,300 

100,000 

19,000 

9,000 
2,500 


2,760 


»» 3.500 
»U,750 


600 


1,420 

2,960 

•4.114 

•165 

300 
1,875 

278 
•1,153 

14,412 


•3,526 

81 

21 

»«345 

•260 

4,075 
116.400 
23,150 

11,250 
6,500 


500 
1.500 

400 
6.867 


!•  4,937 

2,960 

45 


1  All  current  purchased. 

*  150  horse  power  not  in  use. 

*  1,500  horse  power  not  in  use. 

*  100  horse  power  not  in  use. 

*  100  k.  V.  a.  not  in  use. 

*  Not  in  regular  use. 

"*  760  horse  power  not  in  use. 

*  000  k.  V.  a.  not  in  use. 

*  Operated  by  Central  Slass.  Electric  Company. 


!•  Leased. 

1  >  Gasoline  engines. 

1*  15  horse  power  not  in  use. 

>*  Includes  114  horse  power  gasoline  engines. 

>  *  110  k.  V.  a.  not  in  use. 

1*  1.000  kilowatts  not  in  use. 

!•  1,250  k.  V.  a.  not  in  use. 

"  K.v.a. 
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Table  3.  —  The  Rated  Capacity  of  Bailers,  Enffines,  Twbines,  Water 
Wheels  and  Dynamos,  etc,  —  Continued. 


COMPANY.       • 

Boilers 
(Total 
Rated 
Horse 

Ensinee 
(T^tal 
Rated 
Horse 

Water 
Wheels 
(ToUl 
Rated 
Horse 
Power). 

Steam 

Turbines 

(Total 

Rated 

Dynamos 

frotal^ 

Reported 

Caiiacity 

Power). 

Power). 

Kilowatts). 

in 
K.V.A.). 

Lawrence. 

5,996 

»575 

3,175 

9,500 

•12,350 

Lee 

•350 

•300 

120 

— 

4  180 

»- 

_ 

— 

— 

— 

Leominster, 

«.»900 

•675 

- 

•500 

•926 

Lowell.       .... 

•  3,978 

4,040 

- 

8.250 

11,840 

Ludlow,     .... 

»_ 

— 

-. 

-. 

— 

Lynn,        .... 

3,900 

3.700 

- 

7.075 

11.739 

Maiden 

2,510 

2,164 

« 

2,250 

»  4.424 

Manchester, 

»_ 

- 

- 

— 

- 

Marlborough,     . 

835 

1,761 

- 

- 

1.100 

Milford,     .... 

»_ 

m- 

~ 

100 

365 

MiU  River  (WiUiamsburg), 

1- 

- 

- 

- 

New  Bedford,     . 

7,016 

_ 

„ 

23,375 

28,750 

Newburyport,     . 
New  En^and  Power,  . 

2,000 

660 

- 

2,500 

3,525 

•2.850 

- 

55,100 

•6.900 

39.530 

North  Adams.    . 

1.660 

— 

— 

2.000 

2,000 

Northampton,    . 

•1,200 

•775 

- 

•500 

•1.075 

North  Brookfield, 

1. 

— 

— 

— 

— 

North  Dana.      . 

- 

- 

75 

- 

- 

Norton,     .... 

»_ 

- 

- 

- 

•24 

Parsons.  D.  C.  (Pepperell).  . 

». 

_ 

_ 

— 

_ 

Pittsfield 

2.090 

»•  1,450 

— 

1.750 

3,450 

Plymouth, 

1,000 

1.000 

- 

1.000 

720 

Provincetown,    . 

- 

»»120 

- 

125 

215 

Quincy,      .... 

1,000 

1,450 

- 

1,500 

2,975 

Randolph, 

250 

570 

- 

- 

500 

Salem 

4,400 

3,035 

- 

8,750 

13,437 

Seekonk 

*- 

— 

— 

— 

— 

Shirley 

», » 167 

•78 

~ 

— 

~ 

Southeastern  (Marion), 

- 

1*80 

- 

- 

^•275 

Spencer 

150 

•100 

- 

— 

- 

Stockbridge, 

6_ 

- 

- 

- 

- 

Suburban  (Revere),     . 
Sunderlanc , 

1.208 

1,300 

— 

500 

1,400 

i- 

- 

- 

- 

— 

Turners  Falls  Power,  . 

_ 

« 

« 

48,845 

35,550 

Tyngsboro, 

»_ 

- 

- 

- 

50 

Union  (Franklin), 

350 

275 

— 

_ 

250 

United  (Springfield),   . 

17,604 

" 

2,835 

33,600 

4.490 

^  250  horse  power  not  in  use. 

*  200  k.  V.  a.  not  in  use. 

*  Not  in  regular  use. 

«  90  k.  ▼.  a.  not  in  use. 

*  All  ourrsnt  purchased. 

*  450  horse  power  not  in  use. 

*  8,524  k.  ▼.  a.  not  in  regular  use. 


*  For  auxiliary  purposes  only. 

*  1,050  horse  power  not  in  regular  use. 
1  *  Includes  petroleum  engines,  450  horse 
>*  Petroleum  engines. 

^*  Gasoline  engines. 

1*  225  k.  ▼.  a.  not  in  regular  use. 
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Table  3.  —  Tlie  Rated  Capacity  of  Boilers,  Engines,  Turbines,  Water 
Wheds  and  Dynamos,  etc.  —  Concluded. 


COMPANY. 

Boilers 
Horse 

Engines 
(Total 
Rated 
Horse 

Water 
Wheels 
(ToUl 
Rated 
Horse 
Power). 

Steam 

Turbines 

(Total 

Rated 

Dynamos 

(Total 
Reported 
Capaoity 

Power). 

Power). 

Kilowatts). 

K.  V.  A.). 

Vineyard  Lighting  (Oak 

4 

Bluffs),  .... 

>850 

<920 

- 

- 

•712 

Ware 

«, »  260 

>350 

^ 

„ 

•250 

Webster.    . 

2,240 

150 

- 

3,000 

3,575 

Westborough, 

100 

195 

- 

- 

•150 

Weymouth, 
Williamstown, 

1,138 

800 

•400 

2.250 

3,405 

4-. 

_ 

_ 

_ 

_ 

Winchendon, 

4.. 

. 

1,050 

- 

845 

Worcester, 

» 9,100 

~ 

— 

18.500 

23,200 

Worcester  Suburban,  . 

<  2.950 

"" 

"" 

5.400 

5,400 

>  450  horse  power  not  in  regular  use. 

*  290  horse  power  not  in  regular  use. 

*  250  k.  ▼.  a.  not  in  regular  use. 

*  All  current  purohased. 


*  Not  in  regular  use. 

•Leased. 

'  1,000  horse  power  not  in  regular  i 
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Table  4.  —  Ldne  Statistics. 

The  following  table  shows  the  total  length  of  wire,  the  length  of  underground 
conduit,  the  length  of  wire  in  the  same,  the  number  of  poles  set  (including  therein  all 
poles  owned  jointly,  or  to  which  the  company  has  right  of  attaching  wires)  and  the 
length  of  streets  with  overhead  wires  of  each  company  on  June  30  last:  — 


COMPANY.    • 

11 

II 

ll 

ill 

1^ 

P 

|.2fe 

■|fj 

Abington  and  Rockland,    . 

4,142,864 

12,791 

12.791 

6,386 

861 

902,717 

Adams,    . 

710,710 

— 

— 

1,027 

362 

146,966 

Agawam, 

1,173,873 

- 

- 

971 

96 

136.140 

American    Woolen.  (May- 

nard). 

736,386 

- 

~ 

1,377 

104 

212.280 

Amesbury, 

1,558,144 

- 

- 

2,106 

740 

372,450 

Amherst, 

2,188,010 

— 

— 

6,916 

377 

476,570 

Athol,      .... 

1,890,779 

- 

- 

2,631 

81 

612.069 

Attleboro, 

1,459,915 

- 

— 

2,144 

130 

322,089 

Ayer,       .... 

273.461 

- 

- 

497 

58 

62,615 

Beverly, 

3,066,070 

_ 

_ 

6.041 

— 

568.680 

Blackstone, 

412.646 

~ 

— 

766 

36 

101,840 

Block  Plant  (Boston), 

44,803 

- 

- 

- 

— 

- 

Bossidy,    Jas.    F.    (West 
Stockbridge), 

1- 

— 

- 

385 

40 

49.066 

Buzsards  Bay  (Falmouth), 

3,024,&32 

- 

- 

6,090 

1,642 

6,732 

Cambridge, 

5,052.097 

126,962 

464,644 

3,602 

384 

343.092 

Central  Mass.  Electric,      . 

6,606,165 

— 

— 

6,677 

« 1.456 

1.030,380 

Charlemont,     . 

20,040 

- 

- 

41 

- 

10,810 

Charlestown,    . 

356,919 

27,842 

160,673 

607 

89 

34,805 

Chester 

i_ 

— 

n 

51 

4 

16,000 

Citisens'  (Nantucket), 

259,627 

- 

- 

791 

6 

78,550 

Clinton,  .... 

1,369,130 

- 

— 

2,322 

368 

226.928 

Easthampton, 
Edison  (Boston), 

1,219,771 

_ 

_ 

1,762 

•346 

165.800 

64,330,673 

3.102,344 

18.036.936 

43,309 

6,148 

7,144.801 

Edison  (Brockton),  . 

7,236,824 

218,212 

151,630 

10,430 

1,146 

i_ 

Fall  River, 

6,696,683 

99,439 

1,458,761 

8.177 

314 

847.800 

Fitch  burg. 

2,418,338 

38,882 

396,396 

3,382 

<643 

365.262 

Franklin  (Turners  Falls),  . 

726,972 

- 

- 

1,460 

460 

118,012 

Gardner, 

1,756,881 

_ 

_ 

376 

2 

349,989 

Gloucester, 

1,809,233 

58,011 

180.033 

4,652 

360 

93,000 

Great  Barrington,     . 

1,924,621 

186 

186 

2.712 

638 

421,775 

Greenfield, 

4,168,386 

- 

22.000 

6,340 

•867 

886,491 

Harvard, 

420,826 

_ 

_ 

631 

126 

71,600 

HaverhiU, 

3,123,779 

30.743 

362,997 

1,406 

662 

483.632 

Holyoke  Water  Power, 

231,000 

— 

— 

78 

90 

36,970 

Huntington,     . 

34,930 

246 

245 

96 

6 

12,846 

Lawrence, 

6,044,330 

69,722 

184,400 

8,618 

439 

934,089 

Lee 

698,666 

- 

- 

1.320 

96 

156,328 

Lenox,     .... 

201,331 

127,290 

127,741 

41 

12 

76,980 

Leominster, 

1,385,914 

- 

" 

2.062 

188 

276,162 

Lowell,    .... 

6,675,421 

63,607 

406,462 

6.612 

410 

1.060,660 

^  No  record. 

*  Includes  two  Sfi^oot  steel  towers. 

•  Includes  four  65-foot  steel  towers. 


*  Includes  one  46-foot  and  one  N-foot 

steel  tower. 

*  Indudee  two  40-foot  sted  tower^QJ^ 
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Table  4.  —  Line  StatUtics  —  Concluded. 


COMPANY. 

S3 

III 

Id 

IB 

i2 

fll 

Ludlow 

381,057 

4A3 

1401 

47,103 

Lynn,      .... 

8,139,440 

176,419 

1.268,220 

13,600 

459 

1,467,400 

Maiden.  .      \ 

8,314,403 

132,064 

1,119,012 

9,682 

2,120 

1,331,724 

Manchester, 
Marlborough,  . 

139.184 

126,850 

132,209 

30 

65 

2,900 

3,205,001 

— 

— 

6,240 

453 

830,841 

MUford 

1,080,418 

- 

- 

1,728 

228 

226,800 

Mill  River  (WUliamsburg). 

235,067 

- 

- 

335 

25 

48,600 

New  Bedford.  . 

6,646,680 

89,941 

625,483 

10,002 

« 1,480 

6,615,097 

Newbiuyport, 

New  England  Power, 

582,026 

- 

1,665 

1,478 

47 

250,000 

10,818,686 

— 

— 

105 

» 7,685 

4_ 

North  Adams, 

1,242,785 

200 

200 

1,566 

490 

244.391 

Northampton, 

1,946,881 

11,120 

1.708 

2,652 

376 

306.828 

North  Brookfield,     . 

363,661 

- 

— 

632 

6 

69.680 

North  Dana,    . 

25,050 

- 

- 

165 

- 

4_ 

Norton,  .... 

159,249 

- 

- 

270 

22 

48,600 

Parsons,  D.  C.  (Pepperell), 

290,177 

_ 

_ 

584 

91 

»_ 

Pittsfield, 

4,618,950 

71,243 

66,002 

6,284 

•1,385 

741,000 

Plymouth, 

1,881,015 

5,343 

34,504 

3,674 

144 

392.317 

Provincetown, 

261,469 

- 

- 

490 

2 

67.251 

Quincy,  .... 

2,580,000 

- 

- 

4,091 

342 

606.000 

Randolph, 

1,071,067 

- 

- 

1,614 

60 

192,^00 

Salem,     .... 

2,128,338 

87,011 

466,796 

3,219 

443 

280,705 

Seekonk, 

500,612 

- 

- 

822 

- 

127,580 

Shirley 

416,613 

— 

— 

624 

370 

60.166 

Southeastern  (Marion),      . 

2,120,914 

13,376 

27,325 

4,265 

278 

436,500 

Spencer,           .         .     *    . 

376,607 

_ 

— 

923 

27 

111.890 

Stockbridge,     . 

676,740 

40.554 

67,948 

907 

748 

119,158 

Suburban  (Revere), 

3,049,576 

10,089 

1,581 

2,429 

894 

467,106 

Sunderland, 

132,291 

- 

- 

363 

43 

54.200 

Turners  Falls  Power, 

2,481,106 

_ 

_ 

211 

'  1,367 

9,965 

Tyngsboro, 

189,632 

- 

- 

624 

- 

»_ 

Union  (FrankHn),     . 
United  (Springfield), 

2,735,877 

_ 

_ 

3,950 

698 

449,230 

7,998,130 

907.161 

4,461,914 

8,768 

707 

649,714 

Vineyard    Lighting    (Oak 

BlufiFs), 

728,068 

- 

- 

1,096 

109 

156,676 

Ware, 

784,891 

_ 

_ 

1,132 

239 

144,420 

Webster, 

6_ 

1,925 

7,314 

6,764 

174 

6  _ 

Westborough,  . 

591,872 

- 

- 

998 

36 

102,365 

Weymouth, 
Williamstown, 

2,417,476 

— 

— 

2,849 

261 

475,122 

373,706 

- 

- 

539 

104 

84,086 

Winchendon,    . 

511,256 

2,179 

4,482 

1.062 

172 

120,824 

Worcester, 

8,490,259 

482,436 

4,938,364 

10,872 

4,120 

813,390 

Worcester  Suburban, 

4,949,760 

— 

~ 

7,843 

1,063 

861,607 

1  Includes  two  40-foot  steel  towers. 
'  Includes  one  hundred  and  ninety-seven 
88  to  75  foot  steel  towers. 

*  Includes  3,354  steel  towers. 

*  Not  given. 


*  No  record. 

•  Includes  ninety-six  85-foot  steel  towers. 

T  Includes  eight  hundred  and  four  25  to  100 
foot  ,t«d  towers^g.^.^^^  by GoOglC 
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Table  7. — Amount  of  Electric  Current  sold  to  Other  Companies  and 
Municipalities  for  the  Years  ending  June  SO,  1916,  and  1917. 


Selukq  CciifPurT. 


Buyine  Compimy, 


NiiQibBr 

at 
K.W.Hra. 


Xttmber 

of 
KM. Bit. 


Amouiit 
re- 


Adama, 

Agawam, 

American  Woolen   (Aasabet 

Milla), 
Ameebury,    . 

Amherst, 

Attleboro, 

Ayer,     .... 

Bellows  Falls. 

Berkshire  Street  Railway, 

Beverly, 
Blaokstone  Valley, 

Cambridge,  . 
Cape  Cod  Storsfe, 

Central  ICass.  Electric, 

Central  liass.  Power,  . 

Clinton, 

Connecticut  Riyer  of  New 

Hampshire. 
Conway  Street  Railway, 

Dalton  P6wer, 
Danvers,  town  of. 
Denning  Realty,  . 


Eastern  ICass., 
Easthampton, 

Edison  (Boston),  . 

Edison  (Brockton), 

FaU  River,    . 
Fessenden,  B.  dc  A.  D. 
Fitchburg,    . 
Franklin  County, 

Gardner, 

General  Eleetrio,  . 
Greenfield,    . 


Connecticut  River  Transmission, 
New  England  Power,  . 
Northern  Connecticut, 
Turners  Falls  Power,  . 

American  Woo|en  (Masoiard), 

Town  of  Merrimac,      . 

Greenfield,  .        . 

Sunderland, 

Norton, 

Town  of  Groton, 

Connecticut  River  Transmission, 
New  Enfpand  Power,  . 
Connecticut  River  Transmission, 
New  England  Power,  . 
Bianchester, 
Union  (Franklin), 

Town  of  Belmont, 
Provincetown, 
North  Btookfield, 


2,260 

780 

775,700 

9,800 

847,026 

23.942 

1,612,930 

25.660 


Central  liass.  Electric, 


Aver,    . 
Harvisrd, 


Lsominster, 
Shirley, 
Connecticut  River  T 
New  England  Power,  . 
Deerfield  River,  . 

Pittsfield.     . 

Town  of  Middleton,    . 

Pittsfield,     . 


Salem. 
Suburban  (Revere),    . 
City  of  Peabody, 
Northainpton,     . 
Turners  FaUs  Piower,  . 
Barnes.  A.  W.,  Specialty, 
Block  Plant  (Boston), 
Cambridge, 
Charlestown, 
Union  (Franklin). 
Town  of  Norwood, 
Town  of  Wakefield,     . 
Town  of  Wellesl«y, 
Abington  and  Rockland, 

Nanagansett, 

Tiverton, 

Fitchburg,   . 

New  Endmd  Power,  . 

Town  of  Lunenburg,  . 

Athol 


New  England  Power,  . 
Town  of  Ashbumham, 
Town  of  Princeton, 
Town  of  Templeton,   . 
Pittsfield,     . 
Amherst,      . 
Turners  Falls  Power,  . 


149,650 

700,420 

221.710 

2,100 

300 

345,300 

3,287,421 

555,868 

117,428 

278,573 

128,230 

488,872 

1,802,089 

346,245 

46,427 

1344,782 

88,345 

52,071,907 

16,016,488 

-1 

275,070 
24.251 
142,720 


4,900 
800 

8.152 

2,667,214 

836 

1328,100 

565.075 

921.910 

5,079,500 

2334 
230,991 

22.600 
222350 

52390 
670365 

845 

106,640 

37,287 

139,999 

15,430 

1,584340 

3,110300 


16300 

678,300 

12,080 

360,619 
363.101 
862.520 
29,453 
32.450 
179.800 


920.863 

1.700 

352.000 

4.906,096 

CT  1.506 

<^  "14 
(33 
(       61 

U17.,T00 
4:VX&40 

Stl.Ul 
2,1>0 1.383 

54.330 

69309,238 


341,280 
81,042 
174,800 

2,167,800 

300 

40TJ00 

75.000 
85P.400 

lfi,700 

2.324 

1,453 

42 

2,1       \S6 

a8 

2,1  100 
'50 
110 

6,        t25 

3,204 
199,885 

231,000 
63300 
670,643 


134,725 
42,011 
147,436 
37,120 
1,597,751 
1310300 


1326  00 

10,324  50 

150  38 

16327  85 
7.601  09 

15.956  64 

1.178  12 

730  15 

8.846  00 


8,683  45 

15  30 
14,703  51 
47,326  09 

17,627  01 
4.380  23 
8,714  93 

12,710  oe 

17,877  85 

38,762  59 

7,826  21 

1399  08 

33365  24 

1387  60 

349,046  21 
466  67 

4330  08 
1,429  37 
1,048  80 

2536141 

2  97 

5,809  86 

1380  82 

8,980  73 

183  70 

257  60 

145  30 

389  77 

34328  25 

195  74 

85,926  00 

14,876  80 

22.021  70 

71,762  03 

64  08 
3,997  70 

2310  00 
1,555  00 
5,991  92 


3,201  50 
1,068  88 
3,685  90 
688  95 
15350  49 
4,580  00 


1  Not  measured. 
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Table  7.  —  Amount  of  Electric  Current  sold  to  Other  Companies,  etc.  — 

Continued. 


Seluno  Compakt. 


Buyiof  Company. 


Number 

of 

K.W.Hn 

Itlt. 


Number 

of 

K.W.HiB. 

ItlT. 


Amount 

oeived, 
ItlT. 


Haverhill,     . 

Holvoke,  city  of,  . 
Hull,  town  of, 

Ipswich,  towir  of, 

Leominster,  . 

Lowell,  . 

Ludlow, 

Ludlow  Mff .  Associates, 

Maiden, 

MansSeld,  town  of, 
Marlborough, 


Northeastern    Street 

Railway,    . 
Merriroao  Valley, 

Metropolitan  Water  and! 
Sewerage  Board.  | 

Milford  A  Uzbridge  Street 
Railway,    ,        .        .        . 

Monument  Mills,  .  | 

Narragansett, 

Nashua  River  (Pepperell),  . 

New  Bedford  A,  Onset  Street 

Railway 

Newburyport, 


New  England  Power, 


North  Adams, 
Northampton, 
Otis,      . 


Palmer  Mills, 
Pittsfield« 


Flaistow, 
Salem  (N.  H.),    . 
Town  of  Georgetown, 
Town  of  Groveland,    . 
Town  of  South  Hadley. 
Abington  and  Rockland, 

Town  of  Rowley, 

Clinton, 

Edison  (Boston), 
Town  of  Littleton, 
Central  Mass.,      . 
Ludlow, 


Eastern  Mass.,     . 
Edison  (Boston), 
Suburban  (Revere),    . 
Union  (Franklin), 
Connecticut  River  Transmission, 
New  England  Power,  . 
Town  of  Shrewsbury, 


Amesbury,  . 

Amesbury 

Connecticut  River  Transmission, 
Edison  (Boston), 
New  England  Power,  . 

Milford 

Great  Barrington, 
Stockbridge, 

Seekonk,      .... 
Parsons,  D.  C.  (Pepperell), 


Southeastern  Mass.,     . 
Amesbury,  . 

Athol 

Central  Mass.,     . 

Clinton, 

Fitchburg,    . 

Gardner, 

Leominster. 

Bfarlborougb, 

MUford, 

MUford  (N.  H.),  . 

New  Hampshire  W.  A  E., 

Rhode  Island  Power,  . 

Rockville  A,  Willimantic, 

Shirley, 

Turners  Falls  Pbfwer,  . 

Winchendon, 

Worcester, 

Worcester  Suburban,  . 

Town  of  Bovlston, 

Town  of  Holden, 

Town  of  Sterling, 

Town  of  West  Boylston, 

Adams, 

Stamford,     . 

Williamstown,      . 

Mill  River  (Williamsburg), 

New  England  Power  Co., 

New  England  Power  Co., 


S0.280 
12.220 

107,910 
87.850 

820.400 
880 

47,806 

7,990 

658 

50,382 

2.298 

155.424 


557 

1.276,097 

840 

6.680 

196.960 

16.171 
1.492.161 
4,705.852 

961.425 

788.068 

102.406 

1.064.014 

98.456 

88.744 

1.911.460 

1,879,070 
5,787,481 
8454,690 
1,957,584 
3,632.909 

8,407,050 

159,040 

95.900 

641377 

11,998,446 

2,791,200 

6.«5?.300 

324,374 

S,M4,7«0 

7,44-  «6 

r^.l30 
fC,50O 

:ft,--V!jo 

1^6.181 
'■  H2 

I    -11 


86,920 
81,240 
111,200 
101,760 
884,480 
215 

68,171 

2.690 
5,253 
52,990 


20.100 

635 

1,028,698 

5,580 

14,880 
288,100 

19.227 
1,667,402 

8.490,490 
6,196.589 

827,196 

348.028 

1.402,766 

142.751 
14,177 

2,750.570 
987,210 
1,948.189 
7.578,481 
4,084,200 

606,^00 

3.3,'i7J5? 

BeS,674 

4a9.t^ 

88.240.909 
8,292,231 

740.  [!^<^ 

10,6€^.75O 

7,881  SS4 

89,630 

136.880 

90.800 

111,860 

983,388 

6,318 

458,538 

168,640 

6,800 

184,740 
7,700 


$1,708  40 
1.758  20 
8.906  00 
8.460  05 
6,689  60 
860 

2.665  72 

67  26 

316  41 

2309  9S 


294  98 

75  86 

11389  11 

173  94 

855  05 
5,594  40 

742  83 
17.156  44 

31,815  57 
83,841  94 

8,431  96 
8,403  89 
19,688  71 

8.084  78 
909  00 

81,575  55 
11.503  41 
32.404  13 
88.781  53 
44,926  20 
n  1?18  51 
06  59 

<ui74  80 
:^:,'«8  67 
UHISS  78 

5.175  80 

P  fil8  97 
207.34911 
42.446  87 

8.143  37 

10,289  29 

5«.M3  42 

100,S14  02 

740  09 

3.172  00 

2.370  00 

3.784  00 

14.695  36 

155  44 

6.877  84 

3339  60 


103  I 


3,782  85 
138  30 
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Table  7.  —  Amount  of  Electric  Current  sold  to  Other  Companies,  etc.  — 

Concluded. 


SSLUXO  CoiEPAJtT. 


Biiyi^e  Compwiy. 


Number 

of 

K.W.Hn, 

i3i«.- 

Kymber 
of 

AjsDaQt 
re- 

ISIT. 


Plymouth,    . 

Reading,  town  of, 
Rhode  Island  Power,   . 

Salem.  .        .        .        .        | 

Seekonk,       .... 
Shirley,  .... 

Southeastern  Mass.,      .        J 

South  Hadley,  town  of, 

Stockbridge,  .  < 

Suburban  (Revere),     . 


Turners  Falls  Power, 


Twin  State,  . 

Union  (Franklin), 
United  (Springfield),    . 
Westinghouse, 

Weymouth,  . 

Winchendon, 

Worcester  Consolidated  i 

Street  Railway.  i 

Worcester,     .        .        .       i 


Southeastern  Mass.,     . 
Town  of  Middleborough, 


Lowell 

Town  of  Wakefield,     . 
Connecticut  River  Transmission, 
New  England  Power,  . 


Eastern  Mass.,     . 
City  of  Peabody, 

Fall  River 

Parsons,  D.  C.  (Pepperell), 
Bussards  Bay,     . 
Plymouth,    .... 
Central  Mass.,  .    ,    . 

Bossidy,  J.  F.(We8t  Stockbridge), 
Lee, 


Lenox, 

Westinghouse, 

Maiden, 


Agawam,      .... 

Amherst 

Easthampton, 

Franklin  (Turners  Falls),   . 

Greenfield,  .... 

Ludlow 

New  England  Power,  . 
United  (Springfield),  . 
City  of  Chicoi>ee, 
Connecticut  River  Transmission, 
New  England  Power,  . 


Blackstone,  .... 
Town  of  Mansfield. 
Town  of  North  Attleborough. 
Turners  Falls  Power,  . 


Lenox.  .... 

Randolph  and  Holbrook,    . 
Town  of  Braintree, 
Town  of  Hingham, 
Town  of  Hull,     . 

Athol 

Marlborough, 

Worcester,    .... 
Connecticut  River  Transmission, 
New  England  Power,  . 
Worcester  Suburban,  . 
Town  of  Paxton, 


44,930 


305 

223 

224.566 

115.403 


96.800 
18.819 

108.950 

1,253,244 

.  13,870 

578,995 

279,730 
152.200 

1,936,919 
1.307.050 
13.578,800 
1,104.510 

626,600 

85,084 

9,195.900 

562,800 

1,739.090 

98,400 


147,353 
266,050 
701,000 
202,200 

247,580 
511,200 

488,010 

351.685 

5,520 

200 
268,470 

1,260 
19,330 


4,410 
164,629 

835 
382 

11,838,635 

a.4Hn.noo 

I'M.HOO 

-;i.S54 

i^-j,J70 

!  :   !00 

1  i91 

'50 

.:  ,  160 

[ii;J,'«0 

!ilj«0 

!00 

2,080,402 
2.153,210 
18.398.500 
1,214,210 
1,573,000 
761.864 
32.217.100 
5,230,300 
4,192,765 

35,370 

291,082 

491,605 

797,300 

91,500 

111,080 

590,200 

41,960 

•  529.918 

648.972 

810 

7,881 

900 

365,400 

1,370 

28,940 


148  51 
2,881  00 

84  93 
30  56 

77,248  25 

21,780  23 

3,948  53 

477  08 

8.249  91 

3.735  17 

22,090  57 

564  25 

4,021  77 

10,109  80 

2,540  91 

1,920  96 

852  00 

26,005  06 
21,335  74 
111.263  52 
19,945  46 
7.865  00 
9,952  51 
85.019  05 
18.806  05 
47.408  95 

512  20 

8.591  53 

8.167  83 

14,750  05 

915  00 

3.332  40 

17,361  51 

839  20 

17,406  82 

18,631  42 

12  15 

815  24 

18  00 

2,940  68 
139  43 
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Analysis  of  Reported  Income  and  Expenses  of  the 
Larger  Companies,  as  shown  in  Table  8. 

The  following  tables  give  an  analysis,  on  the  unit  basis  of 
kilowatt  hours  of  electricity  sold,  of  the  income,  expenses  and 
surplus  earnings  of  all  the  electric  companies  making  or  pur- 
chasing more  than  5,000,000  kilowatt  hours  of  electricity  during 
the  year,  as  stated  by  the  companies  in  their  returns.  The 
aiMilysis  of  the  expense  of  manufacturing  electricity  is  com- 
puted on  the  kilowatt  hours  made,  as  a  fairer  basis  for  compar- 
ing such  cost.  In  the  kilowatt  hours  sold  are  included  all 
electricity  supplied  to  the  street  light  circuits  measured  at  the 
switchboards  of  the  several  companies.  Of  the  companies  in- 
cluded in  this  table,  the  Athol,  Easthampton,  Fitchburg, 
Lawrence,  Lynn,  New  Bedford,  North  Adams,  Webster  and 
Holyoke  Municipal  Plant  sell  gas  as  well  as  electricity;  con- 
sequently, the  net  income  available  for  dividends,  interest, 
other  general  expenses  and  undivided  earnings  cannot  fairly 
be  stated  on  the  kilowatt  hour  unit  basis. 
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Table  9.  —  Fuel  Statistics. 

The  following  table  shows  the  quantities  of  fuel  used  by,  and  an  analysis  of  the 
coal  costs  of,  the  several  companies  for  the  year  of  the  returns,  the  computations 
being  made  on  the  kilowatt  hours  generated  by  steam :  — 


COMPANY. 


Tons 
UMd  (2.240 
Pounds). 


Costs. 


Per 
Ton. 


Total. 


Per  K.W 
Hr.  gen- 
erated 

(Cents). 


Pounds 
per  K.W. 
Hr.  eei^- 

erated. 


Abington  and  Rockland,  . 
Adams,  .... 
Agawam,  .... 
American  Woolen  (Haynard), 
Amesbury,  .... 
Amhsnt,      .... 

Athol 

Attleborough, 

Ayer,« 

Barnes,  A.  ^..  Co.  (Boston), 

Beverly 

Blackstone,  .... 

Block  Plant  (Boston), 

Bossidy,  Jas.  F.  (West  Stookbridge), 

Bussards  Bay  (Falmouth), 

Cambridge, 

Central  Mass.  (Palmer), 

Charlemont, 

Charlestown, 

Chester, 

Chioopee,>s 

Citisens  (Nantucket), 

Clinton, 

Eastern  Mass.,     . 
Easthampton,*    . 
Edison  (Boston), 
Edison  (Brockton),      . 
Fall  River,  . 


Fitchburg,   . 

Fkanklin  County  Power, 
Franklin  (Turners  Falls), 
Gardner, 

Gloucester,  . 

Great  Barrington, 
Greenfield,  i« 
Harvard, 


145.27 

5,691.00* 

5.80 

876. 00> 

643.00' 

6,856.00s 

109. 00> 

-I 

1,158.997 
l,550.22s 

-1 

2,986. 19*,> 
4.56' 
22,697.00 


3,298.00 
119.00' 
322. 00> 


406.00 

228.438.00 

26,942.08 

28,002.42 

f    1.742. 63« 

I  11,465.45» 


112.00' 
8,399. OOs 

-II 

146.06 


6.110 

2.540\ 

4.640/ 


4.466 

3.766 
4.986 
5  076 
4.4801 
4.927  J 


2.000 
6.660. 


6.278 


$655  171 
366  74* 
26.480  31 
29  09 

8.400  70 
29,346  44 

18,366  72 

28.909  28 
144.318  28 


20,119  87 
1,797  17 


1.804  12 
889,201  68 
132.965  14 
116.766  69 

64,291  79 


19,109  29 
746  89 


.646 
4.069 

4.637 
.934 

3.002 

1.969 
.679 


1.269 
1.711 


.925 
.337 
.492 
.634 

.800 


.803 


.4 

3.176 
18.171 

18.878 
3.896 


9.924 


2.388 


4.617 
9.404 


4.649 
2.008 
2.230 
2.366 

3.680 


3.306 


>  All  current  purchased. 
>Coal. 

*  Shavings  and  sawdust. 

*  Kilowatts  generated  by  steam  not  given. 

*  Includes  61  tons  screenings. 

*  About  99  per  cent,  of  current  purchased. 
'  Screenings. 

•Coke. 

*  Also  2,491  gallons  of  gasoline  and  1,380  pounds  of  briquettes. 
*•  Water  power  only. 

1  ^  Eighty-one  gallons  gasoline  and  3,891  gallons  kerosene. 

><  Municipal  plant. 

>*  Water  power  and  eleotrisity  purchase. 

^*  Steam  plant  operated  principally  as  relay  to  water  power  plant^.-^  . 
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Table  9.  —  Fuel  Statistics  —  Contmued. 


COMPANY. 


Hawhill.    . 
Holyoke,*    . 
Holyoke  Water  Power," 
Huntington, 

Lawrence,*  . 

Lee 

Lenox, 


Leominster,* 

Lowell, 

Ludlow, 

Lynn,  .... 

l£dden, 

Manchester, 

Marlborough,  >*    . 

Milford 

Mill  River  (Williamsburg), 

New  Bedford,      . 

Newbur3rport, 

New  England  Power,  ^* 

North  Adams,     . 

Northampton, 

North  Brookfield, 

North  Dana, 

Norton, 

Parsons,  Daniel  C.  (Pepperell), 

Pittsfield,     .        .        . 

Plymouth,   . 

Provincetown,     . 

Quincy, 

Randolph,   . 


Seekonk,  . 
Bhirley. 

Southeastern  (Marion), 
Spencer, 
Stockbridge, 

Suburban  (Revere),    . 

Sunderland, 
Taunton^  . 
Turners  Falls  Power,  . 


Tons 
used  (2,240 
Pounds). 


13.186. 

21,114 

597. 

'       182 

I    4.085 

247. 


1.112 
24.209 


20,140. 
16,709. 

946' 


14 
00 
66 

.4 

04* 
20' 
80 
.t 

00« 
00» 
00 

00 
27 

75 »» 
00' 


80.982 

5.821 

8.121 

107 

[10.051 

8,792 


00 

00 

02 

00>« 

00>< 

00 
-• 
-II 


8.745. 
8.281 

f    1.444~ 

[   4,170 

20,886. 


71 
8,648 


11,257  00 

-IT 


12" 
00 


001' 
00' 


80 


00»« 
00' 


Costs. 


Per 
Ton. 


85.782 
5.579 
4.642 

2.000\ 
5.218/ 
8  061 

6.0601 
6.290/ 
4.957 

5.551 
5.284 

15.580' 


6.115 
6.109 
4.986 
6.510  \ 

4.580/ 
5.557 


5.619 
8.185 

8.280\ 

7.810/ 

5.120 


2.7501 
4.8001 


7.241 


ToUl. 


876.289  81 

117.792  05 

2,774  88 

21,660  95 

758  48 

8,255  85 
119,994  92 

111,788  18 
88,295  78 

«,268  68 


189.453  57 
82.507  28 
15,409  74 

50.069  12 

21,071  97 


49,141  46 
26.692  80 

85,259  68 

106,674  68 


15,898  86 
81,51812 


PerK.W. 
Hr.  gen- 
erated 

(CenU). 


.794 
.841 

1.968 


1.694 
.511 


.781 
.720 


2.298 


.625 

.911 

1.610 

.780 

1.118 


.720 
1.251 


1.011 
T478 


.666 

1.115 


Poonde 
perK.W. 
Hr.  gen- 
crated. 


8.077 
4.057 

8.774 


6.065 
2.300 


2.951 
8.058 


9.290 


2.290 
8  840 
7.804 

8.644 

4.50ft 


2.868 
8.446 


8.606 

2.090 


3.490 
8.448 


1  Municipal  plant. 

*  Kilowatts  generated  by  steam  not  given. 

*  Over  90  per  cent,  of  current  generated  by  water  power. 

*  Power  leased. 

*  About  88  per  cent,  of  current  generated  by  water  power. 
•Coke. 

'Coal. 

"  All  current  purchased. 

*  About  85  per  cent,  of  current  purchased. 
>•  About  94  per  cent,  of  current  purchased. 
>i  Screenings. 

IS  Less  than  one-half  of  1  per  cent,  of  current  generated  by  steam. 

^*  Anthracite. 

^*  Bituminous. 

>»  Water  power  only. 

>  •  Also  84,825  gallons  fuel  oU.  ^  i 

>»  Water  power  and  eleotridty  purchase.  Digitized  by  VjOOQ IC 
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Table  9.  —  Fi^l  Statistics  —  Concluded. 


COMPANY. 


TjmgiBboro,  . 
Union  (Franklin), 
United  (Springfield),  . 

Vineyard  (Oak  Bluffs), 

Ware,    . 
Webeter. 

Wesrmouth,  . 

Williamstown, 
Winchendon, 
Worcester,    . 
Woroeeter  Suburban, 


Tons 
used  (2.240 
Pounds). 


42,021.00 
/  2.00« 

\    1,373.00« 

12,217.00 
/  092. 00> 
1   8,823.00* 

-4 

47.785.00 


Costs. 


Per 
Ton. 


10.024 
1.500\ 

6.777/ 

6.783 

4.0001 

6.500] 


5.733 


Total. 


$253,147  61 
9.308  88 

82,863  90 
51.195  44 

273,897  97 


Per  K.W. 
Hr.  gen- 
erated 

(Cents). 


.990 
1.806 


.971 
1.201 


.676 


Pounds 

ST  K.W. 
r.  gen- 
erated. 


3.681 
5.976 


3.208 
5.002 


2.642 


>  All  current  purahaaed. 

*  SoreeningB. 

•Coal. 

«  Water  power  and  eleotrioity  purahase. 
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Tabus  3.  —  Showing  the  Average  Prestwe  in  the  Maine  and  the  Number  of 
Services,  Hydrants,  Meters  and  Customers  on  June  SO,  1917. 


Esti- 

N0MB BR  OF 

mated 

Num- 

Hydrants. 

Num- 

Num- 

COMPANY. 

PresBure 
in  Mains 

ber  of 
Serv- 

ber of 
Meters 

ber  of 

Cus- 

in 

ices. 

Pub- 

Pri- 

in Use. 

tomers. 

• 

Pounds. 

lic. 

vate. 

Amherst,       .... 

_ 

_i 

114 

_ 

1,119 

1,119 

Ashfield,        .... 

~ 

65 

15 

— 

— 

64 

Aspinwall  (Lenox), 

- 

- 

- 

- 

1 

Barnstable,  .... 

75-95 

609 

70 

— 

16 

611 

Berkshire  (Lee),     . 

_  1 

43 

6 

704 

Brant  Rock  (Marahfield), 

45-116 

28 

- 

- 

- 

638 

Bridgewaters, 

60-90 

905 

78 

3 

606 

905 

Cheshire,       .... 

85 

147 

26 

3 

— 

147 

Cohasset 

60 

664 

96 

3 

34 

666 

Cottage  City  (Oak  Bluffs),      . 

63-76 

1,249 

87 

1 

17 

~s 

Dedham,       .... 

45-80 

2,274 

191 

34 

2.230 

1,634 

East  Mountain  (West  Stock- 

bridge) 

— 

60 

— 

— 

24 

60 

Edgartown 

46-60 

378 

44 

1 

3 

378 

Fairhaven,    .... 

60-74 

1,199 

109 

14 

- 

1,199 

Grafton.        .         .         .         . 

65-160 

384 

97 

— 

8 

362 

Granville  Center,  . 

- 

18 

- 

- 

16 

17 

Groton,         .... 

60-100 

275 

62 

8 

288 

288 

Hill  (Stockbridge). 
Hingham,      .... 

34-103 

4.010 

394 

62 

76 

13 
4,010 

Holliston 

70-101 

264 

68 

— 

— 

262 

Housatonio 

631 

9 

23 

9 

631 

Humarock  Beach  (Scituate),  . 

30-40 

-1 

- 

- 

- 

109 

Knox  Hill  (Pahner), 

- 

15 

~ 

- 

- 

21 

Lenox,           .... 

— 

306 

60 

6 

350 

344 

Ludlow 

_ 

_ 

62 

62 

803 

714 

Medfield,      .         .      '  . 

40 

182 

1 

182 

Milford 

16-100 

2,627 

193 

4 

1,941 

2,628 

MiUbury 

6-130 

623 

76 

18 

15 

505 

Mountain      Spring      (South- 

ampton), .         .         .         . 

- 

_i 

- 

- 

- 

25 

Northfield  Schools. 

- 

- 

7 

11 

88 

118 

Northfield 

— 

76 

— 

8 

62 

93 

Norton 

70-114 

262 

63 

30 

7 

256 

Onset  (Wareham), 

43-55 

890 

46 

2 

1 

890 

Oxford 

97 

466 

44 

16 

278 

739 

Palmer 

— 

480 

75 

2 

121 

480 

Riverside  (Gill),    . 

- 

46 

- 

- 

46 

Salisbury,      .... 

40-65 

656 

74 

1 

1 

556 

Scituate,        .... 

60-75 

1,254 

150 

17 

2 

1,243 

Sheffield,       .         .         .         . 

— 

130 

20 

— 

6 

130 

Southbridge. 

30-106 

1,422 

178 

61 

1,474 

888 

South  Egremont,  . 

- 

61 

5 

- 

7 

61 

Stockbridge, 

90-95 

342 

42 

1 

28 

342 

Sunderland 

— 

98 

— 

6 

— 

98 

Wannacomet  (Nantucket), 

47-56 

1,507 

85 

8 

1,312 

Westford 

75-90 

317 

^     63 

1 

— 

317 

Westhampton, 

- 

26 

1 

- 

- 

60 

Weston 

30-110 

305 

66 

22 

259 

229 

Williamstown, 

_i 

77 

6 

612 

686 

^  Owned  by  consumers. 


*  Unknown. 
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APPENDIX   H.- MUNICIPAL   PLANT   STATIS- 
TICS. 


Table  1.  —  Description  of  Steam  and  Electric  Equipment. 

The  following  table  of  data  from  the  several  retums  is  desoriptive  of  the  gener- 
ating equipment  at  the  stations  in  the  municipalities  named  on  June  30,  1917:  — 


BOILSRS. 

Engines. 

Dynamos. 

MUNICIPALITY. 

Total 

Total 

Total 

No. 

Rated 
H.P. 

No. 

Rated 
H.P. 

No. 

K.W. 
Capacity. 

Ashburnham,  * 

_ 

^ 

. 

_ 

. 

Belmont,  ^ 

— 

— 

— 

_ 

— 

— 

Boylston, » 

- 

- 

- 

- 

- 

- 

Braintree, 

3 

376 

3 

1,200 

4 

906 

Chicopee, 

4 

968 

3 

2,025 

3 

1,500 

Concord, 

3 

270 

3 

1,550 

3 

1,033 

Danvers, 

4 

550 

5 

1,375 

3 

1,000 

Georgetown,!  . 

- 

- 

- 

- 

- 

- 

Groton, » 

— 

— 

— 

— 

— 

— 

Groveland,  * 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Holden,  ^ 

~ 

— 

~ 

— 

— 

— 

Holyoke, 

14 

5,000 

4 

13,561 « 

6 

10,950 

Hudson,  . 

3 

330 

3 

953 

3 

650 

HuU,        . 

2 

519 

3 

730 

3 

780 

Ipswich,  . 

2 

300 

3 

660 

3 

380 

Littleton,  i 

_ 

_ 

— 

. 

— 

— 

Lunenburg,  ^ 

- 

- 

- 

- 

- 

- 

Mansfield, 

— 

— 

4» 

680 

4 

500 

Marblehead,     . 

4 

580 

4 

700 

4 

600 

Merrimac, 

_4 

2 

272 

2 

195  • 

Middleborough, 

1 

25 

3« 

278 » 

2 

350 

Middleton,  ^ 

- 

- 

- 

- 

- 

- 

North  Attleborough. 

2 

494 

4 

852 

4 

610 

Norwood,  1 

— 

. 

— 

- 

— 

— 

Paxton,  1 

_ 

- 

- 

- 

- 

- 

Peabody, 

3 

657 

2 

1,200 

2 

850 

Princeton, » 

- 

- 

- 

- 

- 

- 

Reading, 

3 

375 

4 

1,380 

4 

1,000 

Rowley, » 

- 

- 

- 

- 

- 

- 

Shrewsbury,!   . 

— 

. 

_ 

~ 

— 

— 

South  Hadley,  * 

- 

- 

- 

- 

- 

- 

Sterling,  ^ 

- 

- 

- 

- 

- 

- 

Taunton, 

6 

2,000 

4 

5,850 

4 

3,800  • 

Templeton, »     . 

— 

— 

— 

— 

— 

— 

Wakefield, » 

2 

250 

— 

— 

— 

— 

Wellesley,  i 

~ 

- 

- 

- 

- 

West  Boylston, » 

— 

— 

— 

— 

— 

— 

Westfield, 

4 

808 

1 

140* 

3 

1 

1,500 

^  No  generating  equipment;  all  current  purchased. 
'  Also  4  water  wheels  1,120  horse  power. 

*  Oil  engines. 

*  Boilers  owned  by  water  department. 

*  Not  in  use. 


*  Gas  engines. 

T  Also  2  water  wheels  157  horse  power. 

*  Also  2  power  generators  102  kilowatts. 

*  Also  2  turbines  1,800  horse  power. 
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Table  2.  —  Street  Lines  Equipment. 

The  following  data  from  the  several  returns  are  descriptive  of  the  outside  elec- 
tric construction  on  June  30,  1917,  in  each  of  the  municipalities:  — 


Total 
Length  of  Wire 

(Feet). 

Number 

Number 

Length  of 

MUNICTPALITT. 

of  Poles 
set  in 

of  Poles 
set 

Streete  with 
Overhead 

Streets. 

Elsewhere. 

Wires  (Feet). 

Ashbumham 

195,930 

490 

12 

79.637 

Belmont, 

790,168 

1,578 

103 

178.950 

Boylston, 

209,075 

673 

25 

74,820 

Braintree, 

1,020.693 

1,829 

46 

20,000 

Chicopee, 

'    1.603,868 

1,438 

135 

_i 

Concord, 

1,306.031 

2,008 

10 

266.399 

Danvers, 

1,013,306 

2,229 

104 

320,500 

Gfeorgetown,    . 

359.475 

704 

5 

70,408 

Groton,  . 

453,328 

910 

4 

109,824 

Groveland, 

351,115 

454 

12 

95,000 

TTjinghATTi 

1,192,088 

1,325 

14 

203,287 

Holden,  . 

486,775 

854 

68 

132,000 

Holyoke, 

1,694.626 

2,643 

142 

261,494 

Hudson, 

897,816 

1,104 

204 

165,650 

HuU.       . 

1.020,594 

1,598 

48 

199,062 

Ipswich, 

528,004 

1,146 

22 

137,880 

Littleton, 

343,510 

820 

2 

81,600 

Lunenburg, 

289.473 

410 

- 

_i 

Mansfield,        . 

546,580 

863 

- 

146.360 

Marblehead,    . 

942,281 

1,100 

220 

176,385 

Merrimac, 

322,393 

567 

8 

70,930 

Middleborough, 

780,188 

77 

184 

260,336 

Middleton, 

87,720 

147 

- 

17,176 

North  Attleborough, 

970.946 

694 

- 

160,866 

Norwood, 

1,085.615 

1,810 

33 

236,690 

Paxton,  . 

128,840 

395 

2 

95.040 

Peabody, 

1,385.600 

1,334 

339 

271.600 

Princeton, 

279.760 

762 

- 

79,200 

2,316,237 

4,470 

161 

528,631 

Rowley,  . 

213,347 

719 

3 

86,120 

Shrewsbury,     . 

620,000 

1,608 

60 

167,000 

South  Hadley, 

403,559 

833 

22 

82.896 

Sterling, 

385,278 

1,070 

28 

187,830 

Taunton, 

2,286.134 

2,454 

98 

-1 

Templeton, 

401.825 

908 

25 

98.819 

Wakefield,        . 

782.753 

-1 

-1 

220,620 

Wellesley, 

1,124,990 

924 

7 

231,330 

West  Boylston, 

428,980 

1,009 

34 

127,840 

Westfield, 

1.020,236 

1,304 

191 

186,097 

1  Unknown. 
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Table  3.  —  Etedric  Fuel  Statistics. 

The  following  table  shows  the  kind  and  quantity  of  fuel  and  number  of  carbons 
and  electrodes  used  during  the  year  ending  June  30,  1917,  as  shown  by  the  several 
returns:  — 


MUNICIPALITT. 


Coal  (Tons). 


ScreenincB 
(Tons). 


Number  of 

Carbons  and 

Electrodes 

used. 


Ashbumham,     . 

Belmont,  . 

Boylston, 

Braintree, 

Chicopee, 

Concord,  . 

Danvers,  . 

Georgetown, 

Groton,     . 

Groveland, 

Hingham, 

Holden,    . 

Holyoke,  . 

Hudson,    . 

Hull. 

Ipswich,    . 

Littleton, 

Lunenburg, 

Mansfield, 

Marblehead, 

Merrimac, 

Middleborough, 

Middleton, 

North  Attleborough, 

Norwood, 

Pax  ton,     . 

Peabody,  . 

Princeton, 

Reading,  . 

Rowley,    . 

Shrewsbuiy, 

South  Hadley,  . 

Sterling,    . 

Taunton,  . 

Templeton, 

Wakefield, 

Wellesley, 

West  Boylston, 

Westfield, 


844.40 
3,293.00 
1,342.83 
4,007.33 
_i 
_i 
-.1 
_i 
_i 
21,114.00* 
1,867.00 

1,345.00 
_i 


3,033.00 
__i 

343. 32 > 

_i 

398.66 

5,553.84 

_i 

2,226.76 
_i 


11,257.00 
-1 
_i 
-1 
—  1 
4,706.00 


696.20 

1.425.40 
838.50 


2,000 
100 


4,159 
85 


3,052 
30 

1,351 


446.53 


4,216 


'  Current  bought. 


*  Also  used  water  power. 


•  52,268  gaUons  fuel  oU. 
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Tablb  4.  — Eledrie  CtarrerU  generated  and  sM. 

The  following  table  shows  the  total  kilowatt  hours  generated  and  bought,  the 
kilowatt  hours  sent  out  for  street  lights  and  the  kilowatt  hours  sold  to  oommerdal 
customers,  as  taken  from  the  returns  of  the  several  plants  for  the  year  ending 
June  30.  1917:  — 


MUNICXPAUTT. 

Total 
K.  W.  Houn 

generated 
and  bought. 

Sent  out  for 
Street  Lighto. 

E.  W.  HdoB 

eoldto 
Commercial 

Ashbumham, 

135.685 

14.541 

95.047 

Belmont,  . 

677,373 

120.100 

396,094 

Boylston, 

29.620 

9,540 

10,873 

Braintree, 

637,260 

158,090 

396,458 

Chioopee, 

5,790.390 

427,970 

3,949,954 

Concord,  . 

1.007,950 

199.410 

623.295 

Danvers,  . 

2.881,500 

275.247 

1,542,003 

Georgetown, 

111,200 

21,934 

57.432 

Groton,     . 

179.800 

36,237 

103.400 

GroveUnd, 

101.760 

33,820 

39,980 

529.918 

129.579 

311.572 

Holden,    . 

126.880 

24.418 

59,610 

Holyoke,  . 

19,051.200 

837,300 

13,625,144 

Hudson,    . 

1.019.839 

109,807 

692,054 

HuU, 

648,972 

68,600 

415,953 

Ipswich,    . 

500.478 

128,700 

228,659 

litUeton, 

52,990 

12,699 

19,351 

Lunenburg, 

62,200 

9.128 

26,628 

Mansfield, 

954.425 

117.412 

592,817 

Marblehead,      . 

1.046.415 

262.498 

522.233 

Merrimao, 

365.055 

34,841 

222,104 

Middleborough, 

482.928 

43,815 

303.511 

Middleton, 

33.798 

17.748 

6.046 

North  AtUeborough, 

865.080 

124,820 

538.561 

Norwood, 

2,096.400 

186.617 

1.250.736 

Pazton,     . 

28.940 

4,500 

14.973 

Peabody,  . 

3.431.000 

271.300 

2,755,096 

Princeton, 

42.011 

15,440 

15,339 

Reading,  . 

1,238.019 

174.035 

741,242 

Rowley,    . 

56,171 

18,960 

24.280 

Shrewsbuiy, 

233,100 

56,280 

118,768 

South  Hadley,  . 

334.480 

71.481 

169,863 

SterUng.    . 

84,720 

14.683 

62,469 

Taunton,  . 

7,313.200 

751,145 

4,738,016 

Templeton, 

147,436 

29,036 

68,389 

Wakefield, 

613,132 

151,994 

339,492 

Welleeley, 

983,310 

181.506 

467,758 

West  Boylston, 

'  111.360 

50,072 

42,330 

Westfield, 

2,723,067 

396.053 

1,790.507 

1 ; 1 
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Table  6.  —  Gas  Plant  Statistics. 

The  following  tables  exhibit  data  of  interest  concerning  these  plants  and  their 
operations:  — 


For  the  Yeor  ending  June  SO,  1917. 

Holyoke. 

Middle- 
borough. 

Wakefield. 

Westfield. 

Daily  capacity  of  works  (feet),      . 

1.950.000 

125.000 

350.000 

225.000 

Greatest  output  (feet). 

968.800 

_i 

184.000 

210.700 

Date  of  same,     .... 

Sept.  7 

_i 

June  26 

Sept.  10 
95.600 

Least  output  (feet),     . 

652.714 

_i 

99.800 

Date  of  same 

April  15 

.1 

July  5 

July  7 

Gas  made  (feet),  jrear  ending  June 

30.1917 

256,451,440 

7.092,860 

47.594.000 

53.127,200 

Gas  made  (feet),  year  ending  June 

30.  1916 

234,939.940 

5.743,230 

43.969,000 

48,111,400 

Gas  sold  by  meter  (feet),  year  end- 

ing June  30,  1917.    . 

239,645,070 

5,827,556 

36,580.200 

48.229.300 

Gas  sold  by  meter  (feet),  year  end- 

ing June  30,  1916.    .         .         . 

214.395,700 

4.914.600 

34.842.700 

42.677,750 

(feet),    year   ending   June   30, 

1917 

2,659.200 

17.400 

213.900 

127,500 

Gas  used  at  works  and  offices  (feet), 

year  ending  June  30.  1917. 

— 

118.000 

241.400 

369,800 

Gas  unaccounted  for  (feet),  year 

ending  June  30,  1917, 

14,077,020 

1,099.904 

10,557,700 

4,418.900 

Percentage  unaccounted  for,  1917, 

5.49 

15.58 

22.18 

8.32 

Percentage  unaccounted  for,  1916, 

7.76 

12.16 

19.76 

10.07 

Total  sales  of  gas  1916-17  (feet),  . 

242,304,270 

5.844.966 

36.794,100 

48.356.800 

Increase  over  1915-16  (per  cent.)f 

11.86 

18.33 

4.91 

13.06 

4,011,333 

336.724 

955.805 

1,721.458 

Gas  unaccounted  for  per  mile  of 

main  (feet),     .... 

233.044 

119,819 

274,259 

157,309 

Number  of  consumers  per  mile  of 

main, 

229.1 

63.81 

61.92 

98.60 

Gas  sold  per  consumer  (feet). 

17.317 

11,797 

15,344 

17.412 

Gas  materials  used,     . 

-1 

.t 

_4 

— 

Fuel  used,           .... 

.1 

—  • 

-7 

—  • 

^  NoreoOTd. 

t  Oil.  522,068  galloiia;  beniol.  200  galloiiB. 

s  Fuel  oil,  31.020  fallons. 

«  Oil.  80.870  gaUoDs. 


•  Coal.  13,087  tona;  ooke.  1.066  tons. 

•  Coke.  208.00  tons. 

'  Coal,  8,453  tons;  ooke.  1.250.8  tona. 
>  Coal.  5.242  tons. 
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Table  7.  —  Street  Mains  ar^  Meters. 
Street  Maine.  —  Length  in  Feet,  of  Each  Sixe,  June  SO,  1917, 


Holyoke. 


Middle- 
borough. 


Wakefield. 


Westfidd. 


Three-quarter  inch, 

One  inoh,   . 

One  and  one-quarter  inch, 

One  and  one-half  inch, 

Two  inch,  . 

Two  and  one-half  inch, 

Three  inch. 

Four  inch, 

Six  inch,     . 

Eight  inch. 

Ten  inch,  . 

Twelve  inch. 

Fifteen  inch. 

Sixteen  inch, 

Total  length. 


Length  in  miles  and  feet,  |  ^J^' 
Increase  during  year  (feet), . 


1,441 

1,913 

1,858 

8,953 

616 

64,658 

108.326 

65.453 

35,519 

18,731 

440 

11,030 


318.938 

60 
2,138 
4.008 


50 
165 
806 

13,685 

28,307 

2.231 

3,225 


23,342 
16,292 
15,547 
25,983 
50,531 
338 
25,268 
30.249 
13.106 

2,600 


48,469 

9 

949 

3,246 


203.256 

38 
2,616 
2.858 


190 

1,001 

5,660 

4,224 

69,056 

53,117 

10,295 

3,053 

1,722 


148.318 

28 
478 
156 


Metere. 

—  Number  of  Bach, 

June  SO,  1917. 

Two  light,           .         .         .         . 

. 

_ 

1 

_ 

Three  light. 

12,905 

124 

2,186 

1,812 

Five  Ught, 

630 

359. 

165 

878 

Ten  light,  . 

158 

5 

/    14 

21 

Twen^  light.      . 
Thirty  light, 

69 

4 

8 

38 

42 

1 

4 

15 

Forty-five  light. 

15 

— 

1 

- 

Fifty  light. 

2 

1 

3 

1 

Sixty  light, 

EightyKght. 

One  hun<£re(i  light. 

One  hundred  and  fifty  Ught. 

6 
3 
5 

: 

1 
1 

2 
2 

1 

3 

— 

- 

Two  hundred  light,     . 

1 

- 

- 

- 

Total  number  in  use  June  30, 1917, 

13,839 

494 

2,384 

2,770 

Increase  during  year,  . 

388 

64 

138 

68t 
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APPENDIX  J. -SPECIAL  ACTS  OF  1917,  RE- 
LATING TO  GAS,  ELECTRIC  AND  WATER 
COMPANIES.     ______ 

ACTS. 

SPBCiAii  Acts,  Chaptbb  35. 

An  Act  mftMng  Appropriations  for  the  Salsries  and  Bipenses  of  the  Board 
of  Oas  and  Ileetric  Llirht  Commissionsrs. 

Be  it  enacted,  etc.,  <u  foUowe: 

Section  1.  The  sums  hereinafter  mentioned  are  hereby  ap- 
propriated, to  be  paid  out  of  the  receipts  of  the  gas  and  electric 
light  commission  and  the  assessments  on  the  companies,  except  as 
may  otherwise  be  provided,  for  the  salaries  and  expenses  of  the 
board  of  gas  and  electric  light  commissioners,  for  the  fiscal  year 
ending  on  the  thirtieth  day  of  November,  nineteen  hundred  and 
seventeen,  to  wit:  — 

For  the  salaries  of  the  commissioners,  fourteen  thousand  dollars. 

For  clerical  assistance,  a  sum  not  exceeding  seventy-eight 
hundred  dollars. 

For  the  salary  of  the  present  gas  inspector,  three  thousand 
dollars. 

For  the  salary  of  the  present  first  assistant  inspector,  twenty- 
two  hundred  dollars. 

For  the  salary  of  the  second  assistant  inspector,  fifteen  hundred 
dollars. 

For  statistics,  books,  stationery  and  otlier  necessary  expenses, 
a  sum  not  exceeding  forty-five  hundred  dollars. 

For  compensation  of  deputies,  travelling  expenses,  apparatus, 
office  rent  and  other  incidental  expenses,  a  sum  not  exceeding  ten 
thousand  three  hundred  dollars. 

For  salaries  and  expenses  of  expert  assistants,  as  authorized  by 
chapter  six  hundred  and  thirty-one  of  the  acts  of  the  year  nine- 
teen hundred  and  fourteen,  a  sum  not  exceeding  filty-five  hundred 
dollars. 

For  rent  of  offices,  a  sum  not  exceeding  filty-two  hundred 
dollars. 

For  printing  and  binding  the  annual  report,  a  sum  not  exceed- 
ing  thirty-two  hundred  doUars.  ^^^^^^  ..GoOgle 
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For  the  inspection  of  electric  meters,  a  sum  not  exceeding  one 
thousand  dollars. 

For  expenses  in  connection  with  the  abatement  of  the  smoke 
nuisance,  a  sum  not  exceeding  seventy-eight  hundred  dollars,  the 
same  to  be  assessed  upon  the  cities  and  towns  of  the  district 
defined  in  section  one  of  chapter  six  hundred  and  fifty-one  of  the 
acts  of  the  year  nineteen  hundred  and  ten. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved February  7,  1917.  ' 


Special  Acts,  Chaptbb  103. 

An  Act  Talidating  the  Locations  granted  by  the  Town  of  Reading  for  the 
Electric  Lines  of  its  Electric  Light  Department. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  All  lines  for  the  transmission  of  electricity  for 
light,  heat  or  power,  heretofore  acquired  or  constructed  by  the 
electric  light  department  of  the  town  of  Reading  upon,  along, 
over  and  under  the  public  ways  and  places  of  said  town,  and  the 
poles,  piers,  abutments,  conduits  and  other  fixtures  necessary  to 
sustain  or  protect  the  wires  of  said  lines  and  now  in  actual  use, 
are  hereby  made  lawful  notwithstanding  the  lack  of  any  valid 
locations  therefor  or  any  informality  in  the  proceedings  relative 
to  their  location  and  erection. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved February  20,  1917. 


Special  Acts,  Chapter  112. 

An  Act  relative  to  the  Citizens'  Oas,  Electric  and  Power  Company  of 

Nantucket. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  construction  and  use  in  the  town  of  Nan- 
tucket, by  the  Citizens'  Gas,  Electric  and  Power  Company  of 
Nantucket,  of  conduits,  pipes,  poles,  wires  and  other  fixtures  or 
apparatus  for  the  transmission  of  electricity  and  gas  for  the 
purposes  of  light,  heat  or  power  are  hereby  made  legal,  not- 
withstanding the  lack  of  any  valid  locations  granted  to  the  said 
company,  and  notwithstanding  any  other  informality  in  the  pro- 
ceedings of  the  town  or  town  officers  relative  to  the  granting  of 
rights  to  the  said  company. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  L^ 
proved  February  21,  1917.  o 
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Spbciai.  Acib»  Chafixb  laa 
An  Act  ntotiTO  to  Om  Chmnmr  d  Om  Uganww  Water  CiwnpMy. 
£«  i^  enaded,  eie.,  at  fcUom: 

SscnoN  1.  Section  seventeen  of  chapter  six  hundred  and 
eighteen  of  the  acts  of  the  year  nineteen  hundred  and  eight,  as 
amended  by  section  one  of  chapter  one  hundred  and  thirty-eight 
of  the  acts  of  the  year  nineteen  hundred  and  eleven  and  section 
one  of  chapter  two  hundred  and  forty-five  of  the  acts  of  the  year 
nineteen  hundred  and  fourteen,  is  hereby  further  amended  by 
striking  out  the  word  ^'nine'',  in  the  fifth  line,  and  inserting  in 
place  thereof  the  word:  —  twelve,  —  so  as  to  read  as  follows:  — 
Section  17.  This  act  shall  take  effect  upon  its  passage,  but  shall 
become  void  unless  said  water  company  shall  have  begun  to  dis- 
tribute water  through  its  pipes  to  consumers  in  said  town  within 
twelve  years  after  the  date  of  its  passage. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved February  £7,  1917. 


Spbcial  Acts,  Chaptbb  157. 
An  Act  to  dlsiolfe  Certain  Corporations. 
Be  it  enacted,  etc.,  as  foUows: 

Section  1.  Such  of  the  following  named  corporations  as  are 
not  already  legally  dissolved,  are  hereby  dissolved,  subject  to  the 
provisions  of  sections  fifty-two  and  fifty-three  of  chapter  four 
hundred  and  thirty-seven  of  the  acts  of  the  year  nineteen  hundred 
and  three  and  the  amendments  thereof:  ^  — 

Foxborough  Gas  Company. 

Georgetown  Gas  Company,  The. 

Harwich  Electric  Company,  The. 

Mansfield  Gas  Company. 

Millers  River  Power  Company. 

Pittsford  Electric  light  and  Power  Company,  The. 

Salisbury  Water  Company. 

Stoughton  Gas  and  Electric  Company. 

Wrentham  Gas  Company. 

Section  2.  Nothing  in  this  act  shall  be  construed  to  affect 
any  suit  now  pending  by  or  against  any  corporation  mentioned 

>  Thii  act  names  1,264  buimeai  oorpoimtions,  but  only  fas,  deotrio  or  water  oompasks  an 
mentioDed  hare.  /^^  ^  ^  z-rT  ^ 

Digitized  by  VjOOQ  IC 


1918.]  PUBLIC  DOCUMENT  — No.  35.  431a 

herein,  or  any  suit  now  pending  or  hereafter  brought  for  any 
liability  now  existing  against  the  stockholders  or  officers  of  any 
such  corporation,  or  to  revive  any  charter  previously  annulled  or 
any  corporartion  previously  dissolved,  or  to  make  valid  any  de- 
fective organization  of  any  of  the  supposed  corporations  men- 
tioned herein. 

Section  3.  Suits  upon  choses  in  actions  arising  out  of  con- 
tracts sold  or  assigned  by  any  corporation  dissolved  by  this  act 
may  be  brought  or  prosecuted  in  the  name  of  the  purchaser  or 
assignee.  The  fact  of  sale  or  assignment  and  of  purchase  by  the 
plaintiff  shall  be  set  forth  in  the  writ  or  other  process;  and  the 
defendant  may  avail  himself  of  any  matter  of  defense  of  which 
he  might  have  availed  himself  in  a  suit  upon  the  claim  by  the 
corporation,  had  it  not  been  dissolved  by  this  act. 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Ap' 
proved  March  8,  1917. 


Special  Acts,  Chapteb  201. 

An  Act  to  authorise  the  American  Woolen  Company  to  engage  in  the  Busi- 
ness of  an  Electric  Company  in  the  Town  of  Boyalston. 

Be  it  enacted,  etc,,  as  follows: 

Section  1.  The  American  Woolen  Company,  a  Massachu- 
setts corporation,  in  addition  to  its  other  corporate  powers,  is 
hereby  authorized  to  carry  on  the  business  of  an  electric  com- 
pany in  the  town  of  Royalston,  and  in  respect  to  said  business  it 
shall  have  all  the  powers  and  privileges,  and  be  subject  to  all  the 
duties,  liabilities  and  restrictions  of  an  electric  company  under  all 
general  laws  now  or  hereafter  in  force  in  relation  thereto,  so  far 
as  the  same  may  be  applicable:  provided,  however,  that  if  the 
town  of  Royalston  shall  vote  to  acquire  a  municipal  lighting 
plant  in  accordance  with  the  provisions  of  section  ninety-two  of 
chapter  seven  hundred  and  forty-two  of  the  acts  of  the  year 
nineteen  hundred  and  fourteen,  it  shall  not  be  required  under  the 
provisions  of  section  one  hundred  of  said  chapter  or  of  any 
other  provision  of  law  to  buy  any  part  of  the  plant  of  the 
American  Woolen  Company  not  used  in  the  distribution  of 
electricity,  or  to  pay  as  an  element  of  value  the  damages,  if  any, 
caused  by  the  severance  of  that  part  of  the  company's  plant  used 
in  the  distribution  of  electricity. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved  March  19,  1917. 
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Spsglll  Actb,  Chaftbb  207. 

An  Act  making  Approprlatioiia  for  Deflclenolei  In  Appropriations  for  Cer- 
tain Izponaos  authoriied  in  the  Year  Nineteen  Hundred  and  Siztaen. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  sums  hereinafter  mentioned  are  hereby  ap- 
propriated, to  be  paid  out  of  the  treasury  of  the  commonwealth 
from  the  ordinary  revenue,  unless  it  is  otherwise  provided  herein, 
for  certain  expenses  in  excess  of  the  appropriations  therefor  in  the 
year  nineteen  hundred  and  sixteen,  to  wit:  — 

For  printing  and  binding  the  annual  report  of  the  gas  and 
electric  light  commissioners,  upon  vouchers  approved  by  said 
commissioners,  the  sum  of  one  hundred  twenty-seven  dollars  and 
fifteen  cents  to  be  paid  from  the  assessments  levied  upon  the 
several  gas  and  electric  light  companies  for  the  current  year. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap~ 
proved  March  21,  1917. 


Spbczal  Acts,  Chaftbb  219. 

An  Act  relative  to  the  Time  of  holding  the  Annual  Municipal  Election  in 
the  Citj  of  Chloopee. 

Be  U  enacted,  etc.,  as  foUoics: 

Section  1.  Section  five  of  chapter  two  hundred  and  thirty- 
nine  of  the  acts  of  the  year  eighteen  hundred  and  ninety-seven  is 
hereby  amended  by  striking  out  the  words  "second  Tuesday  of", 
in  the  second  line,  and  inserting  in  place  thereof  the  words:  — 
first  Tuesday  after  the  first  Monday  in,  —  so  as  to  read  as  fol- 
lows:—  Section  6.  The  annual  municipal  election  shall  take 
place  on  the  first  Tuesday  after  the  first  Monday  in  December, 
and  the  municipal  year  shall  begin  at  ten  o'clock  in  the  morning 
.on  the  first  Monday  of  January  next  following. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved  March  22,  1917. 

Special  Acts,  Chaftbs  224. 
An  Act  relative  to  Wires  and  Electrical  Appliances  in  the  City  of  Salem. 
Be  it  enacted,  etc.,  as  follows: 

The  time  within  which  the  owners  or  users  of  certain  overhead 
wires,  cables  and  conductors  in  the  city  of  Salem  were  required 
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by  the  provisions  of  chapter  four  hundred  and  forty-eight  of  the 
acts  of  the  year  nineteen  hundred  and  ten  to  construct  certain 
underground  conduits  within  that  part  of  the  city  designated  by 
said  act,  and  within  which  time  they  were  to  remove  said  over- 
head wires,  cables  and  conductors,  together  with  all  poles  or 
other  structures  supporting  the  same,  and  to  install  certain  wires, 
cables  and  conductors  in  said  conduits,  as  extended  by  chapter 
one  hundred  and  eighty-two  of  the  Special  Acts  of  the  year  nine- 
teen hundred  and  sixteen,  is  hereby  further  extended  for  a  period 
of  one  year  from  the  fifteenth  day  of  March,  nineteen  hundred 
and  seventeen.     [Approved  March  ^B,  1917. 


Special  Acts,  CBAPrvB  263. 
An  Act  repealing  the  Charter  of  the  Yarmouth  Water  Company. 

Be  it  enacted^  etc.,  as  foUoivs: 

Section  1.  Chapter  two  hundred  and  seventy-one  of  the 
Special  Acts  of  the  year  nineteen  hundred  and  fifteen,  being  an 
act  to  incorporate  the  Yarmouth  Water  Company,  is  hereby 
repealed. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap^ 
proved  April  10,  1917. 


Spbcial  Acre,  Chaftbb  267. 
An  Act  to  Incorporate  the  Monterey  Water  Company. 
Be  it  enacted,  etc,  as  follows: 

Section  1.  Jasper  H.  Bills,  Charles  W.  Grtegory,  Elmer  J. 
Kinne,  John  T.  Burke,  Clarence  Kinne,  Mary  T.  Whitney, 
Julius  D.  Miner,  Carrie  Deland,  Bert  E.  Tyron,  Delmore  C. 
Tryon  and  Henry  L.  Langhaar,  their  associates  and  successors, 
are  hereby  made  a  corporation  by  the  name  of  Monterey  Water 
Company  for  the  purpose  of  supplying  the  inhabitants  of  the 
town  of  Monterey  with  water  for  the  extinguishment  of  fires  and 
for  domestic  and  other  purposes;  with  all  the  powers  and  privi- 
leges and  subject  to  all  the  duties,  restrictions  and  liabilities  set 
forth  in  all  general  laws  now  or  hereafter  in  force  applicable  to 
such  corporations. 

Section  2.  The  said  corporation,  for  the  purposes  aforesaid, 
may  take,  or  acquire  by  purchase  or  otherwise,  the  water  of  any 
wells,  springs,  or  streams  within  the  town  of  Monterey  as  may 
be  approved  by  the  state  department  of  health;   and,  may  take,!c 
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or  acquire  by  purchase  or  otherwise,  any  real  estate  within  said 
territory  necessary  for  holding  and  preserving  the  water  or  for 
conveying  the  same  to  any  part  of  the  said  town;  and  may  erect 
on  the  land  thus  acquired  proper  dams,  buildings  fixtures  and 
other  structures,  and  may  make  excavations,  procure  and  operate 
machinery,  and  provide  such  other  means  and  appliances  as  may 
be  necessary  for  the  establishment  and  maintenance  of  complete 
and  effective  water  works;  and  may  construct  and  lay  down 
conduits,  pipes  and  other  works,  under  or  over  any  lands,  water 
courses,  railroads,  railways  or  public  or  private  ways  and  along 
any  such  ways  in  such  manner  as  not  unnecessarily  to  obstruct 
the  same;  and  for  the  purpose  of  constructing,  maintaining  and 
repairing  such  conduits,  pipes  and  other  works,  and  for  all  proper 
purposes  of  this  act,  said  corporation  may  dig  up  any  such  lands, 
and,  under  the  direction  of  the  selectmen  of  the  town  in  which 
said  ways  are  situated,  may  enter  upon  and  dig  up  the  same  in 
such  manner  as  to  cause  the  least  hindrance  to  public  travel. 
The  said  corporation  shall  not  enter  upon,  construct,  or  lay  any 
pipes,  conduits  or  other  works  within  the  location  of  any  railroad 
corporation,  except  at  such  time  and  in  such  manner  as  it  may 
agree  upon  with  such  corporation,  or,  in  case  of  failure  so  to 
agree,  as  may  be  approved  by  the  public  service  commission. 

Section  3.  The  said  corporation  may  purchase  from  the 
owner  of  any  aqueduct  or  water  pipes  now  used  in  furnishing 
water  to  the  inhabitants  of  said  territory  all  his  estate,  property, 
rights  and  privileges,  and  by  such  purchase  shall  become  subject 
to  all  the  liabilities  and  duties  pertaining  thereto. 

Section  4.  The  said  corporation  shall,  within  sixty  days  after 
the  taking  of  any  land,  rights  of  way,  water  rights,  water  sources 
or  easements  as  aforesaid,  file  and  cause  to  be  recorded  in  the 
registry  of  deeds  for  the  county  and  district  within  which  such 
land  or  other  property  is  situated,  a  description  thereof  sufficiently 
specific  for  identification,  with  a  statement  of  the  purpose  for 
which  the  same  was  taken,  signed  by  the  president  of  the  cor- 
poration. 

Section  5.  The  said  corporation  shall  pay  all  damages  to 
property  sustained  by  any  person  or  corporation  by  the  taking  of 
any  land,  right  of  way,  water,  water  source,  water  right  or  ease- 
ment, or  by  any  other  thing  done  by  said  corporation  under  the 
authority  of  this  act.  Any  person  or  corporation  sustaining 
damages  as  aforesaid,  who  fails  to  agree  with  said  corporation  as 
to  the  amount  thereof,  may  have  the  same  determined  in  the 
manner  provided  by  law  in  the  case  of  land  taken  for  the  laying 
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out  of  highways^  on  application  at  any  time  within  the  period  of 
two  years  after  the  taking  of  such  land  or  other  property  or  the 
doing  of  other  injury  under  the  authority  of  this  act;  but  no 
such  application  shall  be  made  after  the  expiration  of  said  two 
years.  No  assessment  of  damages  shall  be  made  for  the  taking 
of  any  water,  water  right,  or  for  any  injury  thereto,  and  said 
period  of  two  years  shall  not  begin  to  run,  until  the  water  is 
actually  withdrawn  or  diverted  by  said  corporation  under  the 
authority  of  this  act. 

Section  6.  The  said  corporation  may  distribute  water  through 
the  town  of  Monterey,  may  regulate  the  use  of  said  water  and  fix 
and  collect  rates  to  be  paid  for  the  use  of  the  same;  and  may 
make  such  contracts  with  any  individual  or  corporation  to  supply 
water  for  the  extinguishment  of  fires,  or  for  other  purposes,  as 
may  be  agreed  upon  by  any  individual  or  corporation  and  said 
corporation. 

Section  7.  The  said  corporation  may,  for  the  purposes  set 
forth  in  this  act,  hold  real  estate  not  exceeding  in  value  ten 
thousand  dollars;  and  the  whole  capital  stock  of  said  corporation 
shall  not  'exceed  ten  thousand  dollars,  to  be  divided  into  shares  of 
one  hundred  dollars  each. 

Section  8.  The  said  corporation  may  issue  bonds  and  secure 
the  same  by  a  mortgage  of  its  franchise  and  other  property  to 
an  amount  not  exceeding  its  capital  stock  actually  paid  in  and 
applied  to  the  purposes  of  its  incorporation. 

Section  9.  The  town  of  Monterey  shall  have  the  right  at  any 
time  to  take  or  purchase  the  franchise,  corporate  property,  and 
all  rights  and  privileges  of  said  corporation,  on  payment  to  said 
corporation  of  the  total  cost  of  its  franchise,  works  and  property 
of  any  kind  held  under  the  provisions  of  this  act,  including 
interest  on  each  expenditure  from  its  date  to  the  date  of  taking 
or  purchase,  as  hereinafter  provided,  at  the  rate  of  five  per  cent 
per  annum.  In  case  the  town  shall  desire  to  exercise  the  rights 
given  hereunder  and  shall  be  unable  to  agree  with  said  corpora- 
tion upon  the  amount  of  the  total  cost  of  the  franchise,  corporate 
property,  rights  and  privileges  of  said  corporation  as  aforesaid, 
the  supreme  judicial  court  shall  have  jurisdiction  in  equity  to 
ascertain  and  fix  such  total  cost  under  the  foregoing  provisions, 
and  to  enforce  the  rights  of  said  town  to  take  possession  of  said 
franchise,  corporate  property,  rights  and  privileges,  as  aforesaid, 
upon  payment  of  the  cost  to  said  corporation.  The  authority  to 
take  the  said  property  is  granted  on  condition  that  the  taking 
shall  first  be  assented  to  by  the  said  town  by  a  ^J^^o  ^t^irds  vot^^ 
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of  the  voters  present  and  voting  thereon  at  an  annual  town 
meeting,  or  at  a  meeting  legally  called  for  the  purpose. 

Section  10.    This  act  shall  take  effect  upon  its  passage.    [Ap^ 
proved  April  10,  1917.  • 

SpxcfiAL  Acts,  Chaptbb  290. 
An  Act  to  IncoriNirat*  the  North  RiMMlIng  Water  Company. 
Be  it  enacted,  etc,,  as  follows: 

Section  1,  Willard  C.  Carpenter,  Albert  G.  Barber,  Rufus  B. 
Gage,  Joseph  D.  Gowing,  Henry  A.  Upton,  Jared  B.  McLane, 
Henry  W.  Weymouth,  Lawrence  C.  Monroe,  Lewis  A.  Bigelow, 
Charles  A.  Quint,  Foster  R.  Batchelder  and  James  A.  Glass,  their 
associates  and  successors,  are  hereby  made  a  corporation  by  the 
name  of  North  Reading  Water  Company,  for  the  purpose  of 
supplying  the  inhabitants  of  the  town  of  North  Reading,  or  any 
part  thereof,  with  water  for  domestic,  manufacturing  and  other 
purposes,  including  the  extinguishment  of  fires.  Said  corporation 
shall  have  all  the  powers  and  privileges  and  shall  be  subject  to  all 
the  duties,  restrictions  and  liabilities  set  forth  in  all  general  laws 
now  or  hereafter  in  force  applicable  to  water  companies. 

Section  2.  Said  corporation  may  purchase  water  for  any  or 
all  of  its  corporate  purposes  from  the  town  of  Reading,  or  from 
any  other  town  or  corporation  at  the  time  engaged  in  supplying 
water  to  the  inhabitants  of  any  town  adjoining  the  town  of 
North  Reading,  and  the  town  of  Reading  or  any  other  town  or 
corporation  now  or  hereafter  engaged  in  supplying  water  to  the 
inhabitants  of  any  town  adjoining  the  town  of  North  Reading 
may  sell  water  to  the  corporation  created  by  this  act  for  any  or 
all  of  its  corporate  purposes:  provided,  however,  that  the  plans  for 
such  supply  and  the  sources  thereof  shall  first  be  approved  by 
the  state  department  of  health.  ^ 

Section  3.  Said  corporation,  for  the  purpose  aforesaid,  may 
lease,  take  or  acquire  by  purchase  or  otherwise,  and  hold  and 
convey  the  waters,  or  so  much  thereof  as  may  be  necessary,  of 
any  ponds,  springs  or  streams,  or  of  any  ground  sources  of  supply, 
within  the  limits  of  the  town  of  North  Reading,  together  with 
any  water  rights  connected  therewith,  and  also  all  lands,  rights 
of  way  and  easements  necessary  for  holding  and  preserving  the 
water  and  for  conveying  the  same  to  any  part  of  said  town;  and 
may  erect  on  the  lands  thus  taken  or  held  proper  dams,  buildings, 
standpipes,  fixtures  and  other  structures,  and  may  make  excava- 
tions, procure  and  operate  machinery,  and  providez-BUch  other 
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means  and  appliances,  and  may  do  such  other  things  as  may  be 
necessary  for  the  establishment  and  maintenance  of  complete  and 
effective  water  works:  provided,  however,  that  no  source  of  water 
supply  and  no  lands  necessary  for  preserving  the  quality  of  the 
water  shall  be  taken  or  used  under  this  act  without  first  obtaining 
the  advice  and  approval  of  the  state  department  of  health,  and 
that  the  location  of  all  dams,  reservoirs,  wells  or  other  works  for 
collecting  or  storing  water  under  this  act  shall  be  subject  to  the 
approval  of  said  department. 

Section  4.  Said  corporation,  for  the  purposes  aforesaid,  may 
construct,  lay  and  maintain  aqueducts,  conduits,  pipes  and  other 
works,  under  or  over  any  land,  water  courses,  canals,  dams,  rail- 
roads, railways  and  public  or  other  ways,  and  along  any  high- 
way or  other  way  in  the  town  of  North  Reading,  in  such  manner 
as  not  unnecessarily  to  obstruct  the  same;  and  for  the  purpose 
of  constructing,  laying,  maintaining  and  repairing  such  aqueducts, 
conduits,  pipes  and  other  works,  and  for  all  purposes  of  this  act, 
said  corporation  may  dig  up,  raise  and  embank  any  such  lands, 
highways  or  other  ways  in  such  manner  as  to  cause  the  least 
hindrance  to  public  travel;  but  all  things  done  upon  any  such 
way  shall  be  subject  to  the  direction  and  approval  of  the  select- 
men. Said  corporation  shall  not  enter  upon,  construct  or  lay  any 
conduits,  pipes  or  other  works  within  the  location  of  any  railroad 
corporation  except  at  such  time  and  in  such  manner  as  it  may 
agree  upon  with  such  corporation,  or  in  case  of  failure  so  to 
agree,  as  may  be  approved  by  the  public  service  commission. 

Section  5.  Said  corporation  shall,  within  sixty  days  after 
voting  to  take  any  lands,  rights  of  way,  water  rights,  water 
sources,  or  easements  as  aforesaid,  file  and  cause  to  be  recorded 
in  the  registry  of  deeds  for  the  county  and  district  in  which  the 
same  are  situated,  a  description  thereof  sufficiently  specific  for 
identification,  with  a  statement  of  the  purpose  for  which  the 
same  were  taken,  signed  by  the  president  of  the  corporation. 
The  recording  shall  operate  as  a  taking  of  the  real  estate  and 
rights  and  easements  therein  described. 

Section  6.  Said  corporation  shall  pay  all  damages  to  prop- 
erty sustained  by  any  person,  firm  or  corporation  by  the  taking 
of  any  land,  right  of  way,  water,  water  source,  water  right  or 
easement,  or  by  any  other  thing  done  by  said  corporation  under 
the  authority  of  this  act.  Any  person,  firm  or  corporation  sus- 
taining damages  as  aforesaid,  and  failing  to  agree  with  said  cor- 
poration as  to  the  amount  thereof,  may  have  the  same  assessed 
and  determined  in  the  manner  provided  by  law  in  the 
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Und  taken  for  the  Uying-out  of  highwmys,  on  ap|dication  at  any 
time  within  two  yean  from  the  taking  (rf  such  land  or  other 
property,  or  the  doing  (rf  any  other  injnry  under  the  authority  of 
this  act.  No  assessment  of  damages  shall  be  made  for  the  taking 
of  any  water  or  water  right,  or  for  any  injury  thereto  and  said 
period  of  two  years  shall  not  begin  to  run,  untfl  the  water  is 
actually  withdrawn  or  diverted  by  said  corporation  under  the 
authority  of  this  act. 

Section  7.  Said  corporation  may  distribute  water  through 
the  town  of  North  Reading,  or  any  part  thereof,  and  may  r^u- 
late  the  use  (rf  said  water,  and  may  fix  the  rates  to  be  paid  for 
the  use  of  the  same,  subject,  however,  to  the  power  now  vested 
in  the  board  of  gas  and  electric  light  commissioners  to  regulate 
said  rates;  and  may  collect  such  rates,  and  may  make  contracts 
with  the  said  town,  acting  by  their  selectmen,  and  with  any  fire 
or  water  supply  district  now  or  hereafter  established  therein,  and 
with  any  individual,  corporation,  department  of  the  common- 
wealth or  of  the  United  States  therein,  to  supply  water  for  the 
extinguishment  of  fires  and  for  domestic,  manufacturing  or  other 
purposes:  pronded,  that  in  case  a  contract  is  to  be  made  with 
the  town,  the  selectmen  shall  first  be  authorized  to  act  by  a 
majority  vote  of  the  voters  of  the  town  qualified  to  vote  upon  a 
question  of  raising  and  appropriating  money. 

Section  8.  The  amount  of  the  capital  stock  of  the  corpora- 
tion shall  be  fixed  and  limited  at  the  meeting  for  its  organization, 
but  the  corporation  shall  issue  only  such  amounts  of  stock  and 
bonds  as  may  from  time  to  time  be  authorized  by  the  general 
laws  now  or  hereafter  in  force  applicable  thereto. 

Section  9.  The  town  of  North  Reading,  or  any  one  or  more 
fire  districts  in  said  town,  upon  obtaining  appropriate  legislation 
to  enable  them  to  act  as  a  water  supply  district,  or  otherwise, 
may  purchase  the  property  of  said  water  company  owned  by  it 
and  used  in  supplying  water,  upon  payment  of  the  fair  market 
value  thereof:  provided,  however,  that  the  said  property  shall  not, 
without  the  consent  of  said  water  company,  be  purchased  at  less 
than  the  actual  cost  thereof;  and  in  case  the  dividends  earned 
and  paid  by  said  corporation,  since  its  creation,  on  its  stock, 
shall  have  been  less  than  six  per  cent  per  annum,  there  shall  be 
added  to  said  cost  such  sum  as  will  make  the  return  to  the  stock- 
holders equal  in  the  aggregate  to  six  per  cent  per  annum  on  the 
amount  paid  in  on  the  capital  stock.  If  the  water  supply  district 
or  the  said  town,  as  the  case  may  be,  and  the  water  company 
shall  be  unable  to  agree  upon  the  value  of  said  property,  either 
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party,  with  notice  to  the  other,  may  apply  to  the  supreme 
judicial  court  for  the  determination  of  said  value.  The  court 
shall  refer  the  application  to  the  board  of  gas  and  electric  light 
commissioners,  who  shall  hear  the  parties  and  determine  the  value 
of  said  property,  in  accordance  with  the  provisions  herein  pre- 
scribed, and  the  award  of  said  board,  when  accepted  by  the 
court,  shall  be  final.  The  award  shall  not  be  set  aside  or  re- 
committed for  error  in  law,  unless  the  court  is  satisfied  that  such 
error  has  substantially  affected  the  interests  of  the  party  com* 
plaining  thereof,  and  in  that  event  the  court  may  recommit  the 
award  to  the  board,  with  such  jdirections  as  justice  may  require. 
Upon  the  acceptance  of  the  award  by  the  court  the  right  of  the 
corporation  to  supply  water  within  the  town  of  North  Beading 
shall  cease,  and  the  town,  or  fire  district,  shall  thereafter  have 
and  enjoy  all  the  rights  and  privileges  of  the  corporation  neces- 
sary for  the  maintenance  and  operation  of  the  property  acquired. 

Section  10.  Whoever  wilfully  or  wantonly  corrupts,  pollutes 
or  diverts  any  water  taken  or  held  under  authority  of  this  act,  or 
injures  any  structure,  work  or  other  property  owned,  held  or 
used  by  said  corporation  under  authority  of  this  act,  and  for  the 
purposes  of  this  act,  shall  forfeit  and  pay  to  said  corporation 
three  times  the  amount  of  damages  assessed  therefor,  to  be  re- 
covered in  an  action  of  tort;  and  upon  conviction  of  any  of  the 
above  wilful  or  wanton  acts,  shall  be  punished  by  a  fine  not 
exceeding  three  hundred  dollars,  or  by  imprisonment  for  a  iterm 
not  exceeding  one  year. 

Section  11.  A  sworn  report  of  the  cost  of  the  system  to  date 
and  of  the  year's  receipts  and  expenses  shall  be  made  annually 
by  the  said  corporation  to  the  selectmen  of  the  town  of  North 
Beading,  within  sixty  days  after  the  close  of  its  fiscal  year. 

Section  12.  This  act  shall  take  effect  upon  its  passage,  but 
shall  be  null  and  void  unless  the  North  Beading  Water  Company 
shall  have  begun  to  distribute  water  through  its  pipes  to  con- 
sumers in  said  town  within  three  years  after  the  date  of  its 
passage.     [Approved  April  17,  1917. 


SpBCiAii  Acts,  Chaptbb  296. 

An  Act  to  authorise  the  Barnstable  Water  Company  to  furnish  Water  to 
the  Town  of  Yarmouth  and  to  the  Inhabitants  thereof. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.    The  Barnstable  Water  Company,  a  corporation 
created  by  chapter  two  hundred  and  eighty-six  of  the  ^cte>of  Aej 
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year  nineteen  hundred  and  eleven,  may  extend  its  mains  into  and 
through  the  town  of  Yarmouth,  and  may  supply  the  inhabitants 
of  said  town,  or  any  part  thereof,  with  water  for  domestic,  manu- 
facturing and  other  purposes,  including  the  extinguishment  of 
fires. 

Section  2.  Said  corporation,  for  the  purpose  aforesaid,  may 
use  the  same  sources  of  water  supply  which  it  now  uses  or  may 
hereafter  use  in  supplying  water  to  the  inhabitants  of  the  town 
of  Barnstable  under  the  provisions  of  said  chapter  two  hundred 
and  eighty-4ix. 

Section  3.  Said  corporation  may  construct,  lay  and  maintain 
aqueducts,  conduits,  pipes  and  other  works  under  or  over  any 
land,  water  courses,  canals,  dams,  railroads,  railways  and  public 
or  other  ways,  and  along  any  highway  or  other  way  in  the  town 
of  Yarmouth,  in  such  a  manner  as  not  unnecessarily  to  obstruct 
the  same;  and  for  the  purpose  of  constructing,  laying,  maintain- 
ing and  repairing  such  aqueducts,  conduits,  pipes  and  other 
works,  and  for  all  purposes  of  this  act,  said  corporation  may  dig 
up,  raise  and  embank  any  such  lands,  highways  or  other  ways  in 
such  manner  as  to  cause  the  least  hindrance  to  public  travel;  but 
all  things  done  in  or  upon  any  public  way  or  place  shall  be 
subject  to  the  direction  and  approval  of  the  selectmen  of  said 
town.  Said  company  shall  not  enter  upon,  construct  or  lay  any 
conduit,  pipe  or  other  works  within  the  location  of  any  railway 
corporation  except  at  such  times  and  in  such  manner  as  it  may 
agree  upon  with  such  corporation,  or,  in  case  of  failure  so  to 
agree,  as  may  be  approved  by  the  public  service  commission. 

Section  4.  Said  corporation  may  distribute  water  through  the 
town  of  Yarmouth,  or  any  part  thereof,  may  regulate  the  use  of 
the  same  and  may  establish  and  fix  from  time  to  time,  and 
collect,  the  rates  for  the  use  of  said  water;  and  may  make  such 
contracts  with  said  town  or  with  any  fire  district  now  or  here- 
after established  therein,  or  with  any  individual  or  corporation, 
to  supply  water  for  the  extinguishment  of  fires  or  for  such  other 
purposes  as  may  be  agreed  upon. 

Section  5.  The  town  of  Yarmouth  shall  have  the  right  at 
any  time  to  acquire  by  purchase  or  by  right  of  eminent  domain 
the  property  of  said  corporation  in  the  town  of  Yarmouth,  its 
franchise  to  do  business  therein,  and  all  its  rights  and  privileges 
with  respect  thereto,  on  payment  to  said  corporation  of  the 
actual  cost  of  said  franchise  and  of  its  works  and  property  of 
every  kind  in  said  town;  and,  unless  the  corporation's  net  earn- 
ings from  its  business  in  said  town  shall  have  been  equal  to  at 
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least  five  per  cent  of  the  said  cost,  multiplied  by  the  number  of 
years  during  which  the  corporation  has  then  been  operating  in 
said  town,  there  shall  be  added  to  the  amount  to  be  paid  by  the 
town  a  sum  which  when  added  to  said  net  earnings  will  equal 
five  per  cent  of  the  said  cost  multiplied  by  the  number  of  years 
during  which  the  corporation  has  been  operating  in  said  town. 
"Net  earnings''  as  herein  used,  shall  mean  the  corporation's  gross 
receipts  from  its  business  in  said  town,  minus  all  operating  and 
other  expenses  properly  chargeable  to  said  business,  including 
reasonable  amounts  for  maintenance  and  depreciation.  The 
town,  on  taking  the  property  of  said  corporation  as  herein  pro- 
vided, shall  assume  all  of  its  outstanding  obligations  incurred  in 
the  construction  or  improvement  of  its  property  in  the  said  town, 
including  bonds  secured  by  mortgage  on  such  property,  and  the 
amount  thus  assumed  shall  be  deducted  from  the  total  amount 
to  be  paid  by  the  town  to  the  corporation.  Said  corporation  shall 
furnish  to  the  town  of  Yarmouth,  under  oath,  an  itemized  state- 
ment of  the  actual  cost  of  the  water  supply  system  installed  by 
the  corporation  in  said  town,  together  with  a  copy  of  all  con- 
tracts made  for  providing  and  constructing  said  water  supply 
system  and  any  extension  thereof,  and  shall  furnish  to  said 
town,  annually,  in  the  month  of  January,  an  itemized  statement 
under  oath  of  its  receipts  from  and  expenditures  made  in  con- 
nection with  its  business  in  said  town,  which  statement  shall  be 
submitted  by  the  selectmen  to  the  citizens  of  the  town  at  the 
annual  town  meeting.  This  authority  to  acquire  the  said  fran- 
chise and  property  is  granted  on  condition  that  the  same  is 
assented  to  by  a  two  thirds  vote  of  the  voters  of  the  said  town 
present  and  voting  thereon  at  a  meeting  legally  called  for  that 
purpose;  and  if  the  property  is  taken  by  right  of  eminent  do- 
main, the  declaration  of  the  taking,  which  shall  include  a  certified 
copy  of  the  article  in  the  warrant  under  which  the  town  acted, 
and  of  the  vote  of  the  town  thereon  showing  that  it  was  passed 
by  a  two  thirds  vote,  as  herein  required^  shall  be  filed  in  the 
registry  of  deeds  for  the  county  of  Barnstable.  In  case  the  town 
and  the  corporation  shall  be  unable  to  agree  upon  the  amount  to 
be  paid  by  the  town  for  said  property,  the  supreme  judicial  court 
shall,  upon  application  of  either  party  and  notice  to  the  other, 
appoint  three  commissioners  who  shall  determine  the  actual  cost 
of  said  property,  and  whose  award,  when  accepted  by  the  court, 
shall  be  final.  Interest  at  the  rate  of  six  per  cent  shall  be  in- 
cluded in  said  award  from  the  date  of  the  taking  or  purchase. 
Section  6.    Said  town  may,  for  the  purpose  of  paying^he  cost 
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of  said  franchise  and  corporate  property  and  the  necessary  ex- 
penses and  liabilities  incurred  under  the  provisions  of  this  act, 
issue  from  time  to  time  bonds  or  notes  to  an  amount  not  ex- 
ceeding one  hundred  and  fifty  thousand  dollars.  The  said  bonds 
or  notes  shall  bear  on  their  face  the  words,  Yarmouth  Water 
Loan,  Act  of  1917,  shall  be  payable  at  the  expiration  of  periods 
not  exceeding  thirty  years  from  the  date  of  issue,  shall  bear 
interest,  payable  semi-annually,  at  a  rate  not  exceeding  five  per 
cent  per  annum,  and  shall  be  signed  by  the  treasurer  of  the  town 
and  countersigned  by  the  water  commissioners  hereinafter  pro- 
vided for.  The  town  may  sell  such  securities  at  public  or  private 
sale  upon  such  terms  and  conditions  as  it  may  deem  proper,  but 
not  for  less  than  their  par  value,  and  the  proceeds,  except 
premiums,  shall  be  used  only  for  the  purposes  herein  specified. 

Section  7.  Said  town  shall,  at  the  time  of  authorizing  said 
loan  or  loans,  provide  for  the  payment  thereof  in  accordance  with 
the  provisions  of  section  fourteen  of  chapter  seven  hundred  and 
nineteen  of  the  acts  of  the  year  nineteen  hundred  and  thirteen, 
and  all  acts  in  amendment  thereof  or  in  addition  thereto,  in  such 
manner  that  any  loan  or  loans  issued  under  authority  of  this  act 
shall  be  paid  within  the  period  specified  by  section  six  of  this 
act;  and  when  a  vote  to  the  foregoing  effect  has  been  passed,  a 
sum  which,  with  the  income  derived  from  water  rates,  will  be 
sufficient  to  pay  the  annual  expense  of  operating  its  water  works 
and  the  interest  as  it  accrues  on  the  bonds  or  notes  issued  as 
aforesaid,  and  to  make  such  payments  on  the  principal  as  may 
be  required  under  the  provisions  of  this  act,  shall,  without  further 
vote,  be  assessed  by  the  assessors  of  the  town  annually  there- 
after, in  the  same  manner  as  other  taxes,  until  the  debt  incurred 
by  said  loan  is  extinguished. 

Section  8.  Said  town  shall,  after  purchasing  or  taking  the 
said  franchise  and  corporate  property,  as  provided  in  this  act,  at 
a  legal  meeting  called  for  the  purpose  elect  by  ballot  three 
persons  to  hold  office,  one  until  the  expiration  of  three  years,  one 
until  the  expiration  of  two  years,  and  one  until  the  expiration  of 
one  year  from  the  next  succeeding  annual  town  meeting,  and 
until  the  election  and  qualification  of  their  respective  successors, 
to  constitute  a  board  of  water  commissioners;  and  at  each 
annual  town  meeting  thereafter  one  such  commissioner  shall  be 
elected  by  ballot  for  the  term  of  three  years  and  until  the  elec- 
tion and  qualification  of  a  successor.  All  authority  granted  to 
the  said  town  by  this  act,  and  not  otherwise  specifically  provided 
for,  shall  be  vested  in  said  water  commissioners,  whp  shall  be 

Digitized  by  VjOOQ iC 


1918.]  PUBLIC  DOCUMENT  — No.  35.  443  a 

subject,  however,  to  such  instructions,  rules  and  regulations  as 
the  town  may  impose  by  its  vote.  A  majority  of  said  commis- 
sioners shall  constitute  a  quorum  for  the  transaction  of  business. 
Any  vacancy  occurring  in  said  board  for  any  cause  may  be 
filled  for  the  remainder  of  the  unexpired  term  by  the  town  at  any 
legal  town  meeting  called  for  the  purpose.  Any  such  vacancy 
may  be  filled  temporarily  by  a  majority  vote  of  the  selectmen, 
and  the  person  so  appointed  shall  hold  office  until  the  town  fills 
the  vacancy  in  the  manner  provided  herein.  If  the  town  does 
not  elect  a  board  of  water  commissioners,  the  board  of  selectmen 
shall  constitute  the  board  of  water  commissioners.    . 

Section  9.  Said  commissioners  shall  fix  just  and  equitable 
prices  and  rates  for  the  use  of  water,  and  shall  prescribe  the 
time  and  manner  of  payment.  The  income  of  the  water  works 
shall  be  applied  to  defraying  all  operating  expenses,  interest 
charges,  and  payments  on  the  principal  as  they  accrue,  upon  any 
bonds  or  notes  issued  under  authority  of  this  act.  If  there 
should  be  a  net  surplus  remaining  after  providing  for  the  afore- 
said charges,  it  shall  be  used  for  such  new  construction  as  the 
water  commissioners  may  determine  upon,  and  in  case  a  surplus 
should  remain  after  payment  for  such  new  construction,  the 
water  rates  shall  be  reduced  proportionately.  No  money  shall  be 
expended  in  new  construction  by  the  water  commissioners  except 
from  the  net  surplus  aforesaid,  unless  the  town  appropriates  or 
provides  money  therefor.  Said  commissioners  shall  annually,  and 
as  often  as  the  town  may  require,  render  a  report  upon  the  con- 
dition of  the  works  under  their  charge,  and  an  account  of  their 
doings,  including  an  account  of  receipts  and  expenditures. 

Section  10.  Any  fire  district  now  existing  or  hereafter  es- 
tablished within  the  town  of  Yarmouth  for  the  purpose  of 
supplying  the  inhabitants  thereof  with  water  for  the  extinguish- 
ment of  fires,  for  domestic,  manufacturing  and  other  purposes, 
shall  have  all  the  rights  and  privileges  herein  granted  to,  and  be 
subject  to  all  the  obligations,  duties  and  liabilities  herein  imposed 
upon,  said  town. 

Section  11.  This  act  shall  take  effect  upon  its  acceptance  by 
a  majority  of  the  legal  voters  of  the  town  present  and  voting 
thereon  at  any  legal  meeting  called  for  the  purpose  within  three 
years  after  its  passage,  but  the  number  of  meetings  so  called  in 
any  one  year  shall  not  exceed  three;  and  for  the  purpose  of 
being  submitted  to  the  voters  as  aforesaid  this  act  shall  take 
effect  upon  its  passage.     [Approved  April  24,  1917. 
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Spbcial  Acts,  Chaptbb  208. 
An  Act  to  titend  th*  rnaehlM  of  the  Manhflrtd  Wat«r  Company. 
Be  it  enacted,  etc.,  aa  follows: 

Chapter  six  hundred  and  thirteen  of  the  acts  of  the  year  nine- 
teen hundred  and  fourteen  is  hereby  amended  by  striking  out 
section  eighteen  and  inserting  in  place  thereof  the  following:  — 
Section  18.  This  act  shall  take  effect  upon  its  passage,  but  shall 
become  void  unless  the  said  water  company  has  begun  to  dis- 
tribute water  through  its  pipes  to  the  consumers  in  said  town 
before  the  third  day  of  June,  nineteen  hundred  and  twenty. 
[Approved  April  24,  1917. 


Special  Acts,  Chapteb  333. 

An  Act  Talidatinf  the  Locations  granted  by  the  Town  of  Wlnchendon  for 
the  nectric  Lines  of  the  Wlnchendon  ■lectrlc  Uff ht  and  Power  Com- 
pany. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  All  lines  for  the  transmission  of  electricity  for 
light,  heat  or  power,  heretofore  acquired  or  constructed  by  the 
Winchendon  Electric  Light  and  Power  Company  in  the  town  of 
Winchendon,  upon,  along,  over  and  under  the  public  ways  and 
places  of  said  town,  and  the  poles,  piers,  abutments,  conduits  and 
other  fixtures  necessary  to  sustain  or  protect  the  wires  of  said 
lines  and  now  in  actual  use,  are  hereby  made  lawful  notwith- 
standing the  lack  of  any  valid  locations  granted  to  the  said 
company  therefor,  or  any  informality  in  the  proceedings  of  the 
town  or  town  officers  relative  to  their  location  and  erection. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved May  16, 1917. 

Spbcial  Acts,  Chapteb  352. 

An  Act  to  authorise  the  Bay  State  Street  Railway  Company  to  seU  Elec- 
tricity to  the  Tore  RlTcr  ShlpbuUdlnff  Corporation  during  the  Per- 
formance of  Izlstlng  Contracts  for  Naral  Construction. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  Bay  State  Street  Railway  Company  is  hereby 
authorized  to  sell  any  part  of  the  electricity  generated  at  its 
power  plant  in  the  city  of  Quincy  which  is  not  needed  in  the 
operation  of  its  cars  to  the  Fore  River  Shipbuilding  Corporation 
during  the  performance  by  that  corporation  of  any^  contracts 
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which  it  has  at  the  date  of  the  passage  of  this  act  with  the 
government  of  the  United  States  for  the  building  of  vessels  for 
the  navy. 

Section  2.  The  Fore  River  Shipbuilding  Corporation  may, 
subject  to  the  provisions  of  sections  fifty-two  to  fifty-five  in- 
clusive of  chapter  twenty-five  and  of  chapter  one  hundred  and 
twenty-two  of  the  Revised  Laws  and  amendments  thereof,  con- 
struct a  line  for  the  sole  purpose  of  transmitting  to  its  shipyards 
the  electricity  purchased  of  the  Bay  State  Street  Railway  Com- 
pany under  authority  hereof. 

Section  3.  This  act  shall  take  e£Fect  upon  its  passage.  [Ap- 
proved May  ^4,  1917. 

Spscial  Acts,  Chaftbb  371. 
An  Act  to  authorise  the  Town  of  Ayer  to  make  an  Additional  Water  Loan. 
Be  ii  enacted,  etc.,  as  follows: 

Section  1.  The  town  of  Ayer  for  the  purpose  of  increasing 
its  water  supply  and  extending  and  relaying  its  water  mains,  is 
hereby  authorized  to  borrow  an  amount  not  exceeding  seventy- 
five  thousand  dollars  in  excess  of  the  statutory  limit  of  indebted- 
ness, and  to  issue  from  time  to  time  bonds  or  notes  therefor, 
which  shall  bear  on  their  face  the  words.  Town  of  Ayer  Water 
Loan,  Act  of  1917;  shall  be  payable  by  such  annual  payments, 
beginning  not  more  than  one  year  after  the  respective  dates 
thereof,  as  will  extinguish  each  loan  within  thirty  years  from  its 
date;  and  the  amount  of  such  annual  payment  in  any  year  shall 
not  be  less  than  the  amount  of  the  principal  of  the  loan  payable 
in  any  subsequent  year.  Each  authorized  issue  of  bonds  or  notes 
shall  constitute  a  separate  loan.  The  said  bonds  or  notes  shall 
bear  interest  at  a  rate  not  exceeding  five  per  cent  per  annum, 
payable  semi-annually,  and  shall  be  signed  by  the  treasurer  of 
the  town  and  countersigned  by  the  water  commissioners.  The 
town  may  sell  the  said  securities  at  public  or  private  sale,  upon 
such  terms  and  conditions  as  it  may  deem  proper,  but  not  for 
less  than  their  par  value. 

Section  2.  The  town  shall,  at  the  time  of  authorizing  said 
loan  or  loans,  provide  for  the  payment  thereof  in  accordance  with 
section  one  of  this  act,  and  when  a  vote  to  that  effect  has  been 
passed,  a  sum  which,  with  the  income  derived  from  water  rates, 
will  be  sufficient  to  pay  the  annual  expense  of  operating  its 
water  works  and  the  interest  as  it  accrues  on  the  bonds  or  notes 
issued  as  aforesaid,  and  to  make  such  payments  on  the  principal 
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as  may  be  required  under  the  provisions  of  this  act,  shall,  without 
further  vote,  be  assessed  by  the  assessors  of  the  town  annually 
thereafter,  in  the  same  manner  as  other  taxes,  until  the  debt  in- 
curred by  said  loan  or  loans  is  extinguished. 

Section  3.  The  town  of  Ayer  is  hereby  authorized  to  pur- 
chase water  from  the  Groton  Water  Company  upon  such  terms 
and  conditions  as  may  be  agreed  upon  between  said  town  and 
said  company,  and  the  said  company  is  hereby  authorized  to  sell 
water  to  said  town  under  such  terms  and  conditions.  The  said 
town  is  also  authorized  to  sell  water  to  be  used  in  the  towns  of 
Harvard  and  Shirley  on  premises  used  by  the  United  States  of 
America  for  military  purposes. 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved May  25,  1917. 
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income,  municipal  electric  plants,  .251 

income,  municipal  gas  plants,       ........      252 

AMERICAN  WOOLKN  COMPANT. 
to  engage  in  electric  business  in  Royalston,   .  .  .431a 

AMESBU&T  BLECTBIC  LIGHT  COMPANT. 

amendment  of  order  as  to  new  stock,    .......        29 

approval  of  new  stock,        .........        43 

AMMONIA. 
excess  of ............         .      272 

ANALT8I8  OP  OA8.     (See  Eudiometric  Analyses.) 

APPEAL. 

Westfield  municipal  light  board  from  decision  of  selectmen  of  Westfield 
in  favor  of  Turners  Falls  Light  and  Power  Company,  ...        60 

APPROVAL  or  LOCATION8. 

of  line  by  Eastern  Massachusetts  Electric  Company  through  Lynn,  77 

of  line  by  Eastern  Massachusetts  Electric  Company  through  Lynnfield,  .  78 
of  line  by  Eastern  Massachusetts  Electric  Company  through  Peabody,  .  79 
of  line  by  Eastern  Massachusetts  Electric  Company  through  Saugus,       .        80 

A8HBURNHAM. 

balance  sheet  of  plant  in, 250a 

operation  of  plant  in, ^    .      204 
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ASHLAND. 

extenaion  of  Framingham  Gas,  Fuel  and  Power  Company  into,        .         .        81 

ASSnSID  VALUIS. 

electric  light  plants 119,  335a 

gas  plants, 104,296a 

water  supply  plants, 366a 

ATTLKBORO. 
construction  of  line  to,  from  Rhode  Island,  by  Seekonk  Electric  Company,  73,  75 

ATWOOD,  L.  8IDNXT. 

ceased  to  supply  gas  in  Chatham, 7 

ATEB. 

authorized  to  make  additional  water  loan,  445a 
construction  of  line  to,  from  Leominster,  by  New  England  Power  Com- 
pany  69 

BALANCI  8HBBT8. 
gas  and  electric  companies,  ........      34a 

municipalities 250a 

water  supply  companies, 206a 

BABNB8,  A.  W.,  8TXAM  8PBCIALTT  COMPANY. 

violation  of  law  by,    ..........      279 

BABN8TABLB. 
Hyannis  Lighting  Company  ceases  the  supply  of  gas  in,  ...  7 

BABN8TABLB  WATER  COMPANY. 

authorized  to  furnish  water  to  Yarmouth, 439a 

BAY  8TATB  8TBBBT  RAILWAY. 
authorized  to  sell  electricity  to  Fore  River  Shipbuilding  Corporation,       .    444a 

BELMONT. 

balance  sheet  of  plant  in, 251a 

operation  of  plant  in,  ..,;......      205 

violation  of  law  by,    ..........      279 

BEVEBLY. 
municipal  ownership  in 204 

BLACK8TONE  ELECTRIC  LIGHT  COMPANY. 
violation  of  law  by, 279 

BOARD  or  OA8  AND  ELECTRIC  LIGHT  COMMI88IONER8. 

appropriation  for  salaries  and  expenses  of,     .  .   428a,  432a 

recommendation  for  authority  by,   to  establish  rules,  etc.,  governing 

quality  of  gas  supplied  by  companies,         ......         10 

recommendation  for  authority  by,  to  require  emergency  connections  of  gas 

and  electric  companies,    .........        12 

recommendation  for  approval  by,  of  street  lighting  contracts  of  more  than 

one  year's  duration,         .........        15 

recommendation  for  approval  by,  of  the  issue  of  coupon  notes,        .         .        14 
recommendation  for  approval  by,  of  sales  of  gas  or  electricity  between 

companies  having  a  common  ownership,    ......         16 

recommendation  that  annual  report  of,  be  submitted  in  March,       .         .        15 

BOND8. 
approval  of  new,         ..........         18 

of  hydro-electric  companies,         ........       173 

of  water  companies, 175,  366a 

B088IDY,  JAME8  P. 

supplies  electricity  in  West  Stockbridge ^-^         .  ,      8 
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BOSTON  C0N80LIDATBD  OA8  COMPANY. 

purchase  of  gas  of  New  England  Fuel  and  Transportation  Company  by,  .        93 
sale  of  gas  to  East  Boston  Gas  Company  by,         .....        90 

BOTI.8TON. 

balance  sheet  of  plant  in,    ........         .     252a 

operation  of  plant  in,  .........      207 

BBAINTBKS. 

balance  sheet  of  plant  in, 253a 

operation  of  plant  in,  .........      208 

BBIDOKWATBR8  WATBB  COMPANY. 
yviolation  of  law  by,     .         .         .         .         '.         .  .  279 

BRITISH  THERMAL  UNITS. 

gas, 270 

BROCKTON  GAS  LIGHT  COMPANY. 

extension  into  Canton,         .........        8^ 

CALLINDIR,  THOBSAS  B. 

supply  of  water  to,  by  Northfield  Water  Company,        ....        84 
CALORIFIC  STANDARD  TOR  GAS. 

statement  relative  to  establishment  of,  ......        87 

vote  of  board  establishing,  .         .         .         .  .90 

CALORIFIC  TESTS  OF  GAS 270 

CANDLE  POWER. 

gas  companies,  .........         .        270-272 

CANTON. 

extension  of  Brockton  Gas  Light  Company  into,  ....        82 

CAPITAL. 

electric  light  companies,      .         .  .         .         .  .114 

gas  companies,  ...........        99 

gas  companies,  per  mile  of  main,  .......    308a 

gas  companies,  per  thousand  feet  sold, 306a 

CAPITAL  STOCK. 

approval  of  new,         ..........        18 

electric  companies,      .         .  .         .  .114,  333a 

gas  companies,  ..........       99,  296a 

hydro-electric  companies,    ...........       173 

water  companies,        .........      175, 366a 

CARBONS  USED, 377a 

CHARTER  EXTENSIONS. 

Brockton  Gas  Light  Company,  into  Canton, 82 

Framingham  Gas,  Fuel  and  Power  Company,  into  Ashland,    ...        81 

CHATHAM. 

L.  S.  Atwood  ceases  supply  of  gas  in,   ......         .  7 

CmCOPEE. 

balance  sheet  of  plant  in,    ........         .  254a 

operation  of  plant  in,           .........  209 

relative  to  time  of  holding  annual  election  in,                  .                  .         .  432a 

violation  of  law  by,    ..........  279 

CITIZENS'  GAS,  ELECTRIC  AND  POWER  COMPANY  OF  NAN- 
TUCKET. 

to  validate  construction  and  use  of  certain  conduits,  etc.,  by,  in  town  of 

Nantucket, t^      '    ^?^ 
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GOAL. 

carbonised, 310a 

cost  per  kilowatt  hour  generated,  for  larger  companies,  ....  363a 

effect  of  war  on  supply  of .........         .  S 

per  cent,  of  cost  of,  from  residuals, 310a 

quantity  of  gas  made  per  ton  of,           .......  310it 

quantity  per  kUowatt  hour  generated, 363a 

used  by  electric  companies,          ........  363a 

used  by  municipal  plants, 377a 

OOISMEBGUL  LIGHTS. 

electric  lights,  prices, '     .                            .  121 

COMPLAINT  MITIR8. 

electric 278 

gas, 276 

OOMPI7L80BT  SUPPLY. 

by  Edison  Electric  Illuminating  Company  of  Boston,  electricity  to  George 

V.  Wattendorf 84 

by  Harvard  Gas  and  Electric  Company,  electricity  to  George  T.  Cruft,    .  84 
by  Harvard  Gas  and  iUectric  Company,  electricity  to  Harriet  A.,  and 

George  G.  P.  Dickinson, 86 

by  Northfield  Water  Company,  water  to  Callener,  Hunt  and  Randolph,  .  84 

OONCOBD. 

balance  sheet  of  plant  in,    ........         .  256a 

operation  of  plant  in,           .........  210 

CONSBBVATION  OP  8TBEAM  PLOW. 

reconmiendation  for  investigation  of,    .......  13 

OON8I7MBB8. 

niunber  of,  per  mile  of  main,  gas  companies,          .....  308a 

OONTBACTS. 

between  Boston  Consolidated  Gas  Company  and  East  Boston  Gas  Com- 
pany,      90 

between  Boston  Consolidated  Gas  Company  and  New  England  Fuel  and 
Transportation  Company,         ........        93 

COBPOBATE  NABOBS. 

electric  light  companies,      .........  114 

gas  companies,  ...........  99 

hydro-electric  companies,    .........  173 

water  companies,        ..........  175 

COBPOBATION8  DISSOLVED. 

certain  gas  and  electric  companies  affected,  ......    430a 

COST  PKB  KILOWATT  HOTTB. 

itemized  in  larger  electric  companies,    .......     354a 

COST  PKB  THOUSAND  PEXT. 

itemized  in  larger  gas  companies,  .......     325o 

COUPON  NOTES. 

recommendation  that  Board  have  authority  over  issue  of,       .  .        13 

CBUPT,  OEOBOE  T. 

supply  to,  by  Harvard  Gas  and  Electric  Company,         ....        84 

CUSTOBSEBS. 

number  of  electric,      ..........     342a 

number  of  municipal  electric,       ........    379a 

number  of  water  supply,      .  .         .  ,         .         ^^      .     371a 
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DAILY  OUTPUT  OF  OA8. 

greatest  and  least,      .         .         .  .  .    304a 

DA1WXB8. 

balance  sheet  of  plant  in,    ........         .    257a 

operation  of  plant  in,  .........       211 

DECISIONS.  (See  Api)eal;  App^val  of  Locations;  Bonds;  Capital  Stock; 
Charter  Extensions;  Compulsory  Supply;  Contracts;  Eminent 
Domain.)  •    v 

DXXSFIXLD  BIVEft  ILBCTBIC  LIGHT  COMPANY. 
property  purchased  by  Greenfield  Electric  Light  and  Power  Company,  8 

DICKINSON,  HARRIET  A.,  AND  QEOROE  O.  P. 
supply  of  electricity  to;  by  £[arvard  Gas  and  Electric  Company,  86 

DIOHTON. 
municipal  ownership  in,       ........         .      204 

DIVIDENDS. 

amount  per  thousand  feet  of  gas  sold,  .......     206a 

electric  light  companies,      .         .         .         .  .         .120,  333a 

gas  companies,  ..........      105,  296a 

water  companies,        ..........    366a 

DWELLEY,  EDWIN  P. 
denial  of  petition  of,  in  connection  with  Boston-Edison  street  light  arbi- 
tration, ...........        92 

EARNINGS  PER  KILOWATT  HOUR. 

itemized  in  larger  electric  companies,    ......    353a,  361a 

EARNINGS  PER  THOUSAND  PEET. 
itemized  in  larger  gas  companies,  .......     324a 

EAST  BOSTON  GAS  COBIPANY. 
sale  of  gas  to,  by  Boston  Consolidated  Gas  Company,    ....        90 

EASTERN  1SAS8ACHU8ETTS  ELECTRIC  COMPANY. 
approval  of  line  of,  through  Lynn,        .......        77 

approval  of  line  of,  through  Lynnfield,  ......        78 

approval  of  line  of,  through  Peabody,  ......        79 

approval  of  line  of,  through  Saugus,  .         .  .         .80 

EDGARTOWN  WATER  COMPANY. 

violation  of  law  by, 279 

EDISON  ELECTRIC  ILLUMINATING  COMPANY  OP  BOSTON. 
denial  of  petition  of  Edwin  F.  Dwelley  to  be  heard  in  connection  with  ar- 
bitration of  street  light  contract  of  city  of  Boston  with,       ...        92 
supply  of  electricity  to  George  V.  Wattendorf, 84 

ELECTRIC  LIGHT  COMPANIES. 

boilers, 337a 

d3rnamos,  ............     337a 

engines, 337a 

financial  statements,  ..........      34a 

kilowatt  capacity, 337a 

kilowatt  output,  ..........     346a 

list  of, 114 

recommendation   that  provision   be   made   for   emergency   connections 

between,  and  gas  companies,    ........        12 

steam  turbines,  ..........    337a 

water  power  capacity,  .........    337a 

ELECTRIC  BSETER8. 

testing  of, 

Digitized  by  ^ 


iGo'ogie 


454a  INDEX. 

PAGB 

ILBCTRIC  POWBB. 

prices  for, 131,  254 

ILBCTBIC  WoiftKS  NOT  OWNKD  BT  OOBPOBATIONS,  114 

ILBCTBICITT. 

generated  by  steam, 346a 

generated  by  water,    .  .  346a 

sales  between  companies, 346a,  349a 

sales  between  companies,  reoonmiendation  that  Board's  approval  be  re- 
quired between  those  with  common  ownership,  .....         15 

ILBCTBODKS  USID, 377a 

EHININT  DOBfiAIN. 

petition  of  Fall  River  Electric  Light  Company  for  certain  rights  of,  64,  71 

petition  of  New  England  Power  Ck>mpany  for  certain  rights  of,  .        69 

petition  of  Seekonk  Electric  Company  for  certain  rights  of,     .         .         .  73,  75 

■NKICHEB8. 

ooal  gas 310a 

water  gas, 312a 

KUDIOBSXTBIC  ANALTSK8 274 

EXTENSIONS.     (See  Charter  Extensions.) 

FALL  BIVBB  BLBCTBIC  LIGHT  COMPANY. 

authority  to  take  land  for  line  to  Seekonk,    .         .      "  .         .         .         .71 
construction  of  line  by,  to  Seekonk,      .......        64 

PITCHBUBO  GAS  AND  BLBCTBIC  LIGHT  COMPANY. 
approval  of  new  stock, 20 

rOBE  BIVEB  SHIPBUILDING  COBPOBATIO|r. 

authorized  to  purchase  electricity  of  Bay  State  Street  Railway,  .    444a 

rOXBOBOUGH  GAS  COMPANY. 

dissolved  by  legislative  act,  .........    430a 

FBAMINGHAM  GAS,  FUEL  AND  POWEB  COMPANY. 
extension  into  Ashland,       .........        81 

GAS. 
analysis  of  samples  of,  ........         .      274 

calorific  standard  for,  statement  relative  to, 87 

engines  in  use, 321a 

financial  statement 277 

inspection  of ...........         .      269 

meter  inspection,         .........       275,  276 

price  of,    ...........         .      106 

purchased, 299a 

quantities  made,         ..........    299a 

quantities  sold  by  meter, 299a 

quantities  sold  per  consumer, 308a 

quantities  sold  per  mile  of  main, 308a 

quantities  sold  to  public  lamps 299a 

quantities  unaccounted  for,  ........     299a 

quantities  unaccounted  for  per  mile  of  main,  .....     308a 

quantities  used  at  works  and  offices,     .......     299a 

quantity  made  per  ton  of  coal,     ........    310a 

sales  between  companies,     .........    303a 

sales  between  companies,  recommendation  relative  to,    .         .         .         .15 

stoves  in  use,     ............    321a 

supplying  electric  light,       .         .  .         .         .  .         .114 

total  sales 306a 

works  not  owned  by  gas  companies,      ......        ^         .         .         .99 
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GAS  AND  OA8  MSTXB  INSPKCTION 269 

OA8  OOMPANIK8. 

emergency  connection  between,  and  electric  companies,  recommendation 

for 12 

financial  statements,  ..........      34a 

OXOBOKTOWN. 
balance  sheet  of  plant  in,    .........         «    258a 

operation  of  plant  in, 212 

OKOBOKTOWN  QAS  COBIPANY,  THE. 
dissolved  by  legislative  act,  ........    430a 

OBEAT  BABBINOTON  KLXCTBIC  LIGHT  COMPANY. 
violation  of  law  by,    .         .         .         .         .  .         .         .      279 

OBEENUXLD  KLXCTBIC  LIGHT  AND  POWXB  COBIPANT. 
sale  of  property  of  Deerfield  River  Electric  Light  Company  to,        .         .  8 

OBXXNFIKLD  QAS  LIGHT  COMPANY. 
approval  of  bonds, .25 

GBOTON. 
balance  sheet  of  plant  in,     ........         .    259a 

operation  of  plant  in,  . .      213 

violation  of  law  by,    ..........      279 

GBOVXLAND. 
balance  sheet  of  plant  in,    ........         .    260a 

operation  of  plant  in, 214 

HADLXY  LIGHTING  COMPANY. 
ceases  to  supply  gas,  ..'........  8 

HABVABD  GAB  AND  XLXCTBIC  COMPANY. 
supply  of  electricity  by,  to  George  T.  Cruf t,  .....        84 

supply  of  electricity  by,  to  Harriet  A.  and  George  G.  P.  Dickinson,  .        86 

HABWICH  XLXCTBIC  COMPANY,  THX. 
dissolved  by  legislative  act,  ........    430a 

HAVXBHILL  XLXCTBIC  COMPANY. 
approval  of  new  stock,         .         .         .  -       .         .         .         .         .         .19 

HINGHAM. 

balance  sheet  of  plant  in,     .  .  .         .         .         .     261a 

operation  of  plant  in,  .........      215 

HOLDXN. 

balance  sheet  of  plant  in 262a 

operation  of  plant  in,           .                   .                   .                                      .216 
violation  of  law  by, 279 

HOLLI8TON  WATXB  COMPANY. 

violation  of  law  by, 279 

HOLYOKX. 

balance  sheet  of  plant  in,    ........         .    263a 

operation  of  plant  in,  .........      217 

HUDSON. 

balance  sheet  of  plant  in, 265a 

operation  of  plant  in,  .........      218 

HITLL. 

balance  sheet  of  plant  in,    ........         .    266a 

operation  of  plant  in,  .........      219 

HTTNT,  XUGXNX  P. 
supply  of  water  to,  by  Northfield  Water  Company,  .         .        84 
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HTANNI8  UOHTINO  COMPANY. 

ceaaee  to  aupply  gas  in  Barnstable,       .......  8 

HYDaANTS. 

of  -water  companies,  number  of,    .         .  .371a 

HYDBO-ILBCTBIC  COBSPANIXS. 

capital  stock  and  bonds  of,           ........  173 

list  of, 173 

localities  supplied,      ..........  173 

stimulation  of,  by  war,        .........  8 

ncpuBiTiEs  or  gab. 

excess  of,  ammonia,    .         .                            .                                              .  272 

excess  of,  sulphur,       ..........  272 

excess  of,  sulphuretted  hydrogen,          .......  273 

INCOBSX  PKB  KILOWATT  HOUB. 

itemised  in  larger  electric  companies,    .......  353a 

INCOBSX  PKB  THOUSAND  FKKT. 

itemised  in  larger  gas  companies, 324a 

INCBKA8K  IN  OA8  SALES. 

per  cent.,  ............     306a 

INCBKA8K  IN  PBICK. 

electricity,  ...........       120 

gas 105 

of  gas  by  Newburjrport  Gas  and  Electric  Company  approved,  16 

INSPKCTIONS  or  GAS. 

general  figures  from,  .........      275 

IPSWICH. 

balance  sheet  of  plant  in, 268a 

operation  of  plant  in,           .........  220 

violation  of  law  by 279 

KILOWATT  HOUB  OUTPUT. 

electric  companies,      ..........     346a 

municipal  plants,        .  .        ^ 378a 

LAMPS. 

public  electric,   ...........       152 

public  gas, 323a 

LEGISLATION. 

of  the  year  1917, 428o 

recommendations  for,  .........         9 

LEOMINSTEB. 

construction  of  line  by  New  England  Power  Company  from,  to  Ayer,    .        69 

LITTLETON. 

balance  sheet  of  plant  in,     ........         .  269a 

operation  of  plant  in,           .........  222 

violation  of  law  by,     ..........  279 

LOCALITIES  SUPPLIED. 

electric  light  companies,      .         .  .         .         .         .         .         .114 

gas  companies,  ...........        99 

hydro-electric  companies,    .........      173 

water  companies,         ..........       175 

LUDLOW  ELECTBIC  LIGHT  COMPANY. 

approval  of  new  stock, 58 
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LUNKMBUUO. 

balance  sheet  of  plant  in,    ........         .  270a 

operation  of  plant  in,           .........  223 

violation  of  law  by,    ..........  279 

MAINS. 

gas  companies,  ...........  315a 

water  companies,        ..........  372a 

water  companies,  pressure  on 371a 

HANSFmlD. 

balance  sheet  of  plant  in, 271a 

operation  of  plant  in,           .........  224 

violation  of  law  by,     ..........  279 

ICANSFIBLD  OA8  COBIPANY. 

dissolved  by  legislative  act,          ........  430a 

MARBLICHWAD. 

balance  sheet  of  plant  in,     ........         .  272a 

operation  of  plant  in,           .........  225 

HABLBOBOUOH  KLXCTBIC  COMPANY. 

approval  of  new  stock,         .........  55 

liABSHnXLD  WATER  COMPANY. 

to  extend  franchise  of .........         .  444a 

MSDFORD. 

municipal  ownership  in,       ........         .  204 

MXRBIMAC. 

balance  sheet  of  plant  in,     ........         .  273a 

operation  of  plant  in,           ..........  226 

METER  TESTING. 

electric, 277 

gas 275 


gas,  nimiber  in  use 318a 

water,  number  in  use,          .........  371a 

MIDDLBBOROnOH. 

balance  sheet  of  plant  in,     ........         .  274a 

operation  of  plant  in,                                                227 

violation  of  law  by,     ..........  279 

MIDDLSTON. 

balance  sheet  of  plant  in, 276a 

operation  of  plant  in,           .........  227 

MILES  or  MAIN. 

statistics  per,     ...........  308a 

MILTORD  BLBCTBIC  LIGHT  AND  POWEB  COMPANY. 

approval  of  new  stock,  ...  .57 

MILLEB8  BIVEB  POWEB  COMPANY. 

dissolved  by  legislative  act, 430a 

MONTEBEY  WATEB  COMPANY. 

act  to  incorporate,      ..........  433a 

MOTOBS. 

electric,  in  use, 342a,  379a 

MUNICIPAL  OWNEBSHIP 192 

.  propositions  considered,       .........  204 

tabular  history  of, ^    .  193 

Digitized  by  VjOOQ IC 


458  a  INDEX. 


PAOB 

MUHIOIFAL  PLANTS. 

aggregate  balance  sheet  of »           ........  263 

appropriations  for,  recommendation  regarding,       .....  10 

balance  sheets  of, 250a 

boilers,      ............  375a 

commercial  lights  and  customers  in,      ......         .  370a 

connected  load  data, 379a 

construction  of,  outside  stations,                              376o 

"costof  plant,"  recommendation  relative  to  changing  definition  of,  11 

data  concerning  gas  only, 269,  382a,  383a 

data  from  returns  of, 250a,  375o 

date  of  filing  returns  of,  recommendation  that  same  be  changed,  15 
date  when  business  was  begun  in  each  place,          ....       247,  260 

description  of  street  lights  in,  and  their  operation,           ....  263 

engines 275a 

estimate  of  cost  of  street  lights  in,        ......         .  266 

income  and  expenses  of,       ......         .      251,  252,  250a 

kilowatt  output, 378a 

list  of 247 

list  of  plants  buying  their  electricity 250 

managers  of,  to  be  placed  under  civil  service,  recommendation  as  to,        .12 

materials  used  in,       ...         ^ 377a 

operation  of  the  plants,       .........  204 

population  of  cities  and  towns  having,           ......  247 

prices  for  commercial  electric  lights  in, 254 

prices  for  gas  in, 269 

profit  and  loss  accounts  of, 250a 

station  equipment  .of,                    375a 

tax  rate  in  towns  having, 247 

total  djmamo  capacity, 375a 

total  investment  in 247 

valuation  of  property  in  towns  having, 247 

MUNICIPAL  STATISTICS 246 

NSW  BKDFORD  OAS  AND  KDISON  LIGHT  COMPANY. 

approval  of  debenture  bonds 36 

violation  of  law  by, 279 

NNWBXmTPOBT  OAS  AND  KLXCTBIC  COMPANY. 

approval  of  increase  in  price  of  gas,      .......  16 

approval  of  new  stock,        .........  48 

NNW  ENGLAND  PUNL  AND  TRANSPORTATION  COMPANY. 

sale  of  gas  to  Boston  Consolidated  Gas  Company,           ....  93 

NSW  ENGLAND  POWER  COMPANY. 

approval  of  new  stock  and  bonds,         .......  51 

construction  of  line  by,  from  Leominster  to  Ayer,     .      .  .69 

NEW  LEGISLATION 428a 

NORTH  ADAMS  GAS  LIGHT  COMPANY. 

violation  of  law  by,    ..........  279 

NORTH  ATTLEBOROUGH. 

balance  sheet  of  plant  in,    .  277a 

operation  of  plant  in, 228 

NORTHFIELD  WATER  COMPANY. 

supply  of  water  by,  to  Callender,  Hunt  and  Randolph,  ....  84 

NORTH  READING  WATER  COMPANY. 

act  to  incorporate, 436a 
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NORWOOD. 

balance  sheet  of  plant  in, 278a 

operation  of  plant  in,           .........  229 

OYFIOIBS  OF  0OMPANIS8. 

names  and  addreneW,          .........  3a 

OPBKATIKO  A00OUMT8. 

gas  and  electric  companies,  34a 

municipalities, 250a 

water  supply  companies, 206a 

ORDUtS.     (jSm  DeoisionB.) 
OUTPUT. 

electricity  in  kilowatt  hours, 346a,  378a 

gas,  greatest  and  least  daily, 804a 

PAXTON. 

balance  sheet  of  plant  in, 279a 

operation  of  plant  in, 231 

violation  of  law  by, 279 

PBABODY. 

balance  9heet  of  plant  in, ^80a 

operation  of  plant  in, 232 

PITTSFIKiD  ILBCTRIC  OOMPANT. 

approval  of  new  stock, 66 

PITTBrOBD  KLXCTRIC  LIGHT  AND  POWBB  COMPANY,  THE. 

dissolved  by  legislative  act, 430a 

PLYMOUTH  KLXOTBIO  UOHT  COMPANY. 

approval  of  new  stock, 23 

POLI8. 

electric  light  companies,      .........  340a 

municipal  plants, 376a 

POPULATION. 

electric  companies'  districts, 114 

gas  companies'  districts,      ........>.  99 

municipal  plant  districts 247 

water  supply  companies'  districts,  .175 

POWIB,  ILBCTBIC. 

price  of 121,  254 

PBIPAYMINT  MITIR8. 

number  in  use 318a 

PRICK. 

approval  of  increase  of,  for  gas  supplied  by  Newburjrport  Gas  and  Elec- 
tric Ck>mpany,         ..........  16 

average,  for  all  gas  companies, 114 

companies,  for  electricity  for  commercial  use,         .....  121 
companies,  for  electricity  for  public  lamps,   •                                              .152 

companies,  for  gas  for  commercial  use,           ......  106 

companies,  for  gas  for  public  lamps, 323a 

companies,  increase  in  price  of  electricity,      ......  120 

companies,  increases  in  prices  of  gas,    .......  105 

companies,  reduction  in  prices  of  electricity, 120 

companies,  reduction  in  prices  of  gas,  .......  105 

municipal  plants,  for  electricity  for  commercial  use,        ....  254 

municipal  plants,  for  electricity  for  public  lamps,  .         .         .         ,       262,  266 
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municipal  plants,  for  gas,    .........  269 

per  thousand  feet  of  gas  sold, 306a 

water  companies,  by  meter,          ........  177 

water  companies,  fixture  rates,     ........  181 

PBINCKTON. 

balance  sheet  of  plant  in,     ........         .  281a  * 

operation  of  plant  in,           .........  233 

violation  of  law  by, 279 

PBOPIT  AND  L088  ACCOUNTS. 

gas  and  electric  companies,           .    '     .  34a 

municipalities,    ...........  250a 

water  supply  companies,      .........  206a 

PUBLIC  LAMPS. 

supplied  by  electric  companies,    ........  152 

supplied  by  gas  companies,           ........  323a 

supplied  by  municipalities,           ........  263 

PUBITT  or  OA8 272 

BANDOLPH,  HEBBKBT  P. 

supply  of  water  to,  by  Northfield  Water  Company 84 

BANDOLPH  AND   HOLBBOOK  POWIB  AND  KLXCTBIC  COM- 
PANY. 

approval  of  new  stock, 34 

BBADINO. 

act  validating  certain  locations  for  electric  lines  in,         ...         .  429a 

balance  sheet  of  plant  in, 282a 

operation  of  plant  in,           .........  234 

BXCOMMENDATIONS  FOB  LEGISLATION. 

relative  to  appropriations  for  municipal  plants,      .....  10 

relative  to  Board's  approval  of  sales.of  gas  and  electricity  between  com- 
panies having  common  ownership,     .......  15 

relative  to  Board's  approval  of  street  lighting  contracts  for  more  than  one 

year,      ............  14 

relative  to  changing  date  of  fiUng  returns  of  municipal  light  plants,  15 
relative  to  changing  definition  of  "cost  of  plant"  as  applied  to  municipal 

light  plants,    ...........  11 

relative  to  conservation  of  stream  flow, 12 

relative  to  emergency  connections  between  gas  and  electric  companies,     .  12 
relative  to  managers  of  municipal  light  plants  being  placed  under  civil 

service,           ...........  12 

relative  to  repeal  of  candle  power  standard  for  gas,         ....  10 

relative  to  supervision  by  the  Board  of  issue  of  coupon  notes,  13 

BKDUCTIONS  IN  PBICK. 

electricity,          ...........  120 

gas, 106 

BKSIDUALS. 

ration  of,  to  cost  of  coal,     .........  310a 

BOWLIT. 

balance  sheet  of  plant  in,     ........         .  284a 

operation  of  plant  in,           .........  236 

BOYALSTON. 

American  Woolen  Company  to  engage  in  electric  business  in,  .         .431a 

SAOAMOBK  WATEB  COMPANY. 

relative  to  charter  of, 430a 
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relative  to  wires  and  electrical  appliances  in,  .....    432a 

8ALIM  OA8  LIGHT  COMPANY. 

approval  of  new  stock, 29 

SALIS  BKTWIEN  COMPANIK8. 

when  having  common  ownership,  recommendation  that  Board's  approval 

be  required  for,       ..........        15 

SALISBXmY  WATIB  COMPANY. 

dissolved  by  legislative  act,  ........    430a 

8IBVICI8. 

water  companies,  number  of,        .         .         .  .     •    .  371a 

SHIBUBY  KLXCTRIC  COMPANY. 

approval  of  new  stock 24 

SHBBWBBUBY. 

balance  sheet  of  plant  in,    ........         .     285a 

operation  of  plant  in, 237 

8MOKX.     (See  Abatement  of  Smoke.) 

SOUTH  HADLBY. 

balance  sheet  of  plant  in,     ........         .     286a 

operation  of  plant  in,  .........      238 

8PBINOFIBLD  OA8  LIGHT  COBIPANY. 

approval  of  new  stock,  .........        21 

8TEBLING. 

balance  sheet  of  plant  in, 287a 

operation  of  plant  in,  239 

8TOCKHOLDEB8. 

electric  light  companies, 333a 

gas  companies,  .         .  296a 

water  supply  companies,  .........    366a 

8TOnGHTON  GAS  AND  BLXCTBIC  COMPANY. 

dissolved  by  legislative  act, 430a 

8TBBET  LIGHTS. 
companies,  prices  for,  .         .  .  .152 

municipal  plants,  description  of,  .......       263 

municipal  plants,  estimated  cost,  .......      266 

STBBBT  MAINS. 

gas, 315a 

SULPHUR. 
instances  of  excess  of,  .........      272 

SULPHUBBTTBD  HYDROGEN. 
when  and  where  found 273 

TAUNTON. 

balance  sheet  of  plant  in, 288a 

operation  of  plant  in,  .........      240 

TAUNTON  GAS  LIGHT  COMPANY. 

violation  of  law  by,    .         .         .         .         .  .  .      279 

TAZBS. 
electric  light  companies,  paid  by,  .108,  335a 

gas  companies,  paid  by,  105,  296a 

per  thousand  feet  of  gas  sold,       ........     296a 

water  companies,  paid  by,  ......<         ,^-^  366a 
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TiMPurroN. 

balance  sheet  of  plant  in 280a 

operation  of  plant  in,           .........  241 

TOLUOL. 

supply  by  companies  for  war  purposes,                                                        .  8,  10 

TOWN  KLXCTBIC  PLANTS.     (5m  Municipal  Plants.) 
T&AHBMIBBION  LINKS.     (5m  Eminent  Domain.) 
TDTBNXBB  FALLS  FOWBB  AND  KLXCTEIO  COMPANT. 

approval  of  new  stock, 45 

Westfield  Municipal  Lifl^t  Board  t.,     .......  60 

unaccountIbd  fob  oas. 

per  cent., 299a 

per  mile  of  main,  308a 
UNITED  KLXCTBIO  UOHT  COMPANY. 

approval  of  new  stock, 37 

VIOLATIONS  OF  LAW 279 

VOLUNTARY  ASSOCIATIONS. 

summary  of  returns, 191 

waxbfuld. 

balance  sheet  of  plant  in,     ........         .  290a 

operation  of  plant  in, 242 

WANNACOaOT  WATER  COMPANY. 

approval  of  new  stock, 54 

WAR. 

financial  condition  of  companies  affected  by, 8 

matter  of  fuel  supply  affected  by, 8 

relation  of  gas  and  electric  companies  to  community  and  industrial  life,   .  8 

supply  of  toluol  for,  by  companies,       .......  8 

WATER. 

annual  consumption  of 368a 

sources  of  supply  of, 368a 

WATER  COMPANIES. 

assessed  values, 366a 

bonds, 176,  366a 

capital  stock, 175,  366a 

corporate  names,                           175 

dividends, 366a 

financial  statements, 206a 

list  of. 176 

localities  supplied, 175 

prices  charged  by, 177,  181 

stockholders, 366a 

storage  capacity  of, 368a 

taxes, 366a 

WATER  QAS, 312a 

WATTENDORF,  QEOROE  V. 
supply  of  electricity  to,  by  Edison  Electric  Illuminating  Company  of 

Boston, 84 

WBLLESLEY. 

balance  sheet  of  plant  in, .  292a 

operation  of  plant  in, 243 
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WS8T  BOTL8TON. 

balance  sheet  of  plant  in,     ........         .    293a 

operation  of  plant  in, 244 

WX8TFIKLD. 

balance  sheet  of  plant  in, 204a 

operation  of  plant  in,           .                  .  245 

f .  Turners  Falls  Power  and  Electric  Ck>mpany, 00 

WB8T  STOCXBBIDOK. 
supply  of  electricity  in,  by  J.  F.  Bossidy, 8 

WBTMOUTH  UOHT  AND  FOWIB  OOMPANT. 
approval  of  new  stock, 35 

WINCHBNDON  KLXCTBIC  X.IOHT  AND  FOWBB  COMPANY. 

approval  of  new  stock, 26 

validating  locations  for  electric  lines  granted  to,  by  town  of  Winchendon,    444a 

WIBXS. 
electric  light,  of  companies,  ........    340a 

poles,  etc.,  of  municii>al  plants, 376a 

WBXNTHAM  OA8  OOMPANT. 
dissolved  by  legislative  act, 430a 

TABMOUTH. 
Barnstable  Water  Company  to  furnish  water  to, 439a 

YARMOUTH  WATXB  OOMPANT. 

charter  repealed  by  legislative  act,        .......    433a 
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